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PEEFACE 


I T had been intended that the present volume should complete 
the collected edition of Lord Kelvin's Scientific Papers. It 
was soon found, however, that extensive omissions would be 
necessary in order to compress the remaining papers into this 
space; and eventually it was decided to run on into a sixth volume, 
on the ground that material of inferior direct importance would 
be valuable to the historical student in obtaining a view of the 
progress of knowledge. Thus it is mainly on this ground that 
the sub-section headed ‘'Electrical Contributions to Engineering 
Societies," pp. 541-595, consisting largely of excerpts from the 
reported discussions at the “Society of Telegraph Engineers," 
now the “Institution of Electrical Engineers," has been included 
in the reprint. There remain over for the sixth volume the later 
papers on Electrionic Theory and Kadio-activity, including cognate 
papers of the same period on Voltaic Phenomena, and also some 
supplementary matter. 

The present volume begins with a section on Thermodynamics 
in the wider sense of that term. It has been thought desirable 
to reprint some material, in part controversial (cf. pp. 1-10, and 
38-46), which Lord Kelvin had himself omitted in its own earlier 
connexion. Looking back, we can now recognize that there is 
ample room for all the illustrious names which are associated with 
the historical development of this subject, and that their inde¬ 
pendent efforts, when placed in full light of comparison, give a 
richer texture and a more human interest to the great funda¬ 
mental advance in our outlook upon nature with which they were 
concerned. 
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The next sub-group of papers is concerned with the principle 
of Dissipation of Energy and its relation to Dynamics. The first 
of the series, pp. 11-20, was read in Feb. 1874, not long after 
Maxwell’s exposition of the limitation of that principle to 
phenomena involving statistical aggregates {Theory of Heat, 1872, 
near the end), which he enforced by the invention of his ideal 
“ demons ” such as would be competent to reverse the downward 
course of nature without requiring any compensation elsewhere. 
In this paper the probability of the occurrence of a specified state 
of a molecular system appears in science, probably for the first 
time, as a subject of calculation; it is illustrated by the working 
out of the problem of the relative probabilities of the various 
degrees of incomplete mixture that may occur in two gases per¬ 
vading the same space. Three years later, in 1877, Boltzmann 
took the further step (in the Wiener Berichte, see Wissenschaftliche 
Abhandlungen, vol. ii. pp. 117, 165) of identifying the continual 
increase of the entropy with the continual progress of the system 
into more probable states, thus initiating a point of view which 
plays a prominent part in recent thermodynamic developments. 
Lord Kelvin returned to this subject in 1879 in a popular discourse 
on The Sorting Demon of Maxwell,” pp. 21-23. 

In the next paper, of date 1898, the conception of the 
“ Motivity ” of a system—the energy Available ” or undissipated 
at each constant temperature,—after having been employed 
as early as 1855 to establish in a few words the whole physical 
theory of systems undergoing transformation at constant tempera¬ 
ture, is now at length formally developed as the appropriate basis 
of Thermodynamics, in its wider province which is concerned with 
dynamical phenomena involving variation of temperature. Mean¬ 
time the same subject had been developed by Willard Gibbs with 
masterly completeness from the side of Clausius’ idea of entropy. 
A note which analyses the interaction of electric and thermal 
phenomena in voltaic contacts forms an application of this 
principle. 

Some very striking fragments (pp. 47-56) on the physics of 
the structure of natural ice, and of liquid films, then follow, 
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now reprinted from the Baltimore Lectures into a more suitable 
context. In regard to the early advance of thermodynamic ideas, 
as developed in view of their connexion with special problems such 
as the behaviour of ice and crystals under stress, interesting 
historical material will appear in correspondence between Lord 
Kelvin and his brother, Prof. James Thomson, well-known as the 
pioneer in that subject, which is now prepared for publication in 
the collected Papers on Physios and Engineering of the latter 
author. 

The remaining part of the section on Thermodynamics 
(pp. 64-133) is occupied by papers of more special type, the 
nature of which will be seen from the Table of Contents. 

The following section (pp. 134-283) on ""Cosmical and Geological 
Physics ” collects together the outstanding material on topics such 
as the age and rigidity of the Earth, its thermal history, the 
duration of the Sun's heat, and the formation of stars and nebulae. 
The section is made complete by the usual references to the papers 
on the same subjects which have been already published in the 
earlier volumes. 

A main original aim of these cosmical papers, in which Lord 
Kelvin was followed up by Helmholtz, was to point out the 
limitations that physical principles must impose on the extreme 
uniformitarianism which was then in vogue in Geology. But later 
the complaint had become widely prevalent that in the hands of 
Lord Kelvin and the physicists the evolution of the terrestrial 
strata, and of the life of which they contain the evidence, had been 
hurried up too much. It has been thought well to reprint, in an 
Appendix, the heads of a discussion on this subject, which was 
initiated by Prof. Perry. 

The following section (pp. 284-358), under the general heading 
"'Molecular and Crystalline Theory,” begins with the papers in 
which Lord Kelvin drew concordant conclusions, from a wealth of 
very various physical phenomena, as to the degree of coarseness of 
structure in matter apparently continuous,—in fact as to the size 
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of molecules. The section goes on into a series of papers in which 
he developed the properties of homogeneous arrangements in 
space, with a view to the theory of crystals and their physical 
properties, including their electric response to change of pressure 
or temperature. 

A general section on Electrodynamics aims at collecting what 
remains over of his electrical papers. It begins with some early 
notes now of historical interest, and with the papers on methods 
of measurement of resistance and on early forms of standard 
batteries. As the stage of electrical engineering succeeded that 
of submarine telegraphy, the subject changes to the design of 
dynamos and the conditions for economy in electrical transmission. 
A group of papers follows on the screening of a region from 
electric or magnetic disturbances by metallic gratings; and, as 
already mentioned, the volume ends with contributions to dis¬ 
cussions at the Society of Electrical Engineers. 

As in the previous volume, the care and experience of 
Dr George Green have been available in the correction of the 
proofs; while the admirable work and the methodical arrange¬ 
ments of the Cambridge University Press have much facilitated 
the handling of the fragmentary material of which this volume 
largely consists. 


Cambeidge, 

Feh, 24, 1911. 


J. L. 
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COEEIGENDUM 

Page 109, No. 119, for fc/2e read 2kle, (Increase of external radius 
diminishes the emission of heat only when this condition is 
satisfied.) 
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85. On the Dissipation of Energy. By Prof. P. G. Tait. 

[From Philosophical Magazine^ YoL vii. May 1879, pp. 344—346.] 

To Sir W. Thomson, F,R,S, 

My DEAR Thomson, 

I address you as one of the Editors of the Philosophical 
Magazine, hut also specially as the first propounder of the doctrine 
of the Dissipation of Energy. I do so because Prof. Clausius, in 
the second part of the new edition of his work on Thermodynamics, 
has challenged your claim to the well-known expression for the 
amount of heat dissipated in a non-revemible cycle. I think that 
the time has come for you to speak out on the subject, so as, if 
possible, to prevent further unnecessary discussions. 

I shall endeavour, so far as I can, to keep to matters of 
scientific importance; but I must introduce the subject by a 
reference to the comments made by Prof. Clausius upon a some¬ 
what slipshod passage (§ 178) of my little work on Thermodynamics, 
That passage refers to the integral 

/f' 

to which I believe Kankine first called attention, but which is 
essentially connected with your doctrine. 

I cannot altogether complain of Prof. Clausius’s comments, 
because I cannot account for my having called the above integral 
(in the way in which I have employed it) a positive quantity, 
except by supposing that in the revision of the first proof of my 

K. V. I 
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book I had thoughtlessly changed the word “negative to 
“ positive.” This might easiiy happen from my having used a 
novel term, ‘‘practical value,” in a somewhat ambiguous manner, 
at one plact^ confounding it wnth “ realized value.” That the whole 
section was meant to bear the construction forced on it hy 
Prof. Clausius is, I think, sufficiently disproved by its opening 
sentence^, not to speak ol the fact that no one in this country has 
so interpreted it. 

But there is a graver matter involved than any such mere 
slips of the pen; for Prof. Clausius asserts that the method I 
employ (and which I certainly obtained from your paper of 1852) 
is inapplicable to any but reversible cycles. This, I think, is 
equivalent to denying altogether your claims in the matter. I 
therefore quote the whole passage, correcting, however, the above- 
mentioned slip, and slightly extending the latter part to make 
my meaning perfectly clear. 

§ 178. The real dynamical value of a quantity, dg', of heat is 
Jdq, whatever be the temperature of the body which contains it. 
But the extreme practical value is only 



where t is the temperature of the body, and 4 the lowest available 
temperature. This value may be written in the form 

V 

Hence, in any cyclical process whatever, if qi be the whole heat 
taken in, and that given out, the practical value is 

^ 2o) ~ 

Now the realized value is 

by the first law; and if the cycle be rmmrsiblej this must be equal 
to the extreme practical value. Hence, in this particular case, 

/i.a 

* 0a ftk foimala Prof. ClaBsitts reaiarks, “ Die Uiiridit%keit dieses Besultates 
Iftirt Midi leieM ans iem blossea iLabHoke Formd erkenaea ^! 
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But in general this integral has a finite negative value, because 
in non-reversible cycles the realized value of the heat is always 
less than 

which is the extreme practical value. 

“Hence the amount of heat lost needlessly, i.e, rejected in 
excess of what is necessarily rejected to the refrigerator for pro¬ 
ducing work, is 



This is Thomson’s expression for the amount of heat dissipated 
during the cycle {Phil. Mag. and Proc. R. S. E. 1852, “ On a 
Universal Tendency in Nature to Dissipation of Energy ”). It is, 
of course, an immediate consequence of his important formula for 
the work of a perfect engine. 

“ [It is very desirable to have a word to express the availability 
for work of the heat in a given magazine; a term for that pos¬ 
session, the waste of which is called dissipation.] 

As I based the greater part of the last chapter of my work on 
your papers, mainly because they appeared to me to be greatly 
superior to all others on the subject in the three very important 
qualities of simplicity, conciseness, and freedom from hypothesis, 
I am anxious to know whether the above passage meets with your 
approval. 

From Prof, Clausius’s comments it appears, as I have already 
said, that he considers the method I have adopted from you to be 
one which cannot be applied except to reversible cycles, and which, 
therefore, it is absurd to employ in any argument connected with 
dissipation of energy. 

Prof. Clausius also disputes the correctness of my reference to 
your paper in the Philosophical Magazine, as containing the above 
expression for the heat dissipated. You ought to be a competent 
authority on such a question as this. 

I do not now reply to the many other remarks of Prof. Clausius, 
simply because they refer to myself, my motives, and my book, 
and not to the principles or the history of science. As the matter 
affects you, however, I may mention that ProiGessor Clausius 

1—2 
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attributes to me the real authorship of the paper on ‘^Energy 
which we jointly wrote for G-ood Words, and which has been often 
referred to in the Philosophical Magadm. 

But the passage in bnrckets in the extract above indicates a 
want of proper nomenclature, which would, I think, be well met 
by the publication of the paper on Thermodynamic ]\fotivity, read 
by you some yeans ago to the Eoyal Society of Edinburgh. 

Yours truly. 


George Square, Edinburgh, 
March llth, 187 ^. 


P. G. Tait. 


IN^ote by Sir W. Thomson oi ^ the preceding Letter^. 

[FR3m Pkii. Mag. Vol. vii. May 1870, pp. 346—348; Journ. de Phys. 

Vol. Yin. 1879, pp. 236, 237.] 

The passage quoted, with amendments, by Professor Tait from 
his Thermodynamics, seems to me perfectly clear and accurate. 
Taken in connexdon with the sections which preceded it in the 
original, ite meaning was unmistakable ; and a careful reader coixld 
have found little or no diflfieulty in making for himself the neces¬ 
sary corrections with which Professor Tait now presents it. . It is 
certainly not confined to reversible cycles; but, on the contrary, it 
gives an explicit expression for the amount of energy dissipated, 
or, as I put it, “ absolutely and irrecoverably wasted,'’ in operations 
of an irreversible character. My original article “ On a Universal 
Tendency in N^ature to the Dissipation of Mechanical Energy," 
communicated to the Koyal Society of Edinburgh in April 1852, 
and published in the Proceedings of the Society for that date, and 
republish^ in the Philosophical Magazine for 1^52, second kalf- 
yearf, is a suflSeient answer to the challenge referred to in ttie 
owning ^ntence of Profeasor raff’s letter. 

I think Professor Tait quite right in referring also to that 
|»;^r for the formula t^Jd^jL The whole matter is contained in 

[CL kistojritml aceomit of Lord KelTin's thermodynamic activity, drawn 
BP witUomt kaowl^ie of tMs Hot©, oontaiiied in the Gbituaiy Notice, Proa. JRay. 

Yd, 

f tM#tk Plf*, Prnpm, Tol l pf, 511—^14.] 
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the formula we which is given explicitly in that paper. 

At the top of the next page in the Philosophical Magazine reprint 
the following passage occurs*:—“If the system of thermometry 
adopted he such that fi = JI{t+ a), that is, if we agree to call 
Jj/jb — a the temperature of a body, for which fx is the value of 
Carnot’s function (a and J being constants), &c.”; and on the 
word “adopted” the following footnote is given: “According to 
Mayer’s * hypothesis’ this system coincides with that in which 
equal differences of temperature are defined as those with which 
the same mass of air under constant pressure has equal differences 
of volume, provided J be the mechanical equivalent of the thermal 
unit, and 1/a the coefficient of expansion of air.” Here the true 
foundation of the absolute thermodynamic scale now universally 
adopted was, I believe, for the first time given. I had previously, 
in Part III. of my “ Dynamical Theory of Heat,” published in the 
Transactions of the Royal Society of Edinburgh, and in the Philo¬ 
sophical Magazine for 1852, second half-year f, taking advantage of 
a suggestion made to me by Joule, in a letter of date December 9, 
1848, shown that the assumption /a = //(a + <) reduces the formula 

we to ^^;(a+ jr)/(a+ /S): and I used this transformation in 

the concluding formulas of the article referred to by Professor 
Tait (corrected in the errata of Phil, Mag. 1853, first half-year). 
It was not, however, until the experiments by Joule and myself, 
made in the course of the years 1852, 1853, and the early part of 
1854, on the thermal effects of forcing air and other gases through 
porous plugs, had proved that my proposed thermodynamic scale 
agreed as nearly with the scale of an air-thermometer as different 
air-thermometers agreed with one another, that I definitively 
adopted it in fundamental formulas of thermodynamics. Thus, 
for example, in Part VI. (“Thermo-electric Currents”) of my 
“Dynamical Theory of Heat,” published in the Transactions of 
the Royal Society of Edinburgh for May 1854, and in the Philo¬ 
sophical Magazine for 1865, first half-yearj, the formula 


t t' 


+ 


Hti-) 

f;(n) ^ 


is given as an equivalent for 


t \Loc. ciU p. 199.] 


[Log. cit. p. 513.] 


t [Loc. cit. p. 237.] 
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which was first published in the Proceedings of the Roycd Society 
of Eiinburgk for 1851, and Phil Mag, 1852, first half-year^. Tait 
had actually quoted the formula from my 1854 paper in § 176 of 
his hook, and so left absolutely no foundation for Professor Clausius' 
objection to his saying '‘'This is Thomson’s expression &c.,” quoted 
in his letter above. 

As to the Good Words article on Energy” which appeared under 
our joint names. Professor Tait and I are equally responsible for 
its contents. I claim my full share of the "scientific patriotism” 
commended in that article, and cannot assent to Professor Clausius’ 
giving all the credit of it to Professor Tait. 

In compliance with the concluding sentence of Professor Tait s 
letter, I hope in the course of a few days to write out, and send to 
the PkHmophioal Magazine for publication, a short statement of 
the communication on " Thermodynamic Motivity ” which I made 
mvd vme to the Royal Society of Edinburgh on. April 3rd, 1876. 


On rHEEMODYN'AMIC MOTIVirY. 

[From PhiUwphiecd Magazine^ Yol. vir. May 1879, pp. 348—352.; 
re£>eated from Math, and Pkys. Pdyers^ Yol. i. pp. 456—459.] 

After having for ^me years felt with Professor Tait the want 
of a word to express the Availability for work of the heat in a 
given magazine, a term for that possession the waste of which is 
mlled Dissipation ”t, I suggested three years ago the word 
Moiimtf to supply this want, and made a verbal communication 
to the Eojal Society of Edinburgh defining and illustrating the 
application of the word; but as the communication was not given 
in writing, only the title of the paper, "Thermodynamic Motivity,” 
▼as published. In consequence of Professor Tait’s letter to me, 
publish^ in the jH^sent Number of the Philosophical Magazine, 
I now offer, for publication in the Prooeedimgs of the Roycd Society 

* [i«f. cfi. |>. sif.] 

t Ttefs TMr^ymmi€s^ first efiitaon ( 18 ^), § 178 : (jtioted also in Professar 
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of Edinburgh and in the Philosophical Magazine, the following 
short abstract of the substance of that communication. 

In my paper ‘^On the Restoration of Energy from an Un¬ 
equally Heated Space/’ published in the Philosophical Magazine 
in January 1853*, I gave the following expression for the amount 
of '' mechanical energy ” derivable from a body, B, given with its 
different parts at different temperatures, by the equalization of 
the temperature throughout to one common temperaturef T, by 
means of perfect thermodynamic engines, 

W = jJJJ'dxdyde f^cdt(l - .(1), 

where t denotes the temperature of any point x, y, z of the body, 
c the thermal capacity of the body’s substance at that point and 
that temperature, J Joule’s equivalent, and g. Carnot’s function of 
the temperature t. 

Further on in the same paper a simplification is introduced 
thus:— 

“ Let the temperature of the body be measured according to 
an absolute scale, founded on the values of Carnot’s function, and 
expressed by the following equation. 



* [Log. ciU pp. 554—558.] 

t In the present article I suppose this temperature to be the given temperature 
of the medium in which B is placed; and thermodynamic engines to work with 
their recipient and rejectant organs respectively in connexion with some part of B 
at temperature t, and the endless surrounding matter at temperature T. In the 
original paper this supposition is introduced suhordinately at the conclusion. The 
chief purpose of the paper was the solution of a more difficult problem, that of 
finding the value of T —a kind of average temperature of B to fulfil the condition 
that the quantities of heat rejected and taken in by organs of the thermodynamic 
engines at temperature T are equal. The burden of the problem was the evaluation 
of this thermodynamic average; and I failed to remark that when the value which 
the solution gave for T is substituted in the formula of the text it reduces to 

J J j’J dxdy dz J* c dt, which was not instantly obvious from the analytical form 

of my solution, but which we immediately see must be the case by thinking of the 
physical meaning of the result; for the sum of the excesses of the heats taken in 
above those rejected by all the engines must, by the first law of thermodynamics, 
be equal to the work gained by the supposed process. This important simplification 
was first given by Professor Tait in his TJieimodynamics (first and second editions). 
It does not, however, afiect the subordinate problem of the original paper, which is 
the main problem of this one. 
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where a is a constant which may have any value, but ought to 
have for its value the reciprocal of the expansibility of air, in 
order that the system of measuring temperature here adopted 
may agree approximately with that of the air-thermometer. 

Then we have 

-j/o. m” 


It was only to obtain agreement with the zero of the ordinary 
Centigrade scale of the air-thermometer that the a was needed; 
and in the joint paper by Joule and myself, published in the 
Tramactiom of the Royal Society (London) for June 1854, we 
agreed to drop it, and to define temperature simply as the reciprocal 
of Carnot's function, with a constant coefficient proper to the unit 
or degree of temperature adopted. Thus definitively, in equation 
(6) of § 5 of that paper, we took and have used this 

expression ever since as the expression for temperature on the 
arbitrarily assumed thermodynamic scale. With it we have 

^ /o\ . 


and by substitution (1) becomes 


" = / jjjcbsdydz j 


•t / y 

T \ C 


Suppose now jB to be surrounded by other matter all at a common 
temi^rature T, The work obtainable from the given distribution 
of temperature in B by means of perfect thermodynamic engines 
is expressed by the formula (4). If, then, there be no circum¬ 
stances connected with the gravity, or elasticity, or capillary 
attraction, or electricity, or magnetism of B in virtue of which 
work can be obtained, that expressed by (4) is what I propose to 
call the whole Motivity of B in its actual circumstances. If, on 
the other hand, work is obtainable frogm B in virtue of some of 
these other caui^, and if Y denote its whole amount, then 


= W, 


m what I call the whole Motivity of J? in ite actual circumstances 
att»rding to this more comprehensive suppositiom 
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We may imagine the whole Motivity of B developed in an 
infinite variety of ways. The one which is obvious from the 
formula (5) is first to keep every part of B unmoved, and to take 
all the work producible by perfect thermodynamic engines equali¬ 
zing its temperature to T\ and then keeping it rigorously at this 
temperature, to take all the work that can be got from it elastically, 
cohesively, electrically, magnetically, and gravitationally, by letting 
it come to rest unstressed, diselectrified, demagnetized, and in the 
lowest position to which it can descend. But instead of proceeding 
in this one definite way, any order of procedure whatever leading 
to the same final condition may he followed; and, provided nothing 
is done which cannot he undone (that is to say, in the technical 
language of thermodynamics, provided all the operations be 
reversible), the same whole quantity of work will be obtained in 
passing fi:om the same initial condition to the same final condition, 
whatever may have been the order of procedure. Hence the 
Motivity is a function of the temperature, volume, figure, and 
proper independent variables for expressing the cohesive, the 
electric, and the magnetic condition of J5, with the gravitational 
potential of B simply added (which, when the force of gravity is 
sensibly constant and in parallel lines, will be simply the product 
of the gravity of B into the height of its centre of gravity above 
its lowest position). So also is the Energy of a body B (as I first 
pointed out, for the case of jB a fluid, in Part V. of my ‘‘ Dynamical 
Theory of Heat,” in the Transactions of the Royal Society of 
Edinburgh for December 15, 1851, entitled, '' On the Quantities 
of Mechanical Energy contained in a Fluid in Different States as 
to Temperature and Density ”). Consideration of the Energy and 
the Motivity, as two functions of all the independent variables 
specifying the condition of B completely in respect to temperature, 
elasticity, capillary attraction, electricity, and magnetism, leads in 
the simplest and most direct way to demonstrations of the theorems 
regarding the thermodynamic properties of matter which I gave 
in Part III. of the “ Dynamical Theory of Heat ” (March 1851); in 
Part VI. of'' Dynamical Theory, Thermoelectric Currents ” (May 1, 
1854); in a paper in the Proceedings for 1858 of the Royal Society 
of London, entitled, “ On the Thermal Effect of Drawing out a 
Film of Liquid ”; and in a communication to the Royal Society of 
Edinburgh {Proc, R, S. E. 1869—70), ‘'On the Equilibrium of 
Vapour at the Curved Surface of a Liquid ”; and in my article “ On 
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the Thermoelastic and Thermomagnetic Properties of Matter/’ in 
the first number of the Quarterly Journal of Mathematics (April 
1855); and in short articles in Nicholas Cyclopcedia, under the 
titles “ Thermomagnetism, Thermoelectricity, and Pyroelectricity,” 
put together and republished with additions in the Philosophical 
Magazine for January 1878, under the title ‘‘On the Thermo¬ 
elastic, Thermomagnetic, and Pyroelectric Properties of Matter.” 

It would be beyond the scope of the present article to enter 
in detail into these applications, which were merely indicated in 
my communication to the Eoyal Society of Edinburgh of three 
years ago, as a very short and simple analytical method of setting 
forth the whole non-molecular theory of Thermodynamics. 
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86. The Kinetic Theory of the Dissipation of Energy. 

[From Edinh. Roy. Soc. Proc. VoL viii. 1875, pp. 325—334 [read Feb. 16, 
1874]; Nature^ Vol. ix. April 9, 1874, pp. 441—444 ; Phil. Mag. Vol. 
xxxiii. March 1892, pp. 291—299.] 

In abstract dynamics the instantaneous reversal of the motion 
of every moving particle of a system causes the system to move 
backwards, each particle of it along its old path, and at the same 
speed as before, when again in the same position. That is to say, 
in mathematical language, any solution remains a solution when 
t is changed into — In physical dynamics this simple and 
perfect reversibility fails, on account of forces depending on 
friction of solids; imperfect fluidity of fluids; imperfect elasticity 
of solids; inequalities of temperature, and consequent conduction 
of heat produced by stresses in solids and fluids; imperfect 
magnetic retentiveness; residual electric polarization of dielectrics; 
generation of heat by electric currents induced by motion; diffusion 
of fluids, solution of solids in fluids, and other chemical changes; 
and absorption of radiant heat and light. Consideration of these 
agencies in connexion with the all-pervading law of the conserva¬ 
tion of energy proved for them by Joule, led me twenty-three 
years ago to the theory of the dissipation of energy, which I 
communicated first to the Eoyal Society of Edinburgh in 1852, 
in a paper entitled “ On a Universal Tendency in Nature to the 
Dissipation of Mechanical Energy.” 

The essence of Joule's discovery is the subjection of physical 
phenomena to dynamical law. If, then, the motion of every 
particle of matter in the universe were precisely reversed at any 
instant, the course of nature would be simply reversed for ever 
after. The bursting bubble of foam at the foot of a waterfall 
would reunite and descend into the water; the thermal motions 
would reconcentrate their energy, and throw the mass up the fall 
in drops re-forming into a close column of ascending water. Heat 




12 


THEEMODYNAMICS 


[86 


which had been generated by the friction of solids and dissipated 
by conduction, and radiation with absorption, would come again 
to the place of contact, and throw the moving body back against 
the force to which it had previously yielded. Boulders would 
recover from the mud the materials required to rebuild them into 
their previous jagged forms, and would become reunited to the 
mountain peak from which they had formerly broken away. And 
if also the materialistic hypothesis of life were true, living creatures 
would grow backwards, with conscious knowledge of the future, 
but no memory of the past, and would become again unborn. 
But the real phenomena of life infinitely transcend human science; 
and speculation regarding consequences of their imagined reversal 
is utterly unprofitable. Far otherwise, however, is it in respect 
to the reversal of the motions of matter uninfluenced by life, a 
very elementary consideration of which leads to the full expla¬ 
nation of the theory of dissipation of energy. 

To take one of the simplest cases of the dissipation of energy, 
the conduction of heat through a solid—consider a bar of metal 
wanner at one end than the other, and left to itself. To avoid 
all needless complication of taking loss or gain of heat into 
account, imagine the bar to be varnished with a substance im¬ 
permeable to heat. For the sake of definiteness, imagine the 
bar to be first given with one-half of it at one uniform temperature, 
and the other half of it at another uniform temperature. Instantly 
a diffusion of heat commences, and the distribution of temperature 
becomes continuously less and less unequal, tending to perfect 
uniformity, hut never in any finite time attaining perfectly to 
this ultimate condition. This process of diffusion could be per¬ 
fectly prevented by an army of Maxwell’s intelligent demons^,” 
stationed at the surface, or interface as we may call it with 
Professor James Thomson, separating the hot from the cold part 
of the bar. To see precisely how this is to be done, consider 
rather a gas than a solid, because we have much knowledge 
regarding the molecular motions of a gas, and little or no know- 
Mge of the molecular motions of a solid. Take a jar with the 
lower half occupied by cold air or gas, and the upper half occupied 

* TUe ddlnition of a deznoxi, according to the use of this word by Maxwell, is an 

being endowed with fr^will and fine enough tactile and perceptive 
oi’gwnmtk)n to give him the faculty of observing and influencing individual 

of matter. 
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with air or gas of the same kind, but at a higher temperature; 
and let the mouth of the jar be closed by an air-tight lid. If the 
containing vessel were perfectly impermeable to heat, the diffusion 
of heat would follow the same law in the gas as in the solid, 
though in the gas the diffusion of heat takes place chiefly by the 
diffusion of molecules, each taking its energy with it, and only to 
a small proportion of its whole amount by the interchange of 
energy between molecule and molecule; whereas in the solid there 
is little or no diffusion of substance, and the diffusion of heat 
takes place entirely, or almost entirely, through the communication 
of energy from one molecule to another. Fourier’s exquisite 
mathematical analysis expresses perfectly the statistics of the 
process of diffusion in each case, whether it be “conduction of 
heat,” as Fourier and his followers have called it, or the diffusion 
of substance in fluid masses (gaseous or liquid), which Fick 
showed to be subject to Fourier’s formulas. Now, suppose the 
weapon of the ideal army to be a club, or, as it were, a molecular 
cricket bat; and suppose, for convenience, the mass of each 
demon with his weapon to be several times greater than that 
of a molecule. Every time he strikes a molecule he is to send it 
away with the same energy as it had immediately before. Each 
demon is to keep as nearly as possible to a certain station, making 
only such excursions from it as the execution of his orders requires. 
He is to experience no forces except such as result from collisions 
with molecules, and mutual forces between parts of his own mass, 
including his weapon. Thus his voluntary movements cannot 
influence the position of his centre of gravity, otherwise than by 
producing collision with molecules. 

The whole interface between hot and cold is to be divided 
into small areas, each allotted to a single demon. The duty of 
each demon is to guard his allotment, turning molecules back, or 
allowing them to pass through from either side, according to 
certain definite orders. First, let the orders be to allow no 
molecules to pass from either side. The effect will be the same 
as if the interface were stopped by a barrier impermeable to 
matter and to heat. The pressure of the gas being by hypothesis 
equal in the hot and cold parts, the resultant momentum taken 
by each demon from any considerable number of molecules will 
be zero; and therefore he may so time his strokes that he shall 
never move to any considerable distance from his station. Now, 
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instead of stopping and turning all the molecules from crossing 
his allotted area, let each demon permit a hundred molecules 
chosen arbitrarily to cross it from the hot side; and the same 
number of molecules, chosen so as to have the same entire amount 
of energy and the same resultant momentum, to cross the other 
way from the cold side. Let this be done over and over again 
within certain small equal consecutive intervals of time, with care 
that if the specified balance of energy and momentum is not 
exactly fulfilled in respect to each successive hundred molecules 
crossing each way, the error will be carried forward, and as nearly 
as may be corrected, in respect to the next hundred. Thus, a 
certain perfectly regular diffusion of the gas both ways across the 
interface goes on, while the original different temperatures on the 
two sides of the interface are maintained without change. 

Suppose, now, that in the original condition the temperature 
and pressure of the gas are each equal throughout the vessel, and 
let it be required to disequalize the temperature, but to leave the 
pressure the same in any two portions A and B of the whole 
space. Station the army on the interface as previously described. 
Let the orders now be that each demon is to stop all molecules 
from crossing his area in either direction except 100 coming from 
A, arbitrarily chosen to be let pass into 5, and a greater number, 
having among them less energy but equal momentum, to cross 
from B to A. Let this be repeated over and over again. The 
temperature in A will be continually diminished and the number 
of molecules in it continually increased, until there are not in B 
enough of molecules with small enough velocities to fulfil the 
condition with reference to permission to pass from B to A. If 
after that no molecule be allowed to pass the interface in either 
direction, the final condition will be very great condensation and 
very low temperature in A ; rarefaction and very high temperature 
in B ] and equal pressures in A and B. The process of dis- 
equalization of temperature and density might be stopped at any 
time by changing the orders to those previously specified, and so 
permitting a certain degree of diffusion each way across the 
interface while maintaining a certain uniform difference of 
temperatures with equality of pressure on the two sides. 



If no selective influence, such as that of the id^al '"demon, 
guides individual molecules, the average result of their free motions 
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and collisions must be to equalize the distribution of energy 
among them in the gross; and after a sufficiently long time, 
from the supposed initial arrangement, the difference of energy 
in any two equal volumes, each containing a very great number 
of molecules, must bear a very small proportion -to the whole 
amount in either; or, more strictly speaking, the probability of 
the difference of energy exceeding any. stated finite proportion of 
the whole energy in either is very small. Suppose now the 
temperature to have become thus very approximately equalized 
at a certain time from the beginning, and let the motion of every 
particle become instantaneously reversed. Each molecule will 
retrace its former path, and at the end of a second interval of 
time, equal to the former, every molecule will be in the same 
position, and moving with the same velocity, as at the beginning; 
so that the given initial unequal distribution of temperature will 
again be found, with only the difference that each particle is 
moving in the direction reverse to that of its initial motion. This 
difference will not prevent an instantaneous subsequent commence¬ 
ment of equalization, which, with entirely different paths for the 
individual molecules, will go on in the average according to the 
same law as that which took place immediately after the system 
was first left to itself. 

By merely looking on crowds of molecules, and reckoning their 
energy in the gross, we could not discover that in the very special 
case we have just considered the progress was towards a succession 
of states, in which the distribution of energy deviates more and 
more from uniformity up to a certain time. The number of 
molecules being finite, it is clear that small finite deviations from 
absolute precision in the reversal we have supposed would not 
obviate the resulting disequalization of the distribution of energy. 
But the greater the number of molecules, the shorter will be the 
time during which the disequalizing will continue; and it is only 
when we regard the number of molecules as practically infinite 
that we can regard spontaneous disequalization as practically im¬ 
possible. And, in point of fact, if any finite number of perfectly 
elastic molecules, however great, be given in motion in the interior 
of a perfectly rigid vessel, and be left for a suflficiently long time 
undisturbed except by mutual impact and collisions against the 
sides of the containing vessel, it must happen over and over again 
that (for example) something more than ^ths of the whole energy 
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shall be in one-half of the vessel, and less than ^th of the whole 
energy in the other half. But if the number of molecules be 
very great, this will happen enormously less frequently than that 
something more than ^ths shall be in one-half, and something 
less than j^ths in the other. Taking as unit of time the average 
interval of free motion between consecutive collisions, it is easily 
seen that the probability of there being something more than 
any stated percentage of excess above the half of the energy in 
one-half of the vessel during the unit of time from a stated 
instant, is smaller the greater the dimensions of the vessel and 
the greater the stated percentage. It is a strange but neverthe¬ 
less a true conception of the old well-known law of the conduction 
of heat, to say that it is very improbable that in the course of 
1000 years one-half of the bar of iron shall of itself become 
warmer by a degree than the other half; and that the probability 
of this happening before 1,000,000 years pass is 1000 times as 
great as that it will happen in the course of 1000 years, and that 
it certainly will happen in the course of some very long time. 
But let it be remembered that we have supposed the bar to be 
covered with an impermeable varnish. Do away with this im¬ 
possible ideal, and believe the number of molecules in the universe 
to be infinite; then we may say one-half of the bar will never 
become warmer than the other, except by the agency of external 
sources of heat or cold. This one instance suffices to explain the 
philosophy of the foundation on which the theory of the dissipation 
of energy rests. 

Take, however, another case, in which the probability may be 
readily calculated. Let an hermetically sealed glass jar of air con¬ 
tain 2,000,000,000,000 molecules of oxygen, and 8,000,000,000,000 
molecules of nitrogen. If examined any time in the infinitely 
distant future, what is the number of chances against one that all 
the molecules of oxygen and none of nitrogen shall be found in 
one stated part of the vessel equal in volume to ^th of the whole ? 
The number expressing the answer in the Arabic notation has 
about 2,173,220,000,000 of places of whole numbers. On the 
other hand, the chance against there being exactly -^^ths of the 
whole number of particles of nitrogen, and at the same time 
exactly -^^ths of the whole number of particles of oxygen in the 
first specified part of the vessel, is only 4021 x 10® to 1. 
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Appendix. 

Calculation of probability respecting Liffmion of Oases. 

For simplicity, I suppose the sphere of action of each molecule 
to be infinitely small in comparison with its average distance 
from its nearest neighbour; thus, the sum of the volumes of the 
spheres of action of all the molecules will be infinitely small in 
proportion to the whole volume of the containing vessel For 
brevity, space external to the sphere of action of every molecule 
will be called free space: and a molecule will be said to be in 
free space at any time when its sphere of action is wholly in free 
space; that is to say, when its sphere of action does not overlap 
the sphere of action of any other molecule. Let A, B denote any 
two particular portions of the whole containing vessel, and let 
a, b be the volumes of those portions. The chance that at any 
instant one individual molecule of whichever gas shall be in A is 
<x/(a+ 6), however many or few other molecules there may be in 
A at the same time; because its chances of being in any specified 
portions of free space are proportional to their volumes; and, 
according to our supposition, even if all the other molecules were 
in Aj the volume of free space in it would not be sensibly 
diminished by their presence. The chance that of n molecules 
in the whole space there shall be i stated individuals in J., and 
that the other rt-i molecules shall be at the same time in jB, is 

/ a y / b a^b^^ 

\a + b) \a-¥b) ' (a+6)’^’ 

Hence, the probability of the number of molecules in A being 
exactly % and in B exactly n - irrespectively of individuals, 
is a fraction having for denominator (a •+ b)% and for numerator 
the term involving in the expansion of this binomial; that 
is to say, it is 

—1)... (ti —i + 1)/ a YY b 
1.2 . i \a + 6/ \a + 6/ 

If we call this Ti, we have 

m _?LZ1? 2 

i4-l6 


K. V. 
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Hence Ti is the greatest term, if i is the smallest integer which 
makes 

n — { b ^ 

this is to say, if i is the smallest integer which exceeds 

a b 

n -j-7 . 

a+b a+b 

Hence if a and b are commensurable, the greatest term is that 
for which 






To apply these results to the cases considered in the preceding 
article, put in the first place 

71=2x10^ 

this being the number of particles of oxygen; and let i = n. 
Thus, for the probability that all the particles of oxygen shall 
be in jd, we find 

/ a \2 xioi2 

U + 6/ ' 

Similarly, for the probability that all the particles of nitrogen are 
in the space we find 

/ b 

U + W ‘ 

Hence the probability that all the oxygen is in A and all the 
nitrogen in £ is 

^2X10« / J N 8X1012 


(A) x(- 

\a + bj \a 


+ b} 


Now ty hypothesis 


and therefore. 


a 


a + b~10' 
h 8 


. a + b 1©’ 
hence the required probability is 

226 X 10 “ 

■ ‘ ■ ■ 
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Call this IjN, and let log denote common logarithm. We have 
log W = 10^^ — 26 X 10^** X log 2 = (10 — 26 log 2) 

X 10^2^ 2173220 X 10^\ 

This is equivalent to the result stated in the text above. The 
logarithm of so great a number, unless given to more than thirteen 
significant places, cannot indicate more than the number of places 
of whole numbers in the answer to the proposed question, expressed 
according to the Arabic notation. 

The calculation of when ^ and n —i are very large numbers, 
is practicable by Stirling's theorem, according to which we have 
approximately 

1.2 ... ^ = 

and therefore 

n(u-l)...(n-i + 1) ^ 

1-2 . ^ 

Hence for the case 

a 


which, according to the preceding formulae, gives 1\ its greatest 
value, we have 

1 


where 


a j X 
—, and /= -T. 

\ + h a-\-h 


Thus, for example,[let n = 2 x 10^^; 

^=• 2 , 


we have 


‘ 800000 Vtt 1418000* 


This expresses the chance of there being 4 x 10^^ molecules of 
oxygen in A, and 16 x 10^^ in B. Just half this fraction expresses 
the probability that the molecules of nitrogen are distributed in 
exactly the same proportion between A and B, because the 
number of molecules of nitrogen is four times greater than of 
oxygen. 


2—2 
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If n denote the number of the molecules of one gas, and n' that 
of the molecules of another, the probability that each shall be dis¬ 
tributed between A and JB in the exact proportion of the volume is 

1 

^7ref Jnn' 

The value for the supposed case of oxygen and nitrogen is 

1 1 
27r X -16 X 4 X 10^2 - 4021 x 10« ’ 

which is the result stated at the conclusion of the text above. 
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87. The Sorting Demon of Maxwell. 


[Abstract of Royal Institution Lecture, Feb. 28, 1879, Roy. Institution Proc. 

Vol. IX. p. 113. Reprinted in Popular Lectures and Addresses^ Yol. I. 

pp. 137—141.] 

The word “demon/' which originally in Greek meant a super¬ 
natural being, has never been properly used to signify a real or 
ideal personification of malignity. 

Clerk Maxwell’s “demon” is a creature of imagination having 
certain perfectly well defined powers of action, purely mechanical 
in their character, invented to help us to understand the “Dissi¬ 
pation of Energy" in nature. 

He is a being with no preternatural qualities, and differs from 
real living animals only in extreme smallness and agility. He 
can at pleasure stop, or strike, or push, or pull any single atom 
of matter, and so moderate its natural course of motion. Endowed 
ideally with arms and hands and fingers—two hands and ten 
fingers suffice—he can do as much for atoms as a pianoforte 
player can do for the keys of the piano—just a little more, he can 
push or pull each atom m any direction. 

He cannot create or annul energy; but just as a living animal 
does, he can store up limited quantities of energy, and reproduce 
them at will. By operating selectively on individual atoms he 
can reverse the natural dissipation of energy, can cause one-half 
of a closed jar of air, or of a bar of iron, to become glowingly hot 
and the other ice cold; can direct the energy of the moving 
molecules of a basin of water to throw the water up to a height 
and leave it there proportionately cooled (1 deg. Fahrenheit for 
772 ft. of ascent); can “sort” the molecules in a solution of salt 
or in a mixture of two gases, so as to reverse the natural process 
of diffusion, and produce concentration of the solution in one 
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portion of the water, leaving pure water in the remainder of the 
space occupied; or, in the other case, separate the gases into 
different parts of the containing vessel.^ 

‘'Dissipation of Energy” follows in nature from the fortuitous 
concourse of atoms. The lost motivity is essentially not restorable 
otherwise than by an agency dealing with individual atoms; and 
the mode of dealing with the atoms to restore motivity is essentially 
a process of assortment, sending this way all of one kind or class, 
that way all of another kind or class. 

The classification, according to which the ideal demon is to 
sort them, may be according to the essential character of the 
atom; for instance, all atoms of hydrogen to be let go to the left, 
or stopped from crossing to the right, across an ideal boundary; 
or it may be according to the velocity each atom chances to have 
when it approaches the boundary: if greater than a certain stated 
amount, it is to go to the right; if less, to the left. This latter 
rule of assortment, carried into execution by the demon, dis- 
equalises temperature, and undoes the natural diffusion of heat; 
the former undoes the natural diffusion of matter. 

By a combination of the two processes, the demon can de¬ 
compose water or carbonic acid, first raising a portion of the 
compound to dissociational temperature (that is, temperature so 
high that collisions shatter the compound molecules to atoms) 
and then sending the oxygen atoms this way, and the hydrogen 
or carbon atoms that way; or he may effect decomposition against 
chemical affinity otherwise, thus:—Let him take in a small store 
of energy by resisting the mutual approach of two compound 
molecules, letting them press as it were on his two hands, and 
store up energy as in a bent spring, then let him apply the two 
hands between the oxygen and the double hydrogen constituents 
of a compound molecule of vapour of water, and tear them asunder. 
He may repeat this process until a considerable proportion of the 
whole number of compound molecules in a given quantity of 
vapour of water, given in a fixed closed vessel, are separated into 
oxygen and hydrogen at the expense of energy taken from trans¬ 
lational motions. The motivity (or energy for motive power) in 
the explosive mixture of oxygen and hydrogen of the one case, 
and the separated mutual combustibles, carbon and oxygen, of 
the other case, thus obtained, is a transformation of the energy 




1879 ] 


THE SORTING DEMON OF MAXWELL 


23 


found in the substance in the form of kinetic energy of the thermal 
motions of the compound molecules. Essentially different is the 
decomposition of carbonic acid and water in the natural growth 
of plants, the resulting motivity of which is taken from the 
undulations of light or radiant heat, emanating from the intensely 
hot matter of the sun. 

The conception of the sorting demon ” is purely mechanical, 
and is of great value in purely physical science. It was not 
invented to help us to deal with questions regarding the influence 
of life and of mind on the motions of matter, questions essentially 
beyond the range of mere dynamics. 

The discourse was illustrated by a series of experiments. 
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88. On Thermodynamics founded on Motivity and Energy. 
[From Proc, Royal Soc, Edinburgh^ March 21, 1898, Vol. xxii. pp. 126—130.] 

1. In a verbal communication to the Koyal Society of 
Edinburgh in 1876, under the title ‘'Thermodynamic Motivity” 
I suggested the name motivity to express energy, whether thermal 
or of any other kind, available to generate velocity in molar 
matter, or to move molar matter against resisting force. By 
molar matter I mean matter as we know it, consisting, as we 
believe, of vast numbers of atoms or molecules. Only the title 
of this communication was published in the Proceedings of the 
Royal Society: a short report of it was published in the Philo¬ 
sophical Magazine for May 1879*, in which it was pointed out that 
a “ very short and simple analytical method of setting forth the 
whole non-molecular theory of thermodynamics ” might be founded 
on the consideration of Motivity and Energy as two functions of all 
the independent variables specifying a body, or a system of bodies, 
or some definite apparatus under consideration:—apparatus, as 
I shall call it for brevity, to include every case, even such as a 
single crystal. The object of the present communication is to 
carry out this proposal. 

2. I^et the apparatus be given all at one temperature t. 
Denote by g^, etc., the other variables by which its condition 
is specified. These will in many cases be geometrical, specifying 
elements or co-ordinates, such as strain-components, expressing 
change of bulk or shape of a piece of crystal or other elastic solid 
under stress; or positions of pistons in a pneumatic apparatus; or 
area, or curvature, of a free liquid surface in an application to 
theory of capillary attraction; or positions of electrified bodies, or 
electrostatic capacities, in an electrostatic system. Or, considered 
as generalised co-ordinates, the independent variables may be 
physical qualities, such as proportion of vapour to liquid in an 
enclosure, with or without a piston; or quantities of electricity on 

* [Supra, p. 6. The motivity (energy available at constant temperature) is 
identical with the free energy of Helmholtz, and the thermodynamic potential 
of Willard Gibbs.] 
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particular insulated pieces of metal in an electrical system; or 
proportion of salt to solvent in an osmotic application. 

3. Let mrrit, ^ 2 , gz^ •••) and e (t, gi, g^, g.,, ...) denote the 
motivity and the energy of the system, the latter being absolute, 
the former being relative to a temperature T, the lowest available 
for carrying off heat. These expressions written in full denote 
that m/p and e are functions of the independent variables t, gi, g 2 , 
etc.; but generally, except when it is convenient to be reminded 
that they are such functions, we shall for brevity denote their 
values simply by m and e, 

4. First suppose the temperature of the apparatus kept con¬ 
stant at T, and let the other independent variables be augmented 
from g, -\dg^, g^-\dg._, etc., to g-, + \dgy,, g., + ^dg^, etc., through 
infinitesimal ranges dgi, dgzj etc. Let 

M, (T) . dg, + M, (T ). dg, + etc.(1) 

denote the quantity of heat (positive or negative) which must be 
taken in from without to keep the temperature constant at T, 
and let 

Pi (T ). dg^ + Pj (T). dg^ + etc.(2) 

denote the mechanical work required to produce the change. 
This work simply contributes its own amount to the motivity of 
the apparatus, because, as in Carnot’s theory, we have an infinite 
river or ocean at temperature T, always ready to give or take 
freely any heat to be taken in by, or rejected from, the apparatus 
to keep it at constant temperature T. Hence 

drriT{T, g^, g^, ...) P^(T) .dg^ + P^{T).dg^ + etc....(3). 

On the other hand, the energy is augmented, not only by the 
mechanical work done on it, but, in addition to this, by the 
dynamical equivalent of the quantity (positive or negative) of heat 
taken in. Hence, if J denote the dynamical equivalent of the 
thermal unit, we have 

d[e{T,gug^, ...) - m.T{T, g^, g^, ...)] 

= JM^ {T ). dg^ + JM^ (T) ■ dg, + etc. .. .(4). 

The second members of (3) and (4) are complete differentials of 
functions gi^g^, etc., on the supposition that T is constant. Hence 
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and 

e.c....(6). 

5. Passing now from the supposition that the temperature is 
kept constant at T and going back to § 3, remark that whatever 
heat is taken in at temperature t imparts motivity to the apparatus 
to an amount equal to the proportion (t—T)lt of its dynamical 
equivalent. Hence, if N denote the thermal capacity of the 
apparatus with gi, etc., each constant; and if Mi, etc., and 
Pi, Pa; etc., denote the coefficients in (1) and (2) for any variable 
temperature t instead of the constant temperature T, we now have, 
instead of (3), 

dm = + (P, + i/j) dg, 

+ (P, + / ^ + etc. . ..(7); 

and for the energy we have simply 

d6 = JNdt -f- (P 1 -+■ Pikfi) dgi -f* (P 2 + 1 /“h etc... .(8). 
From this and (7) we have 
JT 

d (e ~ m) = — {Ifdt 4 - Midgi -f M^dg^ + etc.) . (9). 

u 


6. From the conditions that the second members of (7) and 
(9) are complete differentials of all the independent variables, we 
now find from (9), as formerly from (4), in respect to gi, etc., 

dM^ dMi dM^ dM.^ 

. 

and from these in conjunction with (7), 

2 dP I _ dPi dP^ _ /'ll \ 

dg.-dg,’ dg.-dg^^^ . 

Lastly, in respect to t, g ^; t, g^; etc., we find from (9) and (8) 

dN dM^ dN dM, M, , 

d^rlur-T’ .(' 2 ) 

, ydlf ydMi , dPj ,dN jdM^ dP^ , 

From these, by elimination of N, we find 

= = etc. .(14). 
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These equations (11), (12), (13), and (14) express all the 
knowledge regarding properties of matter which can be derived, 
according to suggestions of Carnot and Clapeyron, from the 
combined Carnot and Joule thermodynamic theory. 

7. For some applications the following condensation of nota¬ 
tion and corresponding modification of formulas will be found 
convenient. Let w denote the mechanical work performed in 
altering the apparatus from anyone configuration ...) 

to any other configuration {t, gi, g^, ...), both at the same tem¬ 
perature t, and let H be the heat absorbed during the process. 
Equations (11) and (10) demonstrate that w and H are inde¬ 
pendent of the particular succession of configurations through 
which the apparatus is brought from the initial to the final 
configuration, provided heat is given to it, or taken from it, by 
external agency, so as to keep it at one unchanged temperature t 
throughout the process. With this notation (11) and (10) are 
equivalent to the following:— 

.(15), 

H^y{r{t,gi,g2,...)-ylr{t,gi',g^', ...) .(16), 

where % and yjr denote two functions of the variables; and we 
have 


II 

n dw . 

. 

. ( 17 ). 

II 

dH ^ 

. 

ag^ 

.( 18 ). 


In terms of this condensed notation we find as an equivalent for 
(14) the following single equation:— 

.W 


and by integration of (8), (9), and (7) with reference to etc. 

e = w + JE + e{t, g/, g^, ...).(20), 

rmjrr 

e-m, = —^+e(t,g,',g^', ...)gi, gi, .(21), 

TO = w + / H+mT{t,gi,gi,...) .(22). 
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And, eliminating H by (19), we have finally e and in in terms of 
w as follows:— 

+ .(23), 

m=w — (t—T) ^ + mr(i, g^, g^, ...).(24). 

8. For the particular case t = T we fall back on the formulas 
of § 4, and we see that there is in that case no distinction between 
motivity and mechanical work done with the apparatus kept con¬ 
stantly at temperature T, 

9. Our present notation, w, H, and e, is exactly that which 
I used forty-three years ago in my paper “ On the Thermo-elastic 
and Thermo-magnetic Properties of Matter,'' published in the first 
number of the Quarterly Journal of Mathematics (April 1856), and 
republished with additions in the Philosophical Magazine for 
January 1878, and in Vol. i. of my Mathematical and Physical 
Papers (Art. XLVili. Part vii.). Equations (6) and (8) of that 
article, found originally without the very convenient aid to thought 
given by the idea of motivity, are now reproduced as equations (19) 
and (23) above. The application to the thermo-elastic properties 
of fluids, of non-crystalline elastic solids, and of crystals, and to 
Thermo-magnetism, and to Pyro-electricity or the Thermo¬ 
electricity of non-conducting crystals, which that article contains, 
and my paper* on'' Thermodynamics of Volta-Contact Electricity," 
read before the Royal Society of Edinburgh at its recent meeting 
of February 21, may be referred to as sufficiently illustrating the 
system of generalised co-ordinates and thermodynamic formulas of 
the present communication. 

* [The paper next following here.] 
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89. On the Thebmodynamics of Volta-contact 
Electbicity. 


[From Proc. Royal Soc, Edinburgh^ Vol. xxir. Feb. 21, 1898, pp. 118—125.] 


1. Let X and Y be two metals, of which X is electrically 
positive to Y in the Volta-contact series for dry metals, and make 
an incomplete circuit of them as indicated in the diagram, with X 
and F metallically connected at an interface /, and free surfaces 
II, KCG exposed, with ether or air, or any gas or insulating fluid, 
between them. Let GC be a movable slab of the F-metal, resting 
frictionlessly on a fixed surface KK of the same metal. If left to 
itself the movable slab would, in virtue of electric attraction, as we 
shall see, oscillate on the two sides of the middle position in which 
the whole of its upper surface is opposite to II, We shall suppose 
it held by applied force F in any position, or moved, or allowed to 
move, from any one position to any other, at our pleasure. 


2. Suppose now our apparatus to be given with no excess of 
either electricity above the other, and to be insulated in air or 
ether at a distance from all other bodies great in comparison with 
its own dimensions, and with no electrified body near enough to it 
to produce sensible electrification through influence. Every part 
of the Z-surface will be found positively and every part of the 
F-surface negatively electrified, provided each surface is of perfectly 
uniform Volta-quality throughout its extent; but the electric 
surface-densities of the opposite electrifications will be everywhere 
exceedingly small, except in and near the portions of II and CO 
closely opposed to one another. Hence, if the slab is drawn out¬ 
wards, an electric current will flow from II through the Z-metal, 
and will cross the junction J from Z to F and flow through F to 
compensate negative electricity on the portions of CC passing from 
close opposition to II, Our thermodjmamic operations, of which 
we will arrange a Carnot cycle, are drawing in and put the slab 
CO, sometimes with the whole metal coated with safx ideal varnish 
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impermeable to heat, and sometimes with the whole surface kept 
at one temperature by giving heat to it, or taking heat from it, 
where required for the fulfilment of this condition. 

3. Suppose the relative thermo-electric quality of the two 
metals is such that, when a complete metallic circuit is made of 



them, and the two junctions are kept at different temperatures, 
the thermo-electric current is (according to the old French rule for 
bismuth and antimony) “ against the alphabet through hot —that 
is, from F to Z through the hot junction and from Z to F through 
the cold junction. It is in this direction for some pairs Z and F 
(as, for example, Z zinc, F gold), of which Z is Volta-positive to 
F, and is in the opposite direction for others; but, by allowing 
negative values to some of the quantities, this latter case is 
included in our supposition whjch we make as a preliminary to 
avoid circumlocutions. 

4. Consider now the Peltier thermal effect of the current 
produced as in § 2 by drawing the movable slab of F-metal out¬ 
wards. The current crosses the junction J in the same direction 
as the natural thermo-electric current in a closed circuit with J 
the cold junction: and the thermal effect is therefore production 
of heat at J ; according to a thermodynamic hypothesis which I 
adopted as fulfilled so far as the sign of the Peltier effect was 
concerned, in Peltier s splendid original discovery for bismuth and 
antimony, and verified* by myself experimentally for copper and 
iron below 280° 0, {Trans. Roy. Soc. JEdin,, May 1854, “ Dynamical 
Theory of Heat,” part vi. ^ 105, 106; Proc. Roy, Soc, Lond, 

* Verified by Le Roux and Jahn for several other pairs of metals for which they 
also measured the value of the Peltier effect. Their results verify the thermo- 
djMjglll^i^^thesis absolutely in'respect to the sign, and tend to confirm it in 
of ti^e Peltier effect. Le Roux (1867), de Chim. et 
de Fkys,{^^ 201; Jahn (1888), Wied, Ann, Vol. xxxiv. p. 767. 
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May 1854, “ Experimental Eesearches in Thermo-electricity,” § ii. 
Both republished in Arts. XLViii. and }J., Vol. L, Mathematical 
and Physical Papers, See pp. 239—241 and 464—465). 

But we must now consider, also, a quasi-Peltier effect produced 
by electricity crossing the border between air or ether at the 
surface of either metal, and the homogeneous metal inside. We 
have absolutely no thermodynamic or molecular-hypothetic guide 
to even guess the sign or magnitude of this effect at the surface of 
either metal. It is. conceivable that it may have opposite signs 
for different metals, or that it is essentially of the same sign in all; 
but it seems to me exceedingly improbable that it is non-existent, 
when I consider Pellat’s and Murray s discoveries of change of 
Volta-surface-potential produced by scratching and by burnishing, 
without any change of chemical constitution of the surface layer 
^of a metal. 

5. Let Q denote the total quantity of heat produced by the 
Peltier effect at J and the quasi-Peltier effect at the surfaces II 
and GO, per unit quantity of electricity flowing from II through J 
to 00, in virtue of motion of CG outwards. The part of Q which 
is produced at J is, as we have seen, positive when X and F are 
in the thermo-electric order stated in § 3; but the total amount 
of Q may be either positive or negative. 

6. Our Carnot cycle will consist of the following four opera¬ 
tions :— 

I. (“ Adiabatic ”—according to Rankine’s nomenclature.) The 

whole apparatus being ideally coated with varnish im¬ 
permeable to heat, draw out CG so slowly that the 
temperature of the whole apparatus remains uniform 
throughout, while rising from t to on absolute thermo¬ 
dynamic scale. 

II. (Isothermal.) The whole apparatus being kept by proper 

surface appliances at constant temperature €, let CG 
move inwards very slowly, until a certain quantity of 
heat, J?', has been taken into the apparatus from 
without. • 

III: (Adiabatic.) Let the stab move further inwards very 
slowly till the temperature of the whole apparatus, 
ideally coated with impermeable varnish, sinks to t 
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IV. (Isothermal.) The whole apparatus being kept by proper 
surface appliances at constant temperature f, draw the 
slab outwards to its primitive position. Let H be the 
quantity of heat which must be removed to prevent 
lowering of temperature, 

7, Eemark that if Q of § 5 is positive, H' and H are both 
positive and H' >H; but if Q is negative, H' and H are both 
negative and — jff > — H', In either case we have essentially by 
my definition of absolute temperature {Math» and Fhys, Fapers^ 
Vol, III. Art. xcii, part ii. §§ 34, 35) 

in the former case t' > tj in the latter f < t 

By working out analytically all the details of this cycle of 
operations, and taking into account Joule’s law of equivalence 
between heat and work, we arrive at the result 

JQ^dV/d(logt) 

given as our final result in equation (7) below. 

But we arrive at it more easily, and in some respects more 
conveniently, by founding on the doctrine of motivity, as 
follows:— 

8. Let V be the Volta-difiference of potential in air or ether 
between the opposed X and Y metallic surfaces. 

Let be the electrostatic capacities of the variable con¬ 
denser GO, II, for two positions of the movable slab CG, which for 
brevity we call position ^ and position 

The work required to pull out the slab fi:om position | to 
position I' will be 

The quantity of electricity passing from II across J to KK during 
this operation will be 

and therefore the quantity of heat which would have to be 
removed from the junction J and the surfaces II, GC, to prevent 
rise of temperature (§ 5 above), is 

Qm-n or 
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Hence if t) denote the energy of the apparatus in the con¬ 
dition (^, t), we have 

= .( 1 ). 

Considering now change of temperature with | constant, we have 

= 0 .(2), 

where N t) denotes the thermal capacity of the apparatus with 
^ constant. When we consider the possible or probable quasi- 
Peltier productions of heat at II and (7(7, and the probability that 
these are different for the two metals, and the Peltier effect at J, 
we must regard N as probably varying with We must therefore 
regard it as a function of ^ and t. 

9. Consider now the motivity* of our apparatus, which we 
shall denote by m (f, t), being, as is the energy, a function of f 
and L 

When the slab CG is drawn out so as to diminish the capacity 
from f to the heat QV{^-- f'), which, to prevent temperature 
from rising, must be given to external matter at temperature t, 
contributes to the recipient an amount of motivity equal to 

where T denotes the lowest temperature of neighbouring matter, 
available for receiving heat. Hence we have 

^!?L(p = _(^F»-t:^J(3F) .(3). 

And if we raise the temperature of the whole apparatus infinitesi¬ 
mally from t-- \dt to t ^dt, we add to its motivity an amount 

Hence — ^ = — JN t) .(4). 

From (1) and (2) with the equation 
d de ^ d de ^ 
dt dt d^’ 

* Ptoc. Roy. Boc. EMn. 1876 ; Phil. Mag. May 1879 ; Math, and Phys. Paperi, 
VoL I. Art. i.; Proc. Roy. Soc. Edin. March 21, 1898 [supra]. 


K. V. 
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and from (3) and (4) with the equation 

d dm __ d dm ^ 
d^ dt dt d^ ’ 


we find 




t-T rdN 


jdN_ {^^dV t-T j djQV) T 


Eliminating -jf between (5) and (6) we find finally 
ctg 

dV .. dV 

dj=i^-- . 


.(5) 

( 6 ). 

in 


10. The quantity of heat absorbed or produced in virtue of 
change of electric density on the surfaces J/, CC must in all 
probability in every case be too small to be detected by direct 
observation. But the difference between the quantities produced 
at the two surfaces of the two different metals, per unit of electric 
quantity added to one surface or taken from the other, which is 
^ — n if n be the Peltier effect at the junction J, can by aid of 
equation (7) be readily and surely determined for any two metals 
for which the Peltier effect is known. In fact, it is easy to 
arrange apparatus for measuring V through a considerable range 
of temperature, say from 0° to 100'’ C., by the now well-known 
compensation method introduced independently by Pellat and 
myself, and thus to measure dVjdt and so find Q by equation (7). 
I am at present commencing experiments for this purpose with 
air, and with carbonic acid gas, between the two opposed metal 
surfaces, so that we may judge what precautions, if any, will be 
necessary to eliminate disturbances due to different condensations 
of gas on the metals at different temperatures. Very interesting 
and important experiments by Pellat and by Erskine Murray have 
shown large temperature effects on the Volta-electric force between 
two plates, whether of the same or of different metal, when one of 
them is heated and the other kept at the ordinary atmospheric 
temperature; but this does not supply what we now want from 
experiment, which is, the variation of the Volta-electric force 
between two metals at one and the same temperature, when this 
temperature is varied. 
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Addition^ of date 2Qth March 1898. 

A number of preliminary experiments, carried on with the 
assistance of Mr W. Craig Henderson, have shown large but 
largely irregular temperature variations of the Volta E.M.F. 
between copper and zinc, with all parts of the Volta circuit at the 
same temperature. The substitution of carbonic acid gas for air, 
and re-introduction of air for carbonic acid, seemed to make but 
little difference on the results. The irregularities seemed to have 
been chiefly due to permanent or sub-permanent changes in the 
copper plate. At all events we found somewhat more nearly 
regular results with zinc and gold. The zinc plate used had never, 
so far as I know, been polished or much disturbed by touching its 
surface since experimented on by Mr Erskine Murray three years 
ago. The “gold"’ was a brass plate gilded for me about 1859. 
It was one of the two “ standard gold'' plates in Erskine Murray’s 
experiments, and, so far as I know, it has never been rubbed or 
polished since 1861. 

We found in a range from 16"" C. to 50'' C. an augmentation of 
Volta-contact difference at rough average rate of about *002 of a 
volt, or *2 X lO^C.G.S. units, per degree Centigrade. This is 800 
times the thermo-electric difference of zinc and gold given as 
250 C.G.S. units per degree Centigrade in Jenkins’ Electricity and 
Magnetism, p. 176, and Everett’s Physical Units, 1886, p. 173. 
And (§ 3 above) gold, zinc are as F, X in respect to orders in the 
Volta series and in the thermo-electric series of metals. Hence, 
according to the secure thermo-dynamic formula (7) above, and 
the old probable thermo-dynamic hypothesis for thermo-electricity 
(§ 4 above), the quasi-Peltier effect at the interfaces gold-air and 
air-zinc in the Volta circuit would be 799 times the Peltier effect 
at the zinc-gold interface, if the preceding figure 800 were exact. 

The sign of the quasi-Peltier effect for gold-zinc is such that on 
the whole heat is produced by vitreous electricity travelling from 
gold to gold-air frontier, and an equal quantity of vitreous elec¬ 
tricity from air-zinc frontier to zinc; and, on the whole, cold is 
produced by equal electric motions in the opposite direction. 
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On Electric Equilibrium between Uranium and an Insul¬ 
ated Metal in its Neighbourhood, By Lord Kelvin; 
J. Carruthers Beattie, and M. Smoluchowski de Smolan. 

[Hoy, jSoc. Edin. (read March 1, 1897); accidentally omitted from Proc. for 
Session 1896—1897, p. 417, but published in Nature for March 11, 1897.] 

The wonderful fact that uranium held in the neighbourhood 
of an electrified body diselectrifies it was first discovered by 
H. Becquerel. Through the kindness of Prof. Moissan we have 
had a disc of this metal, about 5 cm. diameter and \ cm. thickness, 
placed at our disposal. 

We made a few preliminary observations on its diselectrifying 
property. We observed first the rate of discharge when a body 
was charged to different potentials. We found that the quantity 
lost per half-minute was very far from increasing in simple pro¬ 
portion to the voltage, from 5 volts up to 2100 volts; the electrified 
body being at a distance of about 2 cm. from the uranium disc. 
[Added March 9, 1897.—We have to-day seen Prof. BecquerePs 
paper in Gomptes Rendus for March 1. It gives us great pleasure 
to find that the results we have obtained on discharge by uranium 
at different voltages have been obtained in another way by the 
discoverer of the effect. A very interesting account will be found 
in Prof. BecquerePs paper, which was read to the French Academy 
of Sciences on the same evening, curiously enough, as ours was 
read before the Royal Society of Edinburgh.] 

These first experiments were made with no screen placed 
between the uranium and the charged body. We afterwards 
found that there was also a discharging effect, though much slower, 
when the uranium was wrapped in tinfoil. The effect was still 
observable when an aluminium screen was placed between the 
uranium, wrapped in tinfoil, and the charged body. 

To make experiments on the electric equilibrium between 
uranium and a metal in its neighbourhood, we connected an 
insulated horizontal metal disc to the insulated pair of quadrants 
of an electrometer. We placed the uranium opposite this disc 
and connected it and the other pair of quadrants of the 
electrometer to the sheath. The surface of the uranium was 
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parallel to that of the insulated metal disc, and at a distance of 
about 1 cm. from it. It was so arranged as to allow of its easy 
removal. 

With a polished aluminium disc as the insulated metal, and 
with a similar piece of aluminium placed opposite it in place 
of the uranium, no deviation from the metallic zero was found 
when the pairs of quadrants were insulated from one another. 
With the uranium opposite the insulated polished aluminium, a 
deviation of — 84 scale-divisions from the metallic zero was found 
in about half a minute. [Sensibility of electrometer 140 scale- 
divisions per volt.] After that, the electrometer-reading remained 
steady at this point, which we may call the uranium-rays-zero for 
the two metals separated by air which was traversed by uranium 
rays. If, instead of having the uranium opposite to the aluminium, 
with only air between them, the uranium was wrapped in a piece 
taken from the same aluminium sheet, and then placed opposite 
to the insulated polished aluminium disc, no deviation was pro¬ 
duced. Thus in this case the rays-zero agreed with the metallic 
zero. 

With polished copper as the insulated metal, and the uranium 
separated only by air from this copper, there was a deviation of 
about 4-10 scale-divisions. With the uranium wrapped in thin 
sheet aluminium, and placed in position opposite the insulated 
copper disc, a deviation from the metallic zero of 4- 43 scale- 
divisions was produced in two minutes, and at the end of that 
time a steady state had not been reached. 

With oxidised copper as the insulated metal, opposed to the 
uranium with only air between them, a deviation from the metallic 
zero of about 4- 25 scale-divisions was produced. 

When the uranium, instead of being placed at a distance of 

1 cm. from the insulated metal disc, was placed at a distance of 

2 or 3 mm., the deviation from the metallic zero was the same. 

These experiments lead us to infer that two polished metallic 
surfaces connected to the sheath and the insulated electrode of an 
electrometer give, when the air between them is influenced by the 
uranium rays, a deflexion from the metallic zero the same in 
direction, and of about the same amount, as when the two metals 
are connected by a drop of water. The uranium itself may be one 
of the two metals. 
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90 . Notice of Stirling’s Air-Engine. 

[From Glasg. Phil. JSoc. Proc. Vol. ii. pp. 169—170 ; read April 21, 1847.] 

Attention was called to the circumstance that, in accordance 
with Carnots theory*, of which an explanation had been given 
by Professor Gordon at a previous meeting of the Society, the 
mechanical effect to be obtained by an Air Engine, from the 
transmission of a given quantity of heat, depends on the difference 
between the temperatures of the air in the cold space above and 
the heated space below the plunger; as this difference is consider¬ 
ably greater than that which exists between the boiler and the 
condenser in the best condensing Steam Engines, it appears that, 
if the practical diflfculty in the construction of an efficient Air 
Engine can ever be removed to nearly the same extent as already 
has been done in the ease of the Steam Engine, a much greater 
amount of mechanical effect would be obtained by the consump¬ 
tion of a given quantity of fuel. 

Some illustrations, afforded by the Air Engine, of general 
physical principles, were also noticed. If the Air Engine be 
turned forwards, by the application of power, and if no heat be 
applied, the space below the plunger will become colder than the 
surrounding atmosphere, and the space above hotter. Expen¬ 
diture of work will be necessary to turn the Engine, after this 
.difference of temperatures, contrary to that which is necessary to 
cause the Engine to turn forwards, has been established. If, how¬ 
ever, we prevent the temperature in one part from rising, and in 
the other from sinking, the Engine may be turned without the 
expenditure of any work (except what is necessary in an actual 
machine for overcoming friction, &c.). One obvious way of re¬ 
taining the two parts at the same temperature, is to keep the 
machine immersed in a stream of water; but there is another 
way in which this may be done, if we can find a solid body which 
melts at the temperature at which it is required to retain the 
Engine. For instance, let this temperature be 32°; let a stream 
of water at 32° be made to run across the upper part of the 
Engine, and let the lower part of the vessel containing the 
plunger, which is protected from the stream, be held in a bason of 

* All account of this theory is given in a paper by Clapeyron “ On the Motive 
Power of Heat,’’ of which a translation is published in Taylor’s Scientific Memoirs, 
Vol. I. 
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water at 32°. When the Engine is turned forwards, heat will be, 
taken from the space below the plunger and deyxwited in the; 
space above. Now, this heat must be supplied by th<! watesr in 
the bason, which will, therefore, be gradually conv(!rte<l into ice 
at 32°. Hence we see that water at 32° may be converhid into 
ice at 32°, without the expenditure of arry work. Thi.s may al.so 
be very easily proved in the following manner; 

Let a syringe be constructed of perfectly non-condiusting 
materials, except the lower end of the cylinder, which is to b(; 
stopped by a solid plate, a perfect conductor. The syringe Ixsing 
at first full of air, at atmospheric pnissun;, and at th«j temperature 
of 32°, let the lower end be dipped in a stream of water at 32", 
and the piston be pushed down. Let th(s syringe be then placed 
with its lower end in a ba.son of water at 32°, and the piston be 
allowed to rise. The mechanical effect given out in this part of 
the operation will be equal to the work Hj:»ent in th<! foriruu, and 
a portion of the water in the bason will be turned ink) ice. 

Note. —To avoid perplexity, in the jiccount which was given, 
it was supposed that the tempeniture of the air is always the 
same as that of the ves.sel in which it is contained, which will only 
be strictly true, even were the action of the plunger [wrfect in 
altering the tempenitvire of the air, when the rnof>ion is very slow, 

91 . Note on the Effect of Fluid Fkiction in duying Htkam 

WHICH ISSUES FROM A HiGH-PhEHSUHE BoilKU 'niltOIHill 

A SMALL Orifice into the Ofen Air. 

[From Philoiophiml Maganne, Vol. i. Juno 1851, p. 474 ; Vol. ii. Oatolsir 
1851, pp. •■m, 274.J 

In a letter to Mr Joule written last October, and since pub¬ 
lished in the Philosophical Magazine*, I {minted out that the 
remarkable discovery (rniule inde{>endently by Messrs Rankiiie 
and Clausius), that steam allowed to exjjand requires heat to he 
added to it to prevent any part of it from becoming liquefioil, can 
only be reconciled with the known fact of the dryness of steam 
issuing into the open air from a high-{jre88uro boiler through a 
small aperture, by taking into account the heat <i©velopc<l by the 
fluid friction in the neighbourhood of the aperture, I may add, 

♦ VoL p. S87 (Beoambar 18S0). {Math, und Fhyi^ Vtil, i, |ip. 

170—178.] 
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that the immediate mechanical effect of the work done by the 
steam in pressing out, is the generation of ms viva in the fluid; 
and all of this vis viva, except the very small proportion of it 
retained by the steam after leaving the rapids, is lost in friction 
before the fluid reaches the locality where its pressure is equal 
sensibly to that of the atmosphere; that is, is converted into 
thermal vis viva or heat. M. Clausius*, in an investigation of the 
circumstances of this case of expanding steam, points out distinctly 
that work is done, but overlooks the mechanical effect produced; 
and in consequence arrives at the conclusion that my proposition, 
that the steam, when it has expanded till its pressure is equal to 
that of the atmosphere, could not be dry without the heat, or some 
of the heat, it gets from fluid friction, is false. These remarks 
are, I trust, sufficient to show that M. Clausius’s objections to my 
reasoning are groundless. 

Second Note on the Effect of Fluid Friction in drying 
Steam which issues from a High-Pressure Boiler into 
THE Open Air. 

In the August Number of this Magazine, M. Clausius has 
replied to a Note, published in the June Number, in which I 
endeavoured to show that the objections he had made to my 
reasoning regarding the condition of steam issuing from a high- 
pressure boiler, were groundless. I cannot perceive that this 
reply at all invalidates any of the statements made in my two 
former communications j", to which I refer the reader who desires 
to ascertain what my views are, and to judge as to the correctness 
of the reasoning by which they are supported. An analytical 
investigation, according to the principles discovered by Mr Joule, 
of the thermo-dynamical circumstances of the rushing of any fluid 
through a small orifice, is given in a paper communicated last 
April to the Royal Society of Edinburgh, and since published in 
the Transactions (Vol. XX. Part II.) under the title ^'On a Method 
of discovering Experimentally the Relation between the Mechanical 
Work spent and the Heat produced by the compression of a gaseous 
fiuid§.” 

* In an article recently pubHshed in Poggendorff’s Annalen, and republished in 
the last Number (May) of the PMlosopMcal Magazine, 

t Phil Vol.XXXVII. p. a87 (Nov.1850), and Vol. i. 4th Ser.,p. 474 (June 1851). 

§ [Math, and Phys. Papers, Vol. i. pp. 210—222J. 





1851 ] THE EFFECT OF FLUID FRICTION IN DRYING STEAM 41 

I take the present opportunity of correcting a mistaken ex¬ 
pression in my first communication regarding steam issuing from 
a high-pressure boiler, by which I gave a false, or an inadequate, 
representation of the connexion of that application of Mr Joule’s 
general principles which I was bringing forward, with one which 
he had himself made in one of his published papers. The following 
is the passage of my communication (addressed as a letter to 
Mr Joule), which requires correction:— 

'' The pretended explanation of a corresponding circumstance 
connected with the rushing of air from one vessel to another 
in Gay-Lussac s experiment, on which you have commented, is 
certainly not applicable in this case, since, instead of receiving 
heat from without, the steam must lose a little in passing through 
the stop-cock or steam-pipe by external radiation and convection*/’ 
I wrote this under the impression that Mr Joule had, in his paper 
On the Changes of Temperature produced by the Condensation 
and Karefaction of Airf,” pointed out the incoixectness of an 
explanation often given of Gay-Lussac’s experiment^, and shown 
that the phenomenon could be truly explained only by taking 
into account the heat developed in the air by friction in its 
passage from one vessel to the other through the stop-cock. I 
find, however, on looking to the paper, which I had not by me 
when I wrote, that it contains no reference to Gay-Lussac’s 
experiment, but the following passage, referring to Mr Joule’s 
own experiments on the heat developed by the compression of 
air, and the heat absorbed by air allowed to expand from a vessel 
into which it has been compressed, through a small orifice, into 
the atmosphere, from which I obtained the idea of considering 
the heat developed by the friction of steam issuing from a high- 
pressure boiler. 

“It is quite evident that the reason why the cold in the 
experiments of Table IV. was so much inferior in quantity to the 
heat evolved in those of Table I., is, that all the force of the air, 
over and above that employed in lifting the atmosphere, was 
applied in overcoming the resistance of the stop-cock, and was 
there converted back again into its equivalent of heat§.” 

* Phil. Mag. Ser. S, VoL xxxvii. p. 388. [Math, and Phys. Paper$, YoL i. p. 171.] 
t Phil. Mag. Ser. 3, VoL xxvi. p. 369 (May 1845). 

$ See Iiam4, Coun de Physique, YoL i. § 352. 

§ Phil. Mag, Ser. 3, Yol. xxvi. p. 381. 
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92. On the Mechanical Action of Radiant Heat or Light. 
On the Power of Animated Creatures over Matter. 
On the Sources available to Man for the Production 
OF Mechanical Effect. 

[From Edin. Roy. Soc. Proc. Vol. iii. 1857, pp. 108—113 [read Feb. 2,1852] j 
Phil. Mag. Vol. iv. Oct. 1852, pp. 266—260; Math, and Phys. Papers, 
Vol. I. Art. Iviii. pp. 505—510.] 


93. On a Universal Tendency in Nature to the Dissi¬ 
pation OF Mechanical Energy. 

[From Edin. Roy. Soc. Proc. Vol. ill. [read April 19, 1852], pp. 139—142; 
Phil. Mag. Vol. iv. Oct. 1852, pp. 304—306; Math, and Phys. Papers, 
Vol. 1. Art. lix. pp. 511—514] 


94 On the Restoration of Mechanical Energy from an 
unequally heated Space. 

[From PhU. Mag. Vol. v. Feb. 1853, pp. 102—105; Math, and Phys. Papers, 
VoL I. Art. Ixiii. pp. 554—568.] 


96. On Thermo-elastic and Thermo-magnetic Properties 
of Matter, Part I. 

[From Quart. Jowmal of Math. Vol. i. 1857 [dated from Glasgow College, 
March 10, 1855], pp. 57—77; Phil. Mag. Vol. v. 1878 [with additions], 
pp. 4—27; Math, and Phys. Papers, Vol. l. Art. xlviii. pp. 291—316.] 


96. On the Origin and Transformations of Motive 

Power. 

[From Roy. Institution Proc. VoL n. 1864—1858 [Feb. 29,1856], pp. 199—204; 
Chemist, Vol. iii. 1856, pp. 607—612; Math, omd Phys. Papers, Vol. ii. 
Art. xc. pp. 182—188; Popvlar Lectures and Addresses, Vol. ii. pp. 418— 
432.] 
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97. On the Discovery ok the True Forjh ok ( .'ahnot’h 

FUNfTITON. 

[From PhU,. Matj. Vol. xi. .riin« pp. 4'I7, 44H.] 

To the Editors of the Philosophiail Magazine and Jauniul. 
Gentlemen, 

In a paper corniimnicHted to the Royal Scx-iftty «»{’ 
Edinburgh in 1851*, Prof. W. Thomnon aH<;rib(‘<l to Mr J. I*. 
Joule the discovery of the theorem, that Carnot’s function, which 
Clapeyron expressed by 0, and Thomson by th<? fnwd.ion I Ip, “ is 
nothing more than the absolute tem{KTat4irc niiiltiplii’d by t!»e 
equivalent of heat for the unit of work." I have hithert<i avoi*l«a| 
mentioning thi.s point in rny pajaTs; principally bimtise I have* 
so high an esteem for the labours of this physicist for whotu 
Prof. Thomson claims priority, that I was anxious to av<»i«I 
even the appearance! of wishing to lisssen his rieserts. But m 
Prof Thomson has since then frequently repeated that assertion, 
—among other places in the paper in the March Number of thin 
Journal, where, in page 215, he calls that th<‘oretn “ Mr .loub*M 
conjecture,”—I think it necessjiry to say a ftsw wonls on the 
subject. 

Holtzmann established the sjune formula for the function f7 
in a paper which apja^ired as early as IH4.5f; ami llehnholt?:, in 
his pamphlet publishe<i in 1847, “ On the Consesrvation of Force," 
citing Holtzmann’s paper, ealciihited several values obtained 
by this formula, and compared them with those arrivisi at by 
Clapeyron in a different manner. But the views iijfsm which 
Holtzmann founded his speculations do not agnto with the 
mechanical theory of heat as at present rtsceived; so that aftor 
this had been recognized, the correctnoss <tf the formula found hy 

• Bdin. Trans. Vol. xx.; and Phil. Mag. 4ih 8«r. Vol. ix. 

^ On the Heat and pnasticily of (}me» and Vaprnm. Hy 0. impwmtmp. 

Mitnnheim, 1845. 
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him was, naturally, again rendered doubtful. On this account, 
in a paper communicated to the Berlin Academy in February 
1850*, ''On the Moving Force of Heat,” in which I brought 
Carnots proposition in agreement with the mechanical theory 
of heat, I again endeavoured to determine his function more 
accurately. Therein I arrived at the same formula as Holtzmann, 
and I believe that I then, for the first time, correctly explained 
the principles upon which this formula is based. 

In presence of these facts, Prof. Thomson, to justify his 
statement, saysf, ‘"It was suggested to me by Mr Joule, in a 
letter dated December 9, 1848, that the true value of fi might 
be inversely as the temperature from zero.” Against this I must 
beg to urge,— First, that, as far as I am aware, it is usual, in 
determining questions of priority in scientific matters, only to 
admit such statements as have been published. And I believe 
that this custom ought to be conscientiously adhered to, especially 
in theoretical investigations; for it usually requires continued and 
laborious research in order to give to a thought, after it has been 
first entertained, and perhaps casually communicated to a friend, 
that degree of certainty which is necessary before venturing upon 
its publication. Secondly, that since Thomson does not say that 
Mr Joule had proved the theorem, but only that he had offered 
it as an opinion, I do not see why this opinion should have the 
priority over that which Holtzmann had arrived at three years 
before. 

In conclusion allow me to make one remark. In a more 
recent paper, “On a Modified Form of the Second principal 
Theorem in the Mechanical Theory of HeatJ,” I have introduced, 
instead of Carnot’s function G, another function of the temperature, 
which I have designated by T, and by which all developments are 
very much simplified. This function has a determinate relation 
to that of Carnot’s, which I have expressed by the equation 

dt! 

in which t represents the temperature, and A the equivalent of 
heat for unit of work. It is easily recognized, that, according 

* Poggendorfi’s Annalen, Vol. lxxix. ; and Phil, Mag. 4th Ser. Yol. ii. 

'|- Mdin. Trans. Yol. xx. p. 279. 

J Poggendorff’s Annalen, YoL xciii. 
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to this equation, the functions G and T are in general to be 
considered different; but that for the special case, in which C 
is proportional to the absolute temperature, T must be also 
proportional to it. And in fact I have shown, from the same 
principles which before led me to the determination of G, that 
in all probability T is simply the absolute temperature itself. 


I remain, Gentlemen, 


With great respect, yours &c., 


Zurich, March 20, 1856. 


R. Clausius. 


To the Editors of the Philosophical Magazine and Journal. 

Oakfield, Mobs Side, Manchester, 

May 12, 1856*. 

Gentlemen, 

M. Clausius, in a letter of date March 20,1856, addressed 
to yourselves, and published this month in your Magazine, objects 
to a statement he supposes me to have made in 1851, and to have 
frequently repeated since that time, that Mr Joule had discovered 
“the theorem, that Carnot’s function {G or Ifp) ‘is nothing more 
than the absolute temperature multiplied by the equivalent of 
heat for the unit of work.’ ” He attributes the discovery of the 
true form of Carnot’s function to Holtzmann, who gave the formula 
referred to in a paper which appeared as early m 1845; but he 
believes that in his own paper “ On the Moving Force of Heat,” 
communicated to the Berlin Academy in 1850, the principles 
upon which that formula is based were first correctly explained. 

Allow me to answer the charge he makes against me by 
quoting what I said with reference to the “ discovery ” for which 
M. Clausius claims priority. 

This formula was suggested to me by Mr Joule, in a letter 
dated December 9, 1848, as probably a true expression for p, 
being required to reconcile the expression derived from Carnot’s 
theory (which I had communicated to him) for the heat evolved 
in terms of the work spent in the compression of a gas, with the 
hypothesis that the latter of these is exactly the mechanical 
equivalent of the former, which he had adopted in consequence of 
its being, at least approximately, verified by his own experiments. 
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This which will be called Mayer’s hypothesis, from its having been 
first’assumed by Mayer, is also assumed by Clausius without any 
reason firom experiment; and an expression for /i, the same as the 
preceding, is consequently adopted by him as the foundation of 
his mathematical deductions from elementary reasoning regarding 
the motive power of heat*/’ 

This passage is the sequel to the extract quoted by M. Clausius 
in his letter to you, and appeared in the same Part of the Trans¬ 
actions, and in the same volume of the Philosophical Magazine. 
When it is read, I think it will be admitted that I did not do 
injustice to his claims in writing the following sentence two years 
later, of which the words “Mr Joule’s conjecture” have called 
forth his reclamation:— 

“A more convenient assumption has since been pointed to 
by Mr Joule’s conjecture, that CarnoPs function is equal to 
the mechanical equivalent of the thermal unit divided by the 
temperature by the air thermometer from its zero of expansion; 
an assumption which experiments on the thermal effects of air 
escaping through a porous plug, undertaken by him in conjunction 
with myself for the purpose of testing it (Phil. Mag. October 
1852), have shown to be not rigorously, but very approximately 
true/’ 

I remain. Gentlemen, 

Yours very faithfully, 

William Thomson. 


98. Discussion of J. P, Joule’s Paper on “A Surface 
Condenser.” 

[From Inst. Mech. ETigrs. Proc. 1856, pp. 191—192, 194. (Glasgow 
Meeting, Sept. 17, 18, 1856.)] 

[Mainly remarks on the practical working of the steam-condenser in 
which he had assisted Joule, especially on the importance of a good vacuum. 
There is a later memoir by Joule, “ On the Surface Condensation of Steam,” 
PhU. Ihrans. 1860, Joule’s Scimtific Papers, Vol. i. pp. 502—531.] 

* “On a Method of discovering experimentally the Relation between the 
Mechanical Work spent, and the Heat produced by the Compression of a Gaseous 
Fluid. {Trans, Roy. Soc. RAwh. April 17, 1851; or Phil, Mag. December 1852.) 
IMoUh, and Pkys. Pap^s, Vol. i. pp. 210—222.]' 




99. llEMAItKS O.V TflK In’TKKIoK MEt.TI.WJ <»F IcK, 


In (I ii'tter fa Prof. Sfukes. Snc. /(,S. 


[P'rom May. ,Soc. Pro/:. Vol. n. IH.'u IH.'i!), [.j.. i u j ja ; 

FhU. M<Uf. Vol. xvt. Oct. pjt. ai)}; ii, 

Lecture!, ApiKJtuUx F, j»{). ri77 f>7!).J 

In the Number of the Pr<n-.wdiwj» jimt. pufiiinheii, which 
I received yestonJny, I nee «<»mi} very interehtiiig experiments 
described iu a communication by Dr'I’ymhill, "On Mome iltynical 
Properties of Ice.” I write t(t you to point out that they ufford 
direct ocular evidemus of my brother's theory of the phwtieity of 
ice, published in the PrnceedinffH of the 7th of ,\fuy Inst. utid to 
add, on my own part, a physical expinnation of the blue veiim 
in glaciers, and of the lamellar ntructure whi«-h Dr ’rynda!l hiw 
shown to b<} inducf-d in ice by presMiire, a.H deMcrihe«| in the sixth 
section of his {wijajr. 

Thus, my brother, in his pa{«T of last ,\Iay, wsys, " If we 
commence with tlm con.sidi'ration «if a mass of in* jsTh'cily free 
from porosity, and free from licpiifl partirdes flirtiisi-d thr<iugh its 
substance, and if we siipjswe it to Iw kept in an atm».sph»^r«- at 
or above 0' Cent., then, as warn ns pressure is appliisl to it, jstres 
occupied by liquid water must instantly Is- foriiied in the com. 
pressed jjarts, in jwjcordanco with the fun«hnuent»il prineifile .,f 
the explanation I have {mqsmmbsl—lhe hiw.-ring, namely, .,f the 
freezing-point or uw;lting-jK»int, by pnnsuro, ami the fm-t that ice 
cannot exist at O'’ Cent, under a pniwiure exi’eeiling that of ihi' 
atmosphere." Dr Tyn.lall finds that when a eylinder of ,r.. « 
placed between two slabs of Ikix-wissI, iind subjeetis! to gnMlmdly 
tnereasing pressure, a <lim elomly apjs’amnce is .diw.rved, wh„4 
he finds is duo to the melting of small porti.ms of the lee tn du.* 
Interior of the matw. The jjermtsation into js»rtions of Jhe us* 
:or a time clear, “by the water against ii from sue}, 
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parts as may be directly subjected to the pressure, theoretically 
demonstrated by my brother, is beautifully illustrated by 
Dr Tyndall’s statement, that “ the hazy surfaces produced by the 
compression of the mass were observed to be in a state of intense 
commotion, which followed closely upon the edge of the surface 
as it advanced through the solid. It is finally shown that these 
surfaces are due to the liquefaction of the ice in planes perpen¬ 
dicular to the pressure.” 

There can be no doubt but that the “oscillations” in the 
melting-point of ice, and the distinction between strong and weak 
pieces in this respect, described by Dr Tyndall in the second 
section of his paper, are consequences of the varying pressures 
which different portions of a mass of ice must experience when 
portions within it become liquefied. 

The elevation of the melting temperature which my brother’s 
theory shows must be produced by diminishing the pressure of 
ice below the atmospheric pressure, and to which I alluded as a 
subject for experimental illustration, in the article describing my 
experimental demonstration of the lowering effect of pressure 
{Proceedings, Roy, Soc. Edin. Feb. 1850), demonstrates that a 
vesicle of water cannot form in the interior of a solid of ice 
except at a temperature higher than 0° Cent. This is a conclusion 
which Dr Tyndall expresses as a result of mechanical considera¬ 
tions : thus,Regarding heat as a mode of motion,” liberty of 
liquidity is attained by the molecules at the surface of a mass of 
ice before the molecules at the centre of the mass can attain this 
liberty.” 

The physical theory shows that a removal of the atmospheric 
pressure would raise the melting-point of ice by -jf^^ths of a 
degree Centigrade. Hence it is certain that the interior of a 
solid of ice, heated by the condensation of solar rays by a lens, 
will rise to at least that excess of temperature above the super¬ 
ficial parts. It appears very nearly certain that cohesion will 
prevent the evolution of a bubble of vapour of water in a vesicle 
of water forming by this process in the interior of a mass of ice, 
until a high "‘negative pressure” has been reached, that is to say, 
until cohesion has been called largely into operation, especially 
if the water and ice contain little or no air by absorption (just as 
water freed from air may be raised considerably above its boiling- 
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point under any non-evanescent hydrostatic pressure). Hence 
it appears nearly certain that the interior of a block of ice 
originally clear, and made to possess vesicles of water by the 
concentration of radiant heat, as in the beautiful experiments 
described by Dr Tyndall in the commencement of his paper, will 
rise very considerably in temperature, while the vesicles enlarge, 
under the continued influence of the heat received by radiation 
through the cooler enveloping ice and through the fluid medium 
(air and a watery film, or water) touching it all round, which ia 
necessarily at 0° Cent, where it touches the solid. 

I find I have not time to execute my intention of sending you 
to-day a physical explanation of the blue veins of glaciers which 
occurred to me last May, but I hope to be able to send it in a 
short time. 


K. V. 


4 
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100. On the Stkatification of Vesicular Ice 
BY Pressure. 

In a letter to Prof. Stokes, Sec. P.S. 

[From Roi/. Soc. Proc. VoL ix. 1857—1859, pp. 209—213 [read Apr. 22,1858] ; 

PMl. Mag. Vol. xvi. Dec. 1858, pp. 463—466. Reprinted in Baltimore 

Lectures, pp. 579—583.] 

• In my last letter to you I pointed out that my brothers 
theory of the effect of pressure in lowering the freezing-point of 
water, affords a perfect explanation of various remarkable pheno¬ 
mena involving the internal melting of ice, described by Professor 
Tyndall in the number of the Proceedings which has just been 
published. I wish now to show that the stratification of vesicular 
ice by pressure observed on a large scale in glaciers, and the 
lamination of clear ice described by Dr Tyndall as produced in 
hand specimens by a Bramah’s press, are also demonstrable as 
conclusions from the same theory. 

Conceive a continuous mass of ice, with vesicles containing 
either air or water distributed through it; and let this mass be 
pressed together by opposing forces on two opposite sides of it. 
The vesicles will gradually become arranged in strata perpen¬ 
dicular to the lines of pressure, because of the melting of ice in the 
localities of greatest pressure and the regelation of the water in the 
localities of least pressure, in the neighbourhood of groups of these 
cavities. For, any two vesicles nearly in the direction of the 
condensation will afford to the ice between them a relief from 
procure, and will occasion an aggravated pressure in the ice 
round each of them in the places farthest out from the line 
joining their centres; while the pressure in the ice on the far 
sides of the two vesicles will be somewhat diminished from what 
it would be were their cavities filled up with the sohd, although 
not nearly as much diminished as it is in the ice between the 
two. Hence, as demonstrated by my brother’s theory and my 
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own experiment, the melting temperature of the ice round each 
vesicle will be highest on its side nearest to the other vesicle, 
and lowest in the localities on the whole farthest from the line 
joining the centres. Therefore, ice will melt from these last- 
mentioned localities, and, if each vesicle have water in it, the 
partition between the two will thicken by freezing on each side 
of it. Any two vesicles, on the other hand, which are nearly in 
a line perpendicular to the direction of pressure will agree in 
leaving an aggravated pressure to be borne by the solid between 
them, and will each direct away some of the pressure from the 
portions of the solid next itself on the two sides farthest from 
the plane through the centres, perpendicular to the line of 
pressure. This will give rise to an increase of pressure on the 
whole in the solid all round the two cavities, and nearly in the 
plane perpendicular to the pressure, although nowhere else so 
much as in the part between them. Hence these two vesicles 
will gradually extend towards one another by the melting of the 
intervening ice, and each will become flattened in towards the 
plane through the centres perpendicular to the direction of 
pressure, by the freezing of water on the parts of the bounding 
surface farthest from this plane. It may be similarly shown that 
two vesicles in a line oblique to that of condensation will give 
rise to such variations of pressure in the solid in their neighbour¬ 
hood, as to make them, by melting and freezing, to extend, each 
obliquely towards the other and from the parts of its boundary 
most remote from a plane midway between them, perpendicular 
to the direction of pressure. 

The general tendency clearly is for the vesicles to become 
flattened and arranged in layers, in planes perpendicular to the 
direction of the pressure from without. 

It is clear that the same general tendency must be experienced 
even when there are bubbles of air in the vesicles, although no 
doubt the resultant effect would be to some extent influenced by 
the running down of water to the lowest part of each cavity. 

I believe it will be found that these principles afford a satis¬ 
factory physical explanation of the origin of that beautiful veined 
structure which Professor Forbes has shown to be an essential 
organic property of glaciers. Thus the first effect of pressure not 
equal in all directions, on a mass of snow, ought to be, according 

4—2 
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to the theory, to convert it into a stratified mass of layers of 
alternately clear and vesicular ice, perpendicular to the direction 
of maximum pressure. In his remarks ^^On the Conversion of the 
N4v6 into Ice* ” Professor Forbes says, ''that the conversion into ice 
is simultaneous'' (and in a particular case referred to "identical") 
"with the formation of the blue bands;,.,and that these bands are 
formed where the pressure is most intense, and where the dif¬ 
ferential motion of the parts is a maximum, that is, near the walls 
of a glacier.” He farther states, that, after long doubt, he feels 
satisfied that the conversion of snow into ice is due to the effects 
of pressure on the loose and porous structure of the former; and 
he formally abandons the notion that the blue veins are due to 
the freezing of infiltrated water, or to any other cause than the 
kneading action of pressure. All the observations he describes 
seem to be in most complete accordance with the theory indicated 
above. Thus, in the thirteenth letter, he says, '' the blue veins 
are formed where the pressure is most intense and the differential 
motion of the parts a maximum.” 

Now the theory not only requires pressure, but requires differ¬ 
ence of pressure in different directions to explain the stratification 
of the vesicles. Difference of pressure in different directions pro¬ 
duces the ‘‘ differential motion ” referred to by Professor Forbes. 
Further, the difference of pressure in different directions must be 
continued until a very considerable amount of this differential 
motion, or distortion, has taken place, to produce any sensible 
degree of stratification in the vesicles. The absolute amount of 
distortion experienced by any portion of the viscous mass is 
therefore an index of the persistence of the differential pressure, 
by the continued action of which the blue veins are induced. 
Hence also we see why blue veins are not formed in any mass, 
ever so deep, of snow resting in a hollow or comer. 

As to the direction in which the blue veins appear to lie, they 
must, according to the theory, be something intermediate between 
the surfaces perpendicular to the greatest pressure, and the sur¬ 
faces of sliding; since they will commence being formed exactly 
perpendicular to the direction of greatest pressure, and will, by 
the differential motion accompanying their formation, become 
gradually laid out more and more nearly parallel to the sides of 


Thirteentli Letter on Glaciers, section (2), dated Dec. 1846. 
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the channel through which the glacier is forced. This circum¬ 
stance, along with the comparatively weak mechanical condition 
of the white strata (vesicular layers between the blue strata), 
must, I think, make these white strata become ultimately, in 
reality, the surfaces of ''sliding” or of "tearing,” or of chief 
differential motion, as according to Professor Forbes's observations 
they seem to be. His first statement on the subject, made as 
early as 1842, that "the blue veins seem to be perpendicular to 
the lines of maximum pressure,” is, however, more in accordance 
with their mechanical origin, according to the theory I now 
suggest, than the supposition that they are caused by the tearing 
action which is found to take place along them when formed. It 
appears to me, therefore, that Dr Tyndalls conclusion, that the 
vesicular stratification is produced by pressure in surfaces per¬ 
pendicular to the directions of maximum pressure, is correct as 
regards the mechanical origin of the veined structure; while there 
seems every reason, both from observation and from mechanical 
theory, to accept the view given by Professor Forbes of their 
function in glacial motion. 

The mechanical theory I have indicated as the explanation 
of the veined structure of glacial ice is especially applicable to 
account for the stratification of the vesicles observed in ice 
originally clear, and subjected to differential pressure, by Dr 
Tyndall; the formation of the vesicles themselves being, as re¬ 
marked in my last letter*, anticipated by my brother's theory, 
published in the Proceedings for May, 1857. 

I believe the theory I have given above contains the true 
explanation of one remarkable fact observed by Dr Tyndall in 
connexion with the beautiful set of phenomena which he dis¬ 
covered to be produced by radiant heat, concentrated oix an 
internal portion of a mass of clear ice by a lens; the fact, namely, 
that the planes in which the vesicles extend are generally parallel 
to the sides when the mass of ice operated on is a flat slab; for 
the solid will yield to the " negative ” internal pressure due to 
the contractility of the melting ice, most easily in the direction 
perpendicular to the sides. The so-called negative pressure is 
therefore least, or which is the same thing, the positive pressure 
is greatest in this direction. Hence the vesicles of melted ice, 


* See Proceedings for February 25 , 1858 . 
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or of vapour caused by the contraction of melted ice, must, as 
I have shown, tend to place themselves parallel to the sides of 
the slab. 

The division of the vesicular layers into leaves like six- 
petaled iBowers is a phenomenon which does not seem to me as 
yet so easily explained; but I cannot see that any of the 
phenomena described by Dr Tyndall can be considered as having 
been proved to be due to ice having mechanical properties of a 
uniaxal crystal. 

[It now seems to me most probable Tyndall was right in 
attributing the six-rayed structure to the molecular mechanics of 
a uniaxal crystal. K., Dec, 13, 1903.] 
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101. On the Thermal Effect of drawing out a 
Film of Liquid. 


[From R<yy. JSoc, Froc, Vol. ix. 1857—1859, pp. 255, 256 [read June 10,1858]; 
Pkil. Mag. Yol. xvii. Jan. 1859, pp. 61, 62.] 

Being an extract of two letters to J. P. Joule, F.R.S., 
dated Feh. 2 and 3, 1858. 


A VERY novel application of Carnot’s cycle has just occurred to 
me in consequence of looking this morning into Waterston’s paper 
on Capillary Attraction, in the January Number of the Philosophical 
Magazine, Let T be the contractile force of the surface (by which 
in Dr Thomas Young’s theory the resultant effect of cohesion on 
a liquid mass of varying form is represented), so that, if IT be the 
atmospheric pressure, the pressure of air within a bubble of the 
liquid of radius r shall be 4ryr + IT. Then if a bubble be blown 
from the end of a tube (as in blowing soap-bubbles), the work spent, 
per unit of augmentation of the area of one side of the film, will be 
equal to 2T. 

Now since liquids stand to different heights in capillary tubes 
at different temperatures, and generally to less heights at the 
higher temperatures, T must vary, and in general decrease, as the 
temperature rises, for one and the same liquid. If T and T 
denote the values of the capillary tension at temperatures t and 
i of our absolute scale, we shall have 2(P—P') of mechanical 
work gained, in allowing a bubble on the end of a tube to collapse 
so as to lose a unit of area at the temperature t and blowing it 
up again to its original dimensions after having raised its tempera¬ 
ture to li if --t be infinitely small, and be denoted by '2t, the 

gain of the work may be expressed by 


UT 

dt 


X®; 
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and by using Carnot’s principle as modified for the Dynamical 
Theory, in the usual manner, we find that there must be an 
absorption of heat at the high temperature, and an evolution of 
heat at the low temperature; amounting to quantities differing 
from one another by 



dt 


X % 


and each infinitely nearly equal to the mechanical equivalent of 
this difference, divided by Carnot’s function, which is Jjt, if the 
temperature is measured on our absolute scale. Hence if a film 
such as a soap-bubble be enlarged, its area being augmented in 
the ratio of 1 to m*, it experiences a cooling effect, to an amount 
calculable by finding the lowering of temperature produced by 
removing a quantity of heat equal to 

t -dT 

firom an equal mass of liquid unchanged in form. 

For water 2*96 gr. per lineal inch. , 

Work per square inch spent in drawing out a film = 5*92, say 
6 inch-grains; dTjdt = or thereabouts. 

Suppose ^7*^= 300/(1390 x 12), then the quantity of heat to be 
removed, to produce the cooling effect, per square inch of surface 
of augmentation of film, will be Suppose, then, 1 grain of 

water to be drawn out to a film of 16 square inches, the cooling 
effect will be 3 ^^ of a degree Centigrade, or about The 

work spent in drawing it out is 16x6 = 96 inch-grains, and is 
equivalent to a heating effect of 96/(12 x 1390) Hence the 

total energy (reckoned in heat) of the matter is increased 
of a degree Centigrade, when it is drawn out to 16 square inches. 


* [This should read * augmented by an area \m on each side.’] 
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102. On the Impoetance of making Obseevations on 
Theemal Radiation duetng the coming Eclipse of 
THE Sun. 


[From Roy. Astron. Soc. Monthly Notices, Vol. xx. 1860, pp. 317, 318.] 
Abstract of Letter to the Editors dated June 5, 1860. 

Prof. Geant thinks I ought to call the attention of the 
Astronomical Society to the importance of making observations 
on thermal radiation during the eclipse of the sun, by writing 
to you on the subject. 

All that I have to suggest is, that differential observations 
on the effects experienced by three or four thermometers with 
their bulbs placed, one in the centre of the image of the moon, 
in the focus of a lens or speculum, and the others in different 
positions round her disk, during the time of total obscuration 
of the sun, would probably give decided results as to the differ¬ 
ence of radiation from the moon, and from the portion of space 
round the sun. The ‘‘ photosphere,” which I suppose is always 
seen round the moon’s disk during a total eclipse of the sun, and 
which must be due to her light reflected from atmosphere or 
dust round the sun itself, must radiate heat, and would pr6bably 
show a sensible effect, as compared with radiation from an equal 
angular area of the moon. 

The thermometers should have their bulbs blackened with 
soot or lamp-black, and be all of the same size. The bulb of 
each should be considerably smaller than the sun’s image. This, 
if the focal length of the lens or mirror is 67 inches, would be a 
circle half an inch diameter, so that very ordinary thermometers 
would answer. I would recommend spirits-of-wine thermometers 
for superior sensitiveness; but, perhaps, mercury, with a rather 
fine bore, would be sensitive enough, and surer. . 
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A mirror would be better than a lens, because the hot dust 
round the sun must produce radiant heat of such colour as that 
of a hot stone or metal not at a bright red heat; and which, 
therefore, would be much absorbed by glass. 

There would need good arrangements to preserve the thermo¬ 
meters firom disturbing influences. Until the totality, the 
radiation from the sun would need to be strictly excluded. At 
the instant of complete obscuration the cover would be removed, 
and the thermometers all observed. One observer could note 
them in succession. The sketch represents the positions such as 
I would have the thermometers in, the circle denoting the moon s 
unseen disk. 

There seems no doubt but that the thing is practicable, and 
would lead to results; but it is to be considered whether arrange¬ 
ments can be made, and an observer or observers secured, to 
execute it. Will you consult members of the Astronomical 
Society on the occasion of its meeting on Friday, if you find any 
who are disposed to consider the subject ? 

From what Prof. Grant says, it appears that radiation experi¬ 
ments, as hitherto made or contemplated, have not attempted 
any definite concentration by means of a lens or otherwise. This 
appears to be as discriminating a way of investigating the 
phenomenon as it would be to attempt to record visible appear¬ 
ances by a photograph made by diffused light, with no lens to 
make a picture. 


103. On the Convective Equilibrium of Temperature 
IN THE Atmosphere. 

[From Manchester Phil, JSoc, Prac. Vol. ii. 1860—1862, pp. 170—176 [Jan. 21, 
1862]; Manchester Phil, Soc, Mem, Yol. ii. 1865, pp. 125—131. Reprinted 
in Math, and Pkys, Papers^ VoL m. Art. xcii. pp. 255—260.] 


104. On the Protection of Vegetation from Destructive 
Cold every Night. 

[From JEdinh. Roy. Soc. Proc. VoL v. 1866, pp. 203, 204 [read April 4, 1864]. 
Reprinted in Popular Lectures and Add/resses^ Vol. ii. pp. 1—5.] 







1866 ] 


( 59 ) 


105. On the Dynamical Theory of Heat [Thermal 
Dissipation of Energy of Vibration of Solids]. 

[From Edinh. Roy, Soc. Proc. Vol. v. 1866, pp. 510—512; read Dec. 18, 1865.] 

This paper commences with a condensed re-statement of the 
fundamental principles and formulae of the Dynamical Theory of 
Heat, from the first six parts of the author's treatment of the sub¬ 
ject previously communicated to the Royal Society of Edinburgh, 
and his articles ‘'On the Thermo-elastic Properties of Matter/' 
in the Quarterly Mathematical Journal (April, 1855), and on 
“Thermo-magnetism," and “Thermo-electricity," in Nichol's 
Cyclopedia (Edinburgh, 1860). 

The chief object of the paper is the deduction of numerical 
values in absolute measure for the thermo-electric effects which 
form the subject of Part VL of this series {Transactions of the 
Royal Society of Edinburgh, 1854; and Phil, Mag, 1854, second 
half year, and 1855, first half year), especially for differences of 
temperature produced by electric convection of heat, and for the 
changes of temperature due to strain in elastic solids, investigated 
in the article on thermo-elastic properties of matter above referred 
to. The very valuable results, recently published, of the experi¬ 
ments of Forbes and Angstrom for determining in absolute 
measure the thermal conductivities of iron and copper, supply a 
very important element, previously wanting, for definite estimates 
of those changes of temperature, and are taken advantage of in 
the present paper. Thus, the author has been enabled to give 
that practical character to some of his former conclusions, of 
which, when they were first published, he pointed out the want. 
In particular, with reference to elastic solids, the apparent value 
of Young's modulus* when the stress is applied and removed, or 

♦ The amount of the force divided by the elongation produced by it, when any 
force within practical limits of elasticity is applied to elongate a bar rod or wire, of 
the substance, one square centimetre in section. 


60 


THERMODYNAMICS 


[105 


reversed so rapidly that the loss of thermal effect by conduction 
and radiation is insensible, is proved to be given by the following 
formula:— 

where M denotes the Young’s modulus of the substance for 
constant temperature, s its specific heat (per unit mass, as usual), 
e its longitudinal (linear) expansion per degree of elevation of 
temperature, p its density or specific gravity*, and t its actual 
temperature from absolute zero {Dynamical Theory of Heat, 
Part VI., § 100), temperature centigrade with 274 added. Of 
course, if M is reckoned (Thomson and Tait’s Natural Philosophy, 
§§ 220, 221, 238), in gravitation measure (weight of one gramme, 
the unit of mass), J must be reckoned in gravitation measure 
(grammes weight working through one centimetre), in which 
case its numerical value is 42,400, being Joule’s number (1390), 
reduced from feet to centimetres. Values of surface resistance to 
gain or loss of heat in absolute measure, derived from experiments 
by the author, are used to estimate the eJffect of radiation and 
convection in dissipating energy in virtue of the thermo-dynamic 
change of temperature in a rod executing longitudinal vibrations. 
The velocity of propagation of longitudinal vibrations (as in the 
transmission of sound along a bar) being equal to the velocity 
acquired by a body in falling through a height equal to half the 
length of the modulusf,” is, of course, half as much affected as 
the modulus, by changes of temperature. In iron, for instance, 
the effect of change of temperature, when there is no dissipation, 
is an increase of about one-third per cent, on the Young’s modulus, 
and of about one-sixth per cent, on the velocity of sound along a 
bar. The effect of the conduction of heat in diminishing the 
differences of temperature in a rectangular bar executing flexural 
vibrations, is investigated from the solution invented by Fourier 
for expressing periodical variations of underground temperature. 
Its absolute amount for bars of iron or copper, of stated dimensions, 
vibrating in stated periods, is determined from Forbes’ and 
Angstrom’s conductivities.. It is proved that the loss of energy 

* WTiich, when the French system (unit bulk of water being of mass unity) is 
foUowed, mean the same thing. 

+ The “length of the modulus” is M-~p, if M be the modulus in grammes 
weight per square centimetre.—Thomson and Tait’s Natural Philosophy, § 689. 
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due to this effect at its maximum is not by any means insensible, 
though it is not sufficient to account for the whole loss of energy 
which the author has found in experiments on flexural vibrations 
of metal springs, which therefore prove imperfect ness in the 
elasticity of flexure, such as he had previously proved for the 
elasticity of torsion*. 

* Proceedings of the Royal Society of London^ May, 1865. W. Thomson, “ On 
the Elasticity and Viscosity of Metals.” 


106. On the Dissipation of Energy. 

The Rede Lecture, Cambridge, May 23, 1866. 

Extract, ‘ On the Observations and Calculations required to find the Tidal 
Retardation of the Earth’s Rotation,’ published in Popular Lectures 
and AddA’eseeSy Vol. ii. 1894, pp. 66—72. 
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107. De Balfour Stewart’s Meteorological Blockade. 

[From NcUure, Yol. i. Jan. 20, 1870, p. 306.] 

Imagine a line drawn round any district, and consider all the 
air that passes over that line outwards and inwards in any time. 
Let the whole quantity of vapour of water carried across the 
Boundary line by this air be determined. If during any particular 
interval of time there is just as much vapour carried outwards as 
inwards, there must be in that interval either no rainfall on, and 
no evaporation from the district, or there must he just as much 
rainfall as evaporation. If more vapour is carried out than in, 
there must be more evaporation than rainfall. Or, if more vapour 
enters than leaves, the difference falls in excess of rain above 
evaporation. 

Dr Stewart proposes to establish a cordon of meteorological 
stations, and to arrange a reduction of observations taken at 
them, so as to keep, as far as possible, an exact account of the 
quantity of vapour entering and leaving the space over the 
surrounded district. This appears to me a most valuable proposal, 
which, if well carried out, must have a very important influence, 
tending to raise meteorology from its present empirical condition 
to the rank of a science. The object of the present notice is to 
suggest that the same system of account-keeping ought to be 
applied to electricity. 

Whatever we may think as to the nature of electricity, it 
certainly has, in common with true matter, the property of being 
invariable in quantity. This property is conveniently enough 
expressed, as it were, mechanically, by the one-fluid hypothesis, 
which asserts that positive or negative electrification of any piece 
of matter consists in the presence of more or less than a certain 
quantum of the electric fluid; that quantum being the amount 
possessed when the matter in question exercises no attractive or 
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repulsive force, varying with, artificial variations of the electric 
condition of the testing body presented to it. On this hypothesis, 
quantities of electricity,” positive and negative, are excesses of 
the quantity of the hypothetical fluid above or below the 
quantum ” corresponding to zero of the electric tests. 

The ordinary fair-weather condition in our latitudes presents 
us with negatively electrified air in the lowest stratum, extending 
at least as high as our ordinary houses above the surface of the 
earth; and positive electricity of greater amount, on the whole, 
in the higher regions. The atmospheric electrometer indicates in 
absolute electrostatic units the total quantity of electricity in the 
atmosphere, over a certain area of the place of observation; being 
the excess of the amount of positive above the amount of negative 
electricity in the whole column. This excess in fair weather is 
generally positive. The fact that it is not the electricity in the 
lower regions alone, but an effect depending on the whole 
electricity of the atmosphere from lowest to highest, that is 
the thing observed in the ordinary observation of atmospheric 
electricity, renders this subject more suitable even than moisture 
for the application of Dr Stewart's blockade. Thus, the hygro- 
metrical blockade is complete only if both moisture and the 
effective component of wind are known at all heights above the 
surface; the electrical blockade is complete when, besides the 
electrometer measurements at the observatory, the effective 
component of the wind at all heights is known. But among the 
many unknown quantities involved, the two departments of the 
blockade combined will give means for eliminating some and 
estimating others for which the hygrometrical blockade alone, or 
the electrical one alone, would be insuflScient. 
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108. On the Ultramundane Corpuscles of Le Sage. 

[From Edinb. Roy, Soc, Proc, Yol. vii. 1872, pp. 577—589 [read Dec. 18, 
1871]; Phil, Mag, Yol. xlv. May, 1873, pp. 321—332.] 

Le Sage, bom at Geneva in 1724, devoted the last sixty- 
three years of a life of eighty to the investigation of a mechanical 
theory of gravitation. The probable existence of a gravific 
mechanism is admitted, and the importance of the object to 
which Le Sage devoted his life pointed out, by Newton and 
Eumford* in the following statements:— 

‘^It is inconceivable that inanimate brute matter should, 
without the mediation of something else, which is not material, 
operate upon, and aflfect other matter without mutual contact; 
as it must do, if gravitation, in the sense of Epicurus, be essential 
and inherent in it. And this is the reason why I desired you 
would not ascribe innate gravity to me. That gravity should be 
innate, inherent, and essential to matter, so that one body may 
act upon another at a distance through a vacuum, without the 
mediation of any thing else, by and through which their action 
and force naay be conveyed from one to another, is to me so great 
an absurdity, that I believe no man who has in philosopkical 

* On the other hand, by the middle of last century the mathematical naturalists 
of the CJontinent, after half a century of resistance to the Newtonian principles 
(whitdi, both by them and by the English foUowers of Newton, were commonly 
supposed to mean the recognition of gravity as a force acting simply at a distance 
without medialaon of intervening naatter), had begun to become more “Newtonian’^ 
ihan Mmself. On the 4th February, 1744, Daniel Bernoulli wrote as follows 

to Euler: " Uebrigens glaube ich, dass der Aether sowohl gravis versus solem, als 
die Luft versus terram sey, und kann Ihnen nicht bergen, dass ich fiber diese 
Pimcte dn v5iliger Newtonianer bin, nnd verwundere ich mich, dass Sie den Prin- 
ci]^ Cart^ianis so lang adhariren; es moohte wohl einige Passion vielleicht mit 
untedaufen. Hat Gott k5nnen eine animam, deren Natur uns unbegreiflich ist, 
«sAaSm, so hat er auch konnen eine attractionem universalem materise impri- 
mimn, weam gleich soldie attractio sttpm captmi ist, da hing^en die Principia 
Ckrt^ima adlzeit contra captum etwas involviren.” 
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matters a competent faculty of thinking, can ever fall into it. 
Gravity must be caused by an agent acting constantly according 
to certain laws; but whether this agent be material or im¬ 
material, I have left to the consideration of my readers.”— 
Newton’s Third Letter to Bentley, February 25th, 1692-3. 

“ Nobody surely, in his sober senses, has ever pretended to 
understand the mechanism of gravitation; and yet what sublime 
discoveries was our immorbal Newton enabled to make, merely 
by the investigation of the laws of its action*.” 

Le Sage expounds his theory of gravitation, so far as he had 
advanced it up to the year 1782, in a paper published in the 
Transactions of the Royal Berlin Academy for that year, under 
the title “ Lucrece Newtonien.” His opening paragraph, entitled 
‘"But de ce m^moire,” is as follows:— 

Je me propose de faire voir: que si les premiers Epicuriens 
avoient eu; sur la Cosmographie des id6es aussi saines seule- 
ment, que plusieurs de leurs contemporains, qu’ils n4gligeoient 
d’4couterf; et sur la G4om6trie, une partie des connoissances qui 
6toient d6ja communes alors: ils auroient, trfes probablement, 
dfcouvert sans effort; les Loix de la Gravity universelle, et sa 
Cause m^canique. Loix\ dont Tinvention et la de^monstration, 
font la plus grande gloire du plus puissant g4nie qui ait jamais 
exists: et Cause, qui aprfes avoir fait pendant longtems, I’arn- 
bition des plus grands Physiciens; fait h, present, le d4sespoir de 
leurs successeurs. De sorte que, par exemple, les fameuses Ragles 
de Kepler ; trouv6es il y a moins de deux siecles, en partie sur 
des conjectures gratuites, et en partie apres d’immenses t^ton- 
nemens; n’auroient 6t6 que des corollaires particuliers et inevi¬ 
tables, des lumieres gen^rales que ces anciens Philosophes pouvoient 
puiser (comme en se jouant) dans le m6canisme proprement dit 
de la Nature. Conclusion; qu'on peut appliquer exacternent 
aussi, aux Loix de OaliUe sur la chhte des Graves sublunaires; 
dont la decouverte a ete plus tardive encore, et plus conte8t4e: 
joint k ce que, les experiences sur lesquelles cette decouverte etoit 
etablie; laissoient dans leurs resultats (necessairement grossiers), 

* “An Inquiry concerning the Source of the Heat which is excited by Friction. 
By Count Rumford, Philosophical Transactions, 1798. 

t “ Vobis (Epicureis) minAs notum est, quemadmodum quidque dicatur. Vestra 
enim solAm legitis, vestra amatis; cssteros, causd incognitd, condemnatis.” 0ic4ron, 
Be natura Deorum ii. 29. 
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une latitude, qui les rendoit 6galement compatibles avec plusieurs 
autres hypotheses; qu'aussi, Ton ne manqua pas de lui opposer : 
au lieu que, les consequences du choc des Atoms; auroient ete 
absolument univoques en faveur du seul principe veritable (des 
Accelerations ^gales en Tempuscules dgaux)/’ 

If Le Sage had but excepted Kepler’s third law, it must be 
admitted that his case, as stated above, would have been thoroughly 
established by the arguments of his ''memoire”; for the epicurean 
assumption of parallelism adopted to suit the false idea of the earth 
being flat, prevented the discovery of the law of the inverse square 
of the distance, which the mathematicians of that day were quite 
competent to make, if the h 3 rpothesis of atoms moving in all 
directions through space, and rarely coming into collision with one 
another, had been set before them, with the problem of deter¬ 
mining the force with which the impacts would press together two 
spherical bodies, such as the earth and moon were held to be by 
some of the contemporary philosophers to whom the epicureans 
“would not listen.” But nothing less than direct observation, 
proving Kepler’s third law—Galileo’s experiment on bodies falling 
from the tower of Pisa, Boyle’s guinea and feather experiment, and 
Newton’s experiment of the vibrations of pendulums composed of 
different kinds of substance—could give either the idea that gravity 
is proportional to mass, or prove that it is so to a high degree of 
accuracy for large bodies and small bodies, and for bodies of 
different kinds of substance. Le Sage sums up his theory in an 
appendix to the “Lucrece Newtonien,” part of which translated 
(literally, except a few sentences which I have paraphrased) is as 
follows:— 


Constitution of Heavy Bodies. 

1. Their indivisible particles are cages: for example, empty 
cubes or octahedrons vacant of matter except along the twelve 
edges. 

2. The diameters of the bars of these cages, supposed increased 
each by an amount equal to the diameter of one of the gravific 
corpuscles, are so small relatively to the mutual distance of the 
parallel bars of each cage, that the terrestrial globe does not inter¬ 
cept even so much as a ten-thousandth part of the corpuscles 
which offer to traverse it. 
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3. These diameters are all equal, or if they are unequal, their 
inequalities sensibly compensate one another [in averages]. 

Constitution of Oravific Corpuscules. 

1. Conformably to the second of the preceding suppositions, 
their diameters added to that of the bars is so small relatively to 
the mutual distance of parallel bars of one of the cages, that the 
weights of the celestial bodies do not differ sensibly from being 
in proportion to their masses. 

2. They are isolated. So that their progressive movements are 
necessarily rectilinear. 

3. They are so sparsely distributed, that is to say, their dia¬ 
meters are so small relatively to their mean mutual distances, that 
not more than one out of every hundred of them meets another 
corpuscule during several thousands of years. So that the uniformity 
of their movements is scarcely ever troubled sensibly. 

4. They move along several hundred thousand millions of 
different directions; in counting for one same direction all those 
which are [within a definite very small angle of being] parallel to 
one straight line. The distribution of these straight lines is to be 
conceived by imagining as many points as one wishes to consider 
of different directions, scattered over a globe as uniformly as 
possible, and therefore separated from one another by at least a 
second of angle; and then imagining a radius of the globe drawn 
to each of those points. 

5. Parallel, then, to each of those directions, let a current or 
torrent of corpuscules move; but, not to give the stream a greater 
breadth than is necessary, consider the transverse section of this 
current to have the same boundary as the orthogonal projection of 
the visible world on the plane of the section. 

6. The different parts of one such current are sensibly equi- 
dense; whether we compare, among one another, collateral portions 
of sensible transverse dimensions, or successive portions of such 
lengths that their times of passage across a given surface are 
sensible. And the same is to be said of the different currents 
compared with one another. 

7. The mean velocities, defined in the same manner as I have 
just defined the densities, are also sensibly equal. 


5—2 
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8. The ratios of these velocities to those of the planets are 
several million times greater than the ratios of the gravities of the 
planets, towards the sun, to the greatest resistance which secular 
observations allow us to suppose they experience. For example, 
[these velocities must be] some hundredfold a greater number of 
times the velocity of the earth, than the ratio of 190,000^ times 
the gravity of the earth towards the sun, to the greatest resistance 
which secular observations of the length of the year permit us to 
suppose that the earth experiences from the celestial masses. 


CONCEPTION, which facilitates the Application of Mathematics 
to determine the mutuad Influence of these Heavy Bodies and 
these Corpuscules. 

1. Decompose all heavy bodies into molecules of equal mass, so 
small that they may be treated as attractive points in respect to 
theories in which gravity is considered without reference to its 
cause; that is to say, each must be so small that inequalities of 
distance and diflferences of direction between its particles and those 
of another molecule, conceived as attracting it and being attracted 
by it, may be neglected. For example, suppose the diameter of 
the molecule considered to be a hundred thousand times smaller 
than the distance between two bodies of which the mutual gravita¬ 
tion is examined, which would make its apparent serai-diameter, 
as seen from the other body, about one second of angle. 

2. For the surfaces of such a molecule, accessible but imper¬ 
meable to the gravific fluid, substitute one single spherical surface 
equal to their sum. 

3. Divide those surfaces into facets small enough to allow them 
to be treated as planes, without sensible error [&c., &c.]. 

Remarks, 

1. It is not necessary to be very skilful to deduce from these 
suppositions all the laws of gravity, both sublunary and universal 
(and consequently also those of Kepler, &c.), with all the accuracy 
with which observed phenomena have proved those laws. Those 

* To render the sentence more easily read, I have substituted this number in 
place of the following words:—“le nombre de fois que le firmament contient le 
disque apparent du soleil.” 
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laws, therefore, are inevitable consequences of the supposed 
constitutions. 

2. Although I here present these constitutions crudely and 
without proof, as if they were gratuitous h 3 rpotheses and hazarded 
fictions, equitable readers will understand that on my own part 
I have at least some presumptions in their favour (independent of 
their perfect agreement with so many phenomena), but that the 
development of my reasons would be too long to find a place in the 
present statement, which may be regarded as a publication of 
theorems without their demonstrations. 

3.There are details upon which I have wished to enter 

on account of the novelty of the doctrine, and which will readily 
be supplied by those who study it in a favourable and attentive 
spirit. If the authors who write on hydro-dynamics, aerostatics, 
or optics, had to deal with captious readers, doubting the very 
existence of water, or air, or light, and therefore not adapting 
themselves to any tacit supposition regarding equivalencies or 
compensations not expressly mentioned in their treatises, they 
would be obliged to load their definitions with a vast number of 
specifications which instructed or indulgent readers do not require 
of them. One understands ‘‘ d demi-mot ” and “ sano sensu only 
familiar propositions towards which one is already favourably 
inclined. 

Some of the details referred to in this concluding sentence of 
the appendix to his Lucrfece Newtonien,” Le Sage discusses fully 
in his Tj'aiU de Physique Micanique, edited by Pierre Pr4vosfc, 
and published in 1818 (Geneva and Paris). 

This treatise is divided into four books. 

I. - ''Exposition sommaire du systfeme des corpuscules ultra- 
mondains.” 

II. " Discussion des objections qui peuvent s’^lever centre le 
syst^me des corpuscules ultramondains." 

III. ‘' Des fluides 61astiques ou expansifs.” 

IV. "Application des theories pr6c6dentes & certaines affinit6s.’^ 

It is in the first two books that gravity is explained by the 

impulse of ultramundane corpuscules, and I have no remarks at 
present to make on the third and fourth books. 
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From Le Sage’s fundamental assumptions, given above as nearly 
as may be in his own words, it is, as he says himself, easy to deduce 
the law of the inverse square of the distance, and the law of 
proportionality of gravity to mass. The object of the present note 
is not to give an exposition of Le Sage’s theory, which is sufficiently 
set forth in the preceding extracts, and discussed in detail in the 
first two books of his posthumous treatise. I may merely say that 
inasmuch as the law of the inverse square of the distance, for every 
distance, however great, would be a perfectly obvious consequence 
of the assumptions, were the gravific corpuscules infinitely small, and 
therefore incapable of coming into collision with one another, it 
may be extended to as great distances as we please, by giving 
small enough dimensions to the corpuscules relatively to the mean 
distance of each from its nearest neighbour. The law of masses 
may be extended to as great masses as those for which observation 
proves it (for example the mass of Jupiter), by making the 
diameters of the bars of the supposed cage-atoms, constituting 
heavy bodies, small enough. Thus, for example, there is nothing to 
prevent us from supposing that not more than one straight line 
of a million drawn at random towards Jupiter and continued through 
it, should touch one of the bars. Lastly, as Le Sage proves, the 
resistance of his gravific fluid to the motion of one of the planets 
through it, is proportional to the product of the velocity of the 
planet into the average velocity of the gravific corpuscules; and 
hence by making the velocities of the corpuscules great enough, 
and giving them suitably small masses, they may produce the 
actual forces of gravitation, and not more than the amount of 
resistance which observation allows us to suppose that the planets 
experience. It will be a very interesting subject to examine 
minutely Le Sage’s details on these points, and to judge whether 
or not the additional knowledge gained by observation since his 
time requires any modification to be made in the estimate which he 
has given of the possible degrees of permeability of the sun and 
planets, of the possible proportions of diameters of corpuscules to 
interstices between them in the ‘'gravific fluid,” and of the possible 
velocities of its component corpuscules. This much is certain, 
that if hard indivisible atoms are granted at all, his principles 
are unassailable; and nothing can be said against the probability 
of his assumptions. The only imperfection of his theory is that 
which is inherent to every supposition of hard, indivisible atoms. 
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They must be perfectly elastic or imperfectly elastic, or perfectly 
inelastic. Even Newton seems to have admitted as a probable 
reality hard, indivisible, unalterable atoms, each perfectly inelastic. 

Nicolas Fatio is quoted by Le Sage and Pr6vost, as a friend of 
Newton, who in 1689 or 1690 had invented a theory of gravity 
perfectly similar to that of Le Sage, except certain essential points; 
had described it in a Latin poem not yet printed; and had written, on 
the 30th March 1694, a letter regarding it, which is to be found in 
the third volume of the works of Leibnitz, having been communi¬ 
cated for publication to the editor of those’ works by Le Sage. 
Eedeker, a German physician, is quoted by Le Sage as having 
expounded a theory of gravity of the same general character, in a 
Latin disserlation published in 1736, referring to which Pr4vost 
says, “ Oil Ton trouve I’expos^ d’un systeme fort semblable k celiii 
de Le Sage dans ses traits principaux, mais d4pourvu de cette 
analyse exacte des phenomenes qui fait le principal m4rite de toute 
espece de th^orie.'’ Fatio supposed the corpuscules to be elastic, 
and seems to have shown no reason why their return velocities 
after collision with mundane matter should be less than their 
previous velocities, and therefore not to have explained gravity at 
all. Eedeker, we are told by Provost, had very limited ideas of the 
permeabilities of great bodies, and therefore failed to explain the 
law of the proportionality of gravity to mass; “ he enunciated this 
law very correctly in section 15 of his dissertation; but the manner 
in which he explains it shows that he had but little reflected upon 
it. Notwithstanding these imperfections, one cannot but recognise 
in this work an ingenious conception which ought to have 
provoked examination on the part of naturalists, of whom many 
at that time occupied themselves with the same investigation. 
Indeed, there exists a dissertation by Segner on this subject^. 
But science took another course, and works of this nature gradually 
lost appreciation. Le Sage has never failed on any occasion to 
call attention to the system of Eedeker, as also to that of Fatio f.” 

Le Sage shows that to produce gravitation those of the ultra¬ 
mundane corpuscules which strike the cage-bars of heavy bodies 
must either stick there or go away with diminished velocities. 
He supposed the corpuscules to be inelastic (durs), and points 

* De Causa gravitatis Redekeriana. 

t Le Sage was remarkably scrupulous in giving full information regarding all 
who preceded him in the development of any part of his theory. 
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out that we ought not to suppose them to be permanently lodgec 
in the heavy body {entasses), that we must rather suppose then 
to slip off; but that being inelastic, their average velocities aftei 
collision must be less than that which they had before collision*. 

That these suppositions imply a gradual diminution of gravity 
from age to age was carefully pointed out by Le Sage, and referred 
to as an objection to his theory. Thus he says, ..Done, la dur4e 
de la gravity seroit fime aussi, et par consequent la dur^e du 
monde. 

'‘Reponse. Concede; mais pourvu que cet obstacle ne contribue 
pas k faire finir le monde plus promptement qu'il n'auroit fini sans 
lui, il doit etre considere comme nul+.” 

Two suppositions may be made on the general basis of Le Sage’s 
doctrine:— 

1. (Which seems to have been Le Sage’s belief.) Suppose the 
whole of mundane matter to be contained within a finite space, 
and the infinite space round it to be traversed by ultramundane 
corpuscules; and a small proportion of the corpuscules coming 
from ultramundane space to suffer collisions with mundane matter, 
and get away with diminished gravific energy to ultramundane 
space again. They would never return to the world were it not 
for collision among themselves and other corpuscules. Le Sage 
held that such collisions are extremely rare; that each collision, 
even between the ultramundane corpuscules themselves, destroys 
some energythat at a not infinitely remote past time they 
were set in motion for the purpose of keeping gravitation through¬ 
out the world in action for a limited period of time; and that 
both by their mutual collisions, and by collisions with mundane 
atoms, the whole stock of gravific energy is being gradually re¬ 
duced, and therefore the intensity of gravity gradually diminishing 
from age to age. 

2. Or, suppose mundane matter to be spread through all space, 

* Le Sage estimated the velocity after collision to be two-thirds of the velocity 
before collision. 

t Posthumous. Traits de Physiqm Micanique, edited. hyViexte VxivoBt. Geneva 
and Paris, 1818. 

t Newton (Optics, Query 30, edn. 1721, p. 373) held that two equal and similar 
atoms, moving with equal velocities in contrary directions, come to rest when they 
strike one another. Le Sage held the same; and it seems that writers of last 
nentury understood this without qualification when they called atoms hard. 
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but to be much denser within each of an infinitely great number of 
finite volumes (such as the volume of the earth) than elsewhere. 
On this supposition, even were there no collisions between the 
corpuscules themselves, there would be a gradual diminution in 
their gravific energy through the repeated collisions with mundane 
matter which each one must in the course of time suffer. The 
secular diminution of gravity would be more rapid according to 
this supposition than according to the former, but still might be 
made as slow as we please by pushing far enough the fundamental 
assumptions of very small diameters for the cage-bars of the 
mundane atoms, very great density for their substance, and very 
small volume and mass, and very great velocity for the ultra¬ 
mundane corpuscules. 

The object of the present note is to remark that (even although 
we were to admit a gradual fading away of gravity, if slow enough), 
we are forbidden by the modern physical theory of the conservation 
of energy to assume inelasticity, or anything short of perfect elas¬ 
ticity, in the ultimate molecules, whether of ultramundane or of 
mundane matter; and, at the same time, to point out that the 
assumption of diminished exit velocity of ultramundane corpuscules, 
essential to Le Sage's theory, maybe explained for perfectly elastic 
atoms, consistently both with modern thermodynamics, and with 
perennial gravity. 

If the gravific corpuscules leave the earth or Jupiter with less 
energy than they had before collision, their effect must be to con¬ 
tinually elevate the temperature throughout the whole mass. The 
energy which must be attributed to the gravific corpuscules is so 
enormously great, that this elevation of temperature would be 
sufficient to melt and evaporate any solid, great or small, in a 
fraction of a second of time. Hence, though outward-bound cor¬ 
puscules must travel with less velocity, they must carry away the 
same energy with them as they brought. Suppose, now, the whole 
energy of the corpuscules approaching a planet to consist of trans- 
latory motion; a portion of the energy of each corpuscule which 
has suffered collision must be supposed to be converted by the 
collision into vibrations, or vibrations and rotations. To simplify 
ideas, suppose for a moment the particles to be perfectly smooth 
elastic globules. Then collision could not generate any rotatory 
motion; but if the cage-atoms constituting mundane matter be 
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each of them, as we must suppose it to be, of enormously great 
mass in comparison with one of the ultramundane globules, and if 
the substance of the latter, though perfectly elastic, be much less 
rigid than that of the former, each globule that strikes one of the 
cage-bars must (Thomson & Tait’s Natural Philosophy, § 301), 
come away with diminished velocity of translation, but with the 
corresponding deficiency of energy altogether converted into vibra¬ 
tion of its own mass. Thus the condition required by Le Sage's 
theory is fulfilled without violating modern thermo-dynamics; and, 
according to Le Sage, we might be satisfied not to inquire what 
becomes of those ultramundane corpuscules which have been in 
collision either with the cage-bars of mundane matter or with one 
another; for at present, and during ages to come, these would be 
merely an inconsiderable minority, the great majority being still 
fresh with original gravific energy unimpaired by collision. With¬ 
out entering on the purely metaphysical question,—Is any such 
supposition satisfactory ? I wish to point out how gravific energy 
may be naturally restored to corpuscules in which it has been 
impaired by collision. 

Clausius has introduced into the kinetic theory of gases the 
very important consideration of vibrational and rotational energy. 
He has shown that a multitude of elastic corpuscules moving 
through void, and occasionally striking one another, must, on the 
average, have a constant proportion of their whole energy in the 
form of vibrations and rotations, the other part being purely trans¬ 
lational. Even for the simplest case,—that, namely, of smooth 
elastic globes,—no one has yet calculated by abstract dynamics 
the ultimate average ratio of the vibrational and rotational, to 
the translational energy. But Clausius has shown how to deduce 
it for the corpuscules of any particular gas from the experimental 
determination of the ratio of its specific heat, pressure constant, to 
its specific heat, volume constant*. He found that 


if 7 be the ratio of the specific heats, and /3 the ratio of the whole 
energy to the translational part of it. For air, the value of 7 found 
by experiment, is 1*408, which makes y 3 = 1*634. For steam. 
Maxwell says, on the authority of Rankine, '' may be as much 

* Maxwell’s Elementary Treatise on Heat, Chapter xxii. Longmans, 1871. 
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as 2*19, but this is very uncertain.” If the molecules of gases are 
admitted to be elastic corpuscules, the validity of Clausius’ prin¬ 
ciple is undeniable; and it is obvious that the value of the ratio /3 
must depend upon the shape of each molecule, and on the dis¬ 
tribution of elastic rigidity through it, if its substance is not 
homogeneous. Farther, it is clear that the value of /3 for a set of 
equal and similar corpuscules will not be the same after collision 
with molecules different from them in form or in elastic rigidity, 
as after collision with molecules only of their own kind. All that 
is necessary to complete Le Sage’s theory of gravity in accordance 
with modern science, is to assume that the ratio of the whole 
energy of the corpuscules to the translational part of their energy 
is greater, on the average, after collisions with mundane matter 
than after inter-collisions of only ultramundane corpuscules*. 
This supposition is neither more nor less questionable than that of 
Clausius for gases, which is now admitted as one of the generally 
recognised truths of science. The corpuscular theory of gravity is 
no more difficult in allowance of its fundamental assumptions than 
the kinetic theory of gases as at present received ; and it is more 
complete, inasmuch as, from fundamental assumptions of an 
extremely simple character, it explains all the known phenomena 
of its subject, which cannot be said of the kinetic theory of gases 
so far as it has hitherto advanced. 

Postscript, April 1872. 

In the preceding statement I inadvertently omitted to remark 
that if the constituent atoms are aeolotropic in respect to perme¬ 
ability, crystals would generally have different permeabilities in 

* [It has been generally considered to be a consequence of the Maxwell-Boltzmann 
doctrine of equipartition of energy among molecular freedoms that there can be 
only one ultimate distribution of energy in the molecule however it is produced, 
and that there remains only the question of the time it takes for the distribution 
to become established. Thus Maxwell has objected that on the Le Sage hypothesis 
the thermal energy of the universe would become transferred to his corpuscles. 
Lord Kelvin here in effect puts the question whether the trend to uniform dis¬ 
tribution would be disturbed, if the corpuscles collided only with the atoms and 
not with one another. For his objections to the general law of equipartition 
cf. Vol. IV. pp. 484s^gf.*, for subsequent literature cf. Larmor, Bakerian Lecture, 
Proc. Boy. Soc. 83 a. (1909) pp. 82—95. 

The interest of the present paper, mainly historical, is somewhat enhanced by 
the obvious incidental analogies to the behaviour of free electrons that are presented 
by Le Sage’s particles.] 
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different directions, and would therefore have different weights 
according to the direction of their axes relatively to the direction 
of gravity. No such difference has been discovered, and it is 
certain that if there is any it is extremely small. Hence, the 
constituent atoms, if aeolotropic as to permeability, must be so, 
but to an exceedingly small degree. Le Sage's second funda¬ 
mental assumption given above, under the title “ Constitution of 
Heavy Bodies” implies sensibly equal permeability in all direc¬ 
tions, even in an aeolotropic structure, unless much greater than 
Jupiter, provided that the atoms are isotropic as to permeability. 

A body having different permeabilities in different directions 
would, if of manageable dimensions, give us a means for drawing 
energy from the inexhaustible store laid up in the ultramundane 
corpuscules, thus:—First, turn the body into a position of minimum 
weight; Secondly, lift it through any height; Thirdly, turn it 
into a position of maximum weight; Fourthly, let it down to its 
primitive level. It is easily seen that* the first and third of those 
operations are performed without the expenditure of work ; and, on 
the whole, work is done by gravity in operations 2 and 4. In 
the corresponding set of operations performed upon a moveable 
body in the neighbourhood of a fixed magnet, as much work is 
required for operations 1 and 3 as is gained in operations 2 and 4; 
the magnetisation of the moveable body being either intrinsic or 
inductive, or partly intrinsic and partly inductive, and the part of 
its aeolotropy (if any), which depends on inductive magnetisation, 
being due either to magne-crystallic quality of its substance, or to 
its shape*. 

* “ Theory of magnetic induction in crystalline and non-crystalline substances,” 
Fhil. Mag.^ March 1851; ** Forces experienced by inductively magnetized ferro¬ 
magnetic and dia-magnetic non-crystalline substances,” Fhil. Mag,^ Oct. 1850; 
“Reciprocal action of dia-magnetic particles,” Phil, Mag., Dec. 1855; all to be 
found in a collection of reprinted and newly written papers on electrostatics and 
magnetism, nearly ready for publication (Macmillan, 1872). 
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[From Edinh. Bay. Soc. Broe. Vol. x. pp. 432—441; 

read March 1, 1880. Reprinted in Ency. Brit. 

Ed. 9, article ‘ Heat,’ and Math, atid Pkys. 

Papers, Vol. iii. pp. 156—165.] 

The first annexed diagram represents 
a thermometer constructed to show abso¬ 
lute temperature realised for the case of 
water and vapour of water as thermo¬ 
metric substance. The containing vessel 
consists of a tube with cjlindric bulb like 
an ordinary thermometer; but, unlike an 
ordinary thermometer, the tube is bent in 
the manner shown in the drawing. The 
tube may be of from 1 to 2 or 3 millims. 
bore, and the cylindrical part of the bulb 
of about ten times as much. The length of 
the cylindrical part of the bulb may be 
rather more than of the length of the 
straight part of the tube. The contents, 
water and vapour of water, are to be put 
in and the glass hermetically sealed to 
enclose them, with the utmost precautions 
to obtain pure water as thoroughly freed 
from air as possible, after better than the 
best manner of instrument makers in 
making cryophoruses and water hammers. 
The quantity of water left in at the seal¬ 
ing must be enough to fill the cylindrical 
part of the bulb and the horizontal branch, 
of the tube. When in use the straight part 
of the tube must be vertical with its closed 



Fig. 1. 
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end up, and the part of it occupied by the manometric water- 
column must be kept at a nearly enough definite temperature by 
a surrounding glass jacket-tube of iced-water. This glass jacket- 
tube is wide enough to allow little lumps of ice to he dropped into 
it from its upper end, which is open. By aid of an india-rubber 
tube connected with its lower end, and a little movable cistern, 
as shown in the drawing, the level of the water in the jacket is 
kept from a few inches above to a quarter of an inch below that 
of the interior manometric column. Thus, by dropping in lumps 
of ice so as always to keep some unmelted ice floating in the 
water of the jacket, it is easy to keep the temperature of the 
top of the manometric water-column exactly at the freezing 
temperature. As we shall see presently, the manometric water 
below its free surface may be at any temperature from freezing 
to 10° C. above freezing without more than per cent, of 
hydrostatic error. The temperature in the vapour-space above 
the liquid column may be either freezing or anything higher. 
It ought not to be lower than freezing, because, if it were so, 
vapour would condense as hoar frost on the glass, and evaporation 
from the top of the liquid column would either cryophoruswise 
freeze the liquid there, or cool it below the freezing point. 

The chief object of keeping the top of the manometric column 
exactly at the freezing-point is to render perfectly definite and 
constant the steam-pressure in the space above it. 

A second object of considerable importance when the bore of 
the tube is so small as one millimetre, is to give constancy to the 
capillary tension of the surface of the water. The elevation by 
capillary attraction of ice-cold water in a tube of one millimetre 
bore is about 7 millims. The constancy of temperature provided 
by the surrounding iced water will be more than sufiScient to 
prevent any perceptible error due to inequality of this effect. 
To avoid error from capillary attraction the bore of the tube 
ought to be very uniform, if it is so small as one millimetre. If 
it be three millimetres or more, a very rough approach to uniformity 
would suffice. 

A third object of the iced-water jacket, and one of much more 
importance than the second, is to give accuracy to the hydrostatic 
measurement by keeping the density of the water throughout the 
long vertical branch definite and constant. But the density of 
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water at the freezing point is only per cent, less than the 
maximum density, and is the same as the density at 8° C.; and 
therefore when per cent, is an admissible error on our thermo¬ 
metric pressure, the density will be nearly enough constant with 
any temperature from 0° to 10° 0. throughout the column. But 
on account of the first object mentioned above, the very top of 
the water-column must be kept with exceeding exactness at the 
freezing temperature. 



/ROW 0-2 CM. BORC 


Fig. 2. 

In this instrument the “thermometric substance” is the water 
and vapour of water in the bulb, or more properly speaking the 
portions of water and vapour of water infinitely near their 
separating interface. The rest of the water is merely a means 
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of measuring hydrostatically the fluid pressure at the interface. 
When the temperature is so high as to make the pressure too 
g;reat to he conveniently measured by a water column, the hydro¬ 
static measurement may be done, as shown in the second annexed 
drawing (fig. 2), by a mercury column in a glass tube, surrounded 
by a glass water jacket not shown in the drawing, to keep it very 
accurately at some definite temperature so that the density of the 
mercury may be accurately known. 

The simple form of steam thermometer represented with figured 
dimensions in the first diagram will be very convenient for practical 
use for temperatures from freezing to 60° C. Through this range 
the pressure of vapour of water, reckoned in terms of the balancing 
column of water of maximum density, increases from 6'25 to 202'3 
centimetres; and for this, therefore, a tube of a little more than 
2 metres will suflSice. From 60° to 140° C. the pressure of steam now 
reckoned in terms of the length of a balancing column of mercury 
at 0° increases from 14-88 to 271-8 centimetres; and for this a tube 
of 280 centimetres may be provided. For higher temperatures a 
longer column, or several columns, as in the multiple manometer, or 
an accurate air pressure-gauge, or some other means, such as a very 
accurate instrument constructed on the principle of Bourdon’s 
metallic pressure-gauge, may be employed, so as to allow us still 
to use water and vapour of water as thermometric substance. 

High-pressure Steam Thermometer. 

At 230° C., the superior limit of Regnault’s high-pressure steam 
experiments, the pressure is 27‘53 atmos, but there is no need for 
limiting our steam thermometer to this temperature and pressure. 
Suitable means can easily be found for measuring with all needful 
accuracy much higher pressures than 27 atmos. But at so high a 
temperature as 140° C., vapour of mercury measured by a water 
column, as shown in the diagram (fig. 3), becomes available for 
purpses for which one millimetre to the degree is a sufficient 
sensibility. The mercury-steam-pressure thennometer, with pres¬ 
sure measured by water-column,of dimensions shown in the drawing 
serves from 140° to 280° C., and will have very ample sensibility 
through the upper half of its scale. At 280° C. its sensibility 
mil be aW 4f centimetres to the degree! For temperatures 
above 280°C. sufficient sensibility for most purposes is obtained by 
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substituting mercury for water in that simplest form of steam 
thermometer shown in fig. 1, in which the pressure of the steam 
is measured by a column of the liquid itself kept at a definite 
temperature. When the liquid is mercury there is no virtue in 
the particular temperature 0° C., and a stream of water as nearly 
as may be of atmospheric temperature will be the easiest as well 
as the most accurate way of keeping the mercury at a definite 
temperature. As the pressure of mercury-steam is at all ordinary 



atmospheric temperatures quite imperceptible to the hydrostatic 
test when mercury itself is the balancing liquid, that which was 
the chief reason for fixing the temperature at the interface between 
liquid and vapour at the top of the pressure-measuring column 
when the balancing liquid was water, has no weight in the present 
case; but, on the other hand, a much more precise definiteness 
than the ten degrees latitude allowed in the former case for the 
temperature of the main length of the manometric column is now 
necessary. In fact, a change of temperature of 2'2° 0. in mercury 

K. V. 6 
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at any atmospheric temperature produces about the same propor¬ 
tionate change of density as is produced in water by a change of 
temperature from 0° to 10° 0., that is to say, about per cent.; but 

there is no difficulty in keeping, by means of a water jacket, the 
mercury column constant to some definite 
temperature within a vastly smaller margin 
of error than 2*2° 0., especially if we choose for 
the definite temperature something near the 
atmospheric temperature at the time, or the 
temperature of whatever abundant water 
supply may be available. If the glass tube 
for the pressure-measuring mercury column 
be 830 centimetres long, the simple mercury- 
steam thermometer may be used up to 520° C., 
the highest temperature reached by Regnault 
in his experiments on mercury-steam. By 
using an iron bulb and tube for the part of 
the thermometer exposed to the high tempe¬ 
rature, and for the lower part of the measuring 
column to within a few metres of its top, with 
glass for the upper part to allow the mercury 
to be seen, a mercury-steam-pressure thermo¬ 
meter can with great ease be made which shall 
be applicable for temperatures giving pressures 
up to as many atmospheres as can be measured 
by the vertical height available. The appara¬ 
tus may of course be simplified by dispensing 
with the Torricellian vacuum at the upper 
end of the tube, and opening the tube to the 
atmosphere, when the steam-pressure to be 
measured is so great that a rough and easy 
barometer observation gives with sufficient 
accuracy the air-pressure at the top of the 
measuring column. The easiest, and not Fig. L 

necessarily in practice the least accurate, way 
of measuring very high pressures of mercury-steam will be bj 
enclosing some air above the cool, pressure-measuring column o: 
mercury, and so making it into a compressed-air pressure-gauge 
it being understood that the law of compression of the air undei 
the pressures for which it is to be used in the gauge is known bj 
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accurate independent experiments such as those of Regnault on 
the compressibility of air and other gases. 

The -water-steam thermometer may be used, but somewhat 
precariously, for temperatures below the freezing-point, because 
water, especially when enclosed and protected as the portion of it 
in the bulb of our thermometer is, may be cooled many degrees 
below its freezing-point without becoming frozen; but, not to 
speak of the uncertainty or instability of this peculiar condition 
of water, the instrument would be unsatisfactory on account of 
insufficient thermometric sensibility for temperatures more than 
two or three degrees below the freezing-point. Hence, to make a 
steam thermometer for such temperatures some other substance 
than water should be taken, and none seems better adapted for 
the purpose than sulphurous acid, which, in the apparatus repre¬ 
sented with figured dimensions in the accompanying diagram 
(fig. 4), makes an admirably convenient and sensitive thermometer 
for temperatures from + 20° to something far below — 30° C., as we 
see from the results of Regnault’s measurements. 


To sum up, we have, in the preceding description and drawings, 
a complete series of steam-pressure thermometers, of sulphurous 
acid, of water, and of mercury, adapted to give absolutely definite 
and highly sensitive thermometric indications throughout the wide 
range from something much below —30° to considerably above 
520° of the centigrade scale. The graduation of the scales of these 
thermometers to show absolute temperature is to be made by 
calculation from the thermodynamic formula 


log« 


^ — p (1 — <^p 

^ Po 


JpK 


where t denotes the absolute temperature corresponding to 
steam-pressure p; the absolute temperature corresponding 
to steam-pressure tc the latent heat of the steam per unit 
mass; p the density of the steam; and cr the ratio of the density 
of the steam to the density of the liquid in contact with it. 
When the requisite experimental data, that is to say, the values 
of cr and pic for different values of p throughout the range for 
which each substance is to be used as thermometric fluid are 
available, the graduation of the scales of these thermometers to 
show absolute temperature can be performed in practice by cal¬ 
culation from the formula. Hitherto these requisites have not 
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been given by direct experiment for any one of the three sub¬ 
stances with sufficient accuracy for our thermometric purpose 
through any range whatever. Water, naturally, is the one for 
which the nearest approach to the requisite information has been 
obtained. For it Regnault’s experiments have given, no doubt 
with great accuracy, the values of p and of k for all temperatures 
reckoned by his normal air thermometer, which we now regard 
merely as an arbitrary scale of temperature, through the range 
from — 30° to + 230°. If he, or any other experimenter, had 
given us with similar accuracy through the same range the values 
of p and (T for temperatures reckoned on the same arbitrary scale, 
we should have all the data from experiment required for the 
graduation of our water-steam thermometer to absolute thermo¬ 
dynamic scale. For it is to be remarked that all reckoning of 
temperature is eliminated from the second member of the formula, 
and that, in our use of it, Regnault’s normal thermometer has 
merely been referred to for the values of p/c and of 1 — which 
correspond to stated values of p. The arbitrary constant of 
integration, is truly arbitrary. It will be convenient to give 
it such a value that the diflference of values of t between the 
freezing-point of water and the temperature for which p is equal 
to one atmo shall be 100, as this makes it agree with the centi¬ 
grade scale in respect to the difference between the numbers 
measuring the temperatures which on the centigrade scale are 
marked 0° and 100° C. Indirectly, by means of experiments on 
hydrogen gas, this assignation of the arbitrary constant of inte¬ 
gration would give 273 for the absolute temperature 0° C., and 
373 for that of 100° C., as is proved in p. 56 of the article on 
Heat,’' in the Encyclopcedia Britannica. Meantime, as said 
above, we have not the complete data from direct experiments 
even on water-steam for graduating the water-steam thermo¬ 
meter ; but, on the other hand we have, from experiments on air 
and on hydrogen and other gases, data which allow us to graduate 
indirectly any continuous intrinsic thermoscope according to the 
absolute scale. By thus indirectly graduating the water-steam 
thermometer, we learn the density of steam at different tempera¬ 
tures with more probable accuracy than it has hitherto been made 
known by any direct experiments on water-steam itself. 

Merely viewed as a continuous intrinsic thermoscope, the 
steam-thermometer, in one or other of the forms described above 
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to suit different parts of the entire range from the lowest tem¬ 
peratures to temperatures somewhat above 520° C., is no doubt 
superior in the conditions requisite for accuracy to every other 
thermoscope of any of the different kinds hitherto in use; and it 
may be trusted more surely for accuracy than any other as a 
thermometric standard when once it has been graduated according 
to the absolute scale, whether by practical experiments on steam, 
or indirectly by experiments on air or other gases. In fact, the 
use of steam-pressure measured in definite units of pressure, as a 
thermoscopic effect, in the steam thermometer is simply a con¬ 
tinuous extension to every temperature, of the principle already 
practically adopted for fixing the temperature which is called 
100° on the centigrade scale; and it stands on precisely the same 
theoretical footing as an air thermometer, or a mercury-in-glass 
thermometer, or an alcohol thermometer, or a methyl-butyrate 
thermometer, in respect to the graduation of its scale according 
to absolute temperature. Any one intrinsic thermoscope may be 
so graduated ideally by thermodynamic experiments on the 
substance itself without the aid of any other thermometer or any 
other thermometric substance; but the steam-pressure thermo¬ 
meter has the great practical advantage over all others, except 
the air thermometer, that these experiments are easily realisable 
with great accuracy instead of being, though ideally possible, 
hardly to be considered possible as a practical means of attaining 
to thermodynamic thermometry. In fact, for water-steam it is 
only the most easily obtained of experimental data, the measure¬ 
ment of the density of the steam at different pressures, that 
has not already been actually obtained by direct experiment. 
Whether or not when this lacuna has been filled up by direct 
experiments, the data from water-steam alone may yield more 
accurate thermodynamic thermometry than we have at present 
from the hydrogen or nitrogen gas thermometer,—to be described 
in a subsequent communication to the Royal {Proceedings, 

April 19, 1880)—^we are unable at present to judge. But when 
once we have the means, directly from itself, or indirectly fi:om 
comparison with hydrogen or nitrogen or air thermometers, of 
graduating once for all a sulphurous acid steam thermometer, a 
water-steam thermometer, or a mercury-steam thermometer, that is 
to say, when once we have a table of the absolute thermodynamic 

* [No. 114 infra, pp. 99—105.] 
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temperatures corresponding to the dififerent steam-pressures of the 
substances sulphurous acid, water, and mercury, we have a much 
more accurate and more easily reproducible standard than either 
the air or gas thermometer of any form, or the mercury thermo¬ 
meter, or any liquid thermometer, can give. In fact, the series 
of steam thermometers for the whole range from the lowest 
temperatures can be reproduced with the greatest ease in any 
part of the world by a person commencing with no other material 
than a piece of sulphur and air to burn it in*, some pure water, 
some pure mercury, and with no other apparatus than can be made 
by a moderately skilled glass-blower, and with no other standard of 
physical measurement of any kind than an accurate linear measure. 
He may assume the force of gravity to be that calculated for his 
latitude with the ordinary rough allowance for his elevation above 
the sea, and his omission to measure with higher accuracy the 
actual force of gravity in his locality can lead him into no thermo¬ 
metric error which is not incomparably less than the inevitable 
errors.in the reproduction and use of the air thermometer, or of 
mercury or other liquid thermometers. In temperatures above 
the highest for which mercury-steam pressure is not too great to 
be practically available, nothing hitherto invented but Deville’s 
air thermometer with hard porcelain bulb suited to resist the 
high temperature is available for accurate thermometry. 

The following statement is in the EncyclopcEdia Britannica 
article ‘"Heat,” appended to the description of steam-pressure 
thermometers which it contains:—'‘We have given the steam 
thermometer as our first example of thermodynamic thermometry 
because intelligence in thermodynamics has been hitherto much 
retarded, and the student unnecessarily perplexed, and a mere 
quicksand has been given as a foundation for thermometry, by 
building from the beginning on an ideal substance called perfect 
gas, with none of its properties realised rigorously by any real 
substance, and with some of them unknown, and utterly un¬ 
assignable, even by guess. But after having been moved by this 
reason to give the steam-pressure thermometer as our first 
theoretical example, we have been led into the preceding carefully 
detailed examination of its practical qualities, and we have thus 

„ * PracticaUy, the best ordinary chemical means of preparing sulphurous acidy 

as from sulphuric acid, by heating with copper, might be adopted in preference to 
burning sulphur. ' * 
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become convinced that though hitherto used in scientific in¬ 
vestigations only for fixing the boiling-point/’ and (through an 
inevitable natural selection) by practical engineers for knowing 
the temperatures of their boilers by the pressures indicated by 
the Bourdon gauge, it is destined to be of great service both in 
the strictest scientific thermometry, and as a practical thermo¬ 
meter for a great variety of useful applications.” 
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110 . On a SuLPHUBoas Acid Oryophorxjs. 

[From Edinh. Roy. Soc. Froo. Vol. x. pp. 442, 443; read March 1,1880 

(Abstract).] 

The instrument exhibited to the Royal Society consisted of a 
U-shaped glass tube stopped at both ends, containing sulphurous 
acid liquid and steam. The process by which the sulphurous 
acid is freed from air, which was partially exhibited to the Royal 
Society, is as follows:— 

Begin with a glass U tube open at both ends, and attach to 
each a small convenient, very fine, and perfectly gas-tight, stop¬ 
cock. Placing it with the bend down in a freezing mixture, 
condense pure well-dried sulphurous acid gas direct into it from 
the generator till it is full nearly to the tops of the two branches. 
Then close the stop-cock, detach from the generator, and remove 
from the freezing mixture. Holding it still with the bend down, 
apply gentle heat to the bend, by a warm hand or by aid of a 
spirit-lamp, so as to produce boiling, the bubbles rising up in 
either one or the other of the two branches. After doing this 
for some time let the bend cool, and apply gentle heat to the 
surface of the liquid in that one of the branches into which the 
bubbles passed. With great care now open very slightly the 
stop-cock at the top of this branch, until the liquid is up to very 
near the top of the tube, and close the stop-cock before it begins 
to blow out. Repeat the process several times, causing the bubbles 
sometimes to rise up one branch, and sometimes up the other. 
After this has been done two or three dozen times, it is quite 
certain that only a very infinitesimal amount of air can have 
remained in the apparatus. When satisfied that this is the case, 
sink the bend once more into a fireezing mixture, and with a 
convenient blow-pipe and flame melt the glass tube below each 
stop-cock so as to hermetically seal the two ends of the U tube, 
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and detach them from the stop-cocks. This completes the con¬ 
struction of the sulphurous acid cryophorus. 

The instrument, if turned with the bend up and the two sealed 
ends down, may be used as a cryophorus presenting interesting 
peculiarities. 

The most interesting qualities are those which it presents 
when held with the bend down. In this position it constitutes a 
differential thermometer of exceedingly high sensibility, founded 
on the difference of sulphurous acid steam-pressure due to 
difference of pressure in the two branches. One very remarkable 
and interesting feature is the exceeding sluggishness with which 
the liquid finds its level in the two branches when the external 
temperature is absolutely uniform all round. In this respect it 
presents a most remarkable contrast with a U tube, in other 
respects similar, but occupied by water and water-steam instead 
of sulphurous acid and sulphurous-acid steam. If the U tube of 
water be suddenly inclined 10 or 20 degrees to the vertical in the 
plane of the two branches, the water oscillates before it settles 
with the free surfaces in the two branches at the same level. 
When the same is done to the U tube of sulphurous acid, it 
seems to take no notice of gravity; but in the course of several 
minutes it is seen that the liquid is sinking slowly in one branch 
and rising in the other towards identity of level. The reason is 
obvious. 
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111 , On a Realised Sulphueous Acid Steam-Peessube 
Thermometer, and on a Sulphurous Acid Steam- 
Pressure Differential Thermometer; also a Note on 
Steam-Pressure Thermometers. 

[Prom Edin. Roy. 8oc. Froc, Yol. x. pp. 532—536; read April 19, 1880.] 

A SULPHUROUS acid steam-pressure thermometer, on the plan 
described in my communication on the subject to the Royal 
Society of March 1, has been actually constructed, with range up 
to 25® C., but not yet in a permanent form. The. slight trials 
I have been able to make with it give promise that, in respect to 
sensibility and convenience for practical use, it will most satis¬ 
factorily fulfil all expectations, and have given some experience 
in respect to the overcoming of difficulties of construction, from 
which the following instructions are suggested as likely to be 
useful to any one who may desire to make such an instrument:— 

(1) The sulphurous acid steam thermometer might more 
properly be called a cryometer than a thermometer, because it 
is not very convenient, except for measuring temperatures lower 
than the atmospheric temperature at the place and time of 
observation; for, it must be remarked, that the thermometric 
sul^tance, that is to say, the infinitesimal layer of liquid and 
steam of sulphurous acid at the interface between the two in 
the bulb in the annexed drawing (fig. 1), must be at a lower 
temperature than any other part of the space of bulb and tube 
between it and the mercury surface in the shorter vertical 
column. It is satisfactory, however, that the instrument is really 
not needed for temperatures above +10® 0., because for such the 
water steam-pressure thermometer, represented in the first of the 
three diagrams of my former communication, has ample sensibility 
for most practical purposes. Hence, instead of the range up to 
25“ C. in the instrument already realised, and the great length 
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of tube (295 centimetres for the long vertical branch) which it 
requires, I propose in future to let -{-10° C. be the superior limit 
of the temperatures to be measured by an ordinary sulphurous 
acid steam thermometer. For this, the long vertical branch need 
not be more than 175 centimetres; thus the 
instrument is much more easily made, and 
when made, is much less cumbrous. 

(2) The upper end of the long branch, 
being open to begin with, is to be securely 
cemented to a small and very perfectly air¬ 
tight iron stop-cock i, communicating with 
an iron pipe, bent at right angles, as shown 
in the drawing (fig. 2). This iron pipe is, in 
the first place, to be put into communication 
temporarily by an india-rubber junction with 
the generator, and with an air-pump, by 
means of a metal branch tube, with two stop¬ 
cocks R and S, as shown in the drawing. 

(3) To begin, close R and open S and L ; 
and exhaust moderately (down to half an inch 
of mercury will suffice). Warm the whole 
length of the bent tube moderately by a spirit 
lamp, or spirit lamps, to dry the inner surface 
sufficiently. Then, still maintaining the ex¬ 
haustion by the air-pump, apply a fi:eezing 
mixture to the bulb and shorter vertical tube, 
and all of the long vertical tube except a 
convenient length of a foot or two next its 
upper end, as shown in the drawing. Before 
joining the generator to Q, let enough of sul¬ 
phurous acid gas be passed out through P to 
clear out fairly well the air from the generator 
and the purifying sulphuric acid wash-bottles 
and pumice tubes, &c. Then make the junction 
at Q, close the stop-cock 8 and open R very gently taking care 
not to let air be sucked in by the safety tube of the generating 
apparatus *. Continue until liquid sulphurous acid is seen in the 

* One of the sulphuric acid wash-bottles must be provided with a safety tube 
with overflow bulb. An ordinary pipette with its stem fitted into the india-rubber 
stopper of the bottle will serve for the purpose. 





Lch, about the top of the freezing mixture, thei 
p-cock L, disconnect at E, and remove from th< 
^but beware of Professor Guthrie's cryohydrates] 
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(4) Now, place the instrument with the long straight parts 
of the tube nearly horizontal, but sloping slightly upwards towards 
L, and by a hand or spirit lamp properly applied, boil the liquid, 
the stop-cock L being still closed. After boiling for some time 
cause the liquid to occupy the whole space from T to its free 
surface, then very carefully open the stop-cock L slightly, being 
ready to close it quickly and prevent the escape of any of the 
liquid in case of sudden ebullition. Repeat this process over and 
over again two or three dozen times, so as thoroughly to remove 
air or other gases more volatile than sulphurous acid from the 
liquid. To as much as possible remove water or any fluid less 
volatile than sulphurous acid, proceed as follows:—Apply heat at 
T and in the bend next T until the liquid leaves that part of the 
enclosure and stands nearly at a level in the short and long 
vertical branch, the instrument being held with A down. Apply 
a freezing mixture to T, taking care not to cool it to quite as low 
a temperature as —11° C.; so that the pressure of the sulphurous 
acid liquid and steam may remain something above the external 
atmospheric pressure. Occasionally open the stop-cock L very 
slightly to prevent the liquid from being drawn up the short 
vertical branch through preponderance of temperature in the long 
vertical branch. Continue this until about a centimetre of liquid 
has been distilled over into the bulb T, Then open the stop-cock 
L very carefully until all the liquid in the two vertical branches 
is blown out, leaving that which has been distilled over into the 
bulb r, and then close L again. 

(5) Then dip the end E under pure mercury, and by opening 
L very gently and warming the free surface of the liquid sul¬ 
phurous acid, let gas escape bubbling up through the mercury. 
Close L again before or when the quantity of liquid in the bulb 
at T begins to be perceptibly diminished. Then apply a freezing 
mixture to T until mercury is drawn in. Incline the instrument 
with A up and L down, and watch until the mercury is drawn up 
to A, then incline with A down and let a little more mercury 
come in. Then close L. Lastly, keeping T still in the freezing 
mixture, melt the glass below L till it collapses and blows the 
mercury down, leaving Torricellian vacuum at the sealed end. 
The instrument is now complete and ready for use. 
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Sulphurous Acid Steam-Pressure Differential Thermometer. 

This consists of a U tube, with its ends bent down, as shown 
in the drawing, containing mercury in the main bend and in the 
lower parts of the straight vertical branches, and sulphurous acid 
gas, steam, and liquid in the rest of the enclosure. Every other 
part of the enclosure must be kept somewhat warmer than the 
warmer of the two ends, T, T'. 

The infinitesimal quantities of matter in the transitional layers, 
between liquid and steam, at T and T\ constitute the thermo¬ 
metric substance. The gas between 
these and the manometric mercury, and 
the mercury serve merely the purpose 
of transmitting the steam-pressures, and 
measuring the difference between them. 

At C., the sensibility of the 
instrument, as we see by Regnault's 
tables of sulphurous acid steam-pres¬ 
sures, quoted in the article '‘Heat,'' of 
the eleventh volume of the Encyclopcedia 
Britannica, is 7 centimetres difference 
of mercury levels, to V difference of 
temperature (that is temperatures 12°, 13°) at T, T respectively. 

At 22^° 0. the sensibility similarly reckoned, is 12*2 cms.to 1° C. 



Eig. 3. 


Note on Steam-Pressure Thermometers. 

If the bore of the vertical tube is less than three or four 
millimetres, there ought to be an enlargement at its upper end, 
or else there should not be quite enough of the liquid to fill the 
tall manometric tube; otherwise, if in the use of the instrument 
the liquid is pressed up to the top of the vertical tube, it is 
impossible to get it down again except by the tedious operation 
of distilling the whole liquid from the tube into the bulb, by 
applying heat by means of a spirit-lamp or a large vessel of hot 
water to the manometric tube, which, to facilitate this operation, 
may be held inclined with the closed end down. An instrument 
like that shown in fig. 1 of my former communication (March 1, 
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1880), with vertical tube of the diameter (2 or 3 millimetres) 
there stated is subject to this inconvenience, although, in my first 
attempts to realise the instrument, imperfect removal of air from 
the water and steam in the enclosed space prevented me from 
experiencing it. The difficulty, of course, might have been fore¬ 
seen ; but I did not think it would have been so great as I now 
find it to be with an instrument constructed exactly according to 
fig. 1 of my former communication, with air very perfectly removed 
from the enclosure by a proper process of boiling before sealing 
the instrument. 
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112. On a Differential Thermoscope founded on Change 
OF Viscosity of Water with Change of Temperature. 


[From Edinh Roy. Soc. Proc. Vol. x. p. 537 ; read April 19, 1880.] 

Water flows from a little cistern or reservoir R through a 
wide vertical tube /S, about two metres long; thence through a 
horizontal capillary tube G\ 50 or 100 centimetres long; thence 
through a wide horizontal metal tube T, 20 or 30 centimetres 
long; thence through a second horizontal capillary G ; and lastly, 
out by a little constant-level overflow cup L. A vertical glass 
manometric tube M, a metre and a half long, standing up above 
the end of T next C to measure the pressure in T by a water 
column; and a means of giving any uniform temperature to the 
outsides of S and G\ and any other uniform temperature to the 
outsides of Tand O'; complete the instrument. 

Denote the heights of the levels of the water in R and if, 
above L, by h and — x. If 0 and O' are equal and similar, or 
otherwise so proportioned as to be equal in their resistances to 
the flow of the water at equal temperatures through them, we 
find from the formula by which Poiseuille expressed the results of 
his experiments on the flow of water through capillary tubes 

, *03368 4 ~ r) + *000221. i (t" - 

^ 1 + -03368. i (< + O + -000221. + <'0 ’ 

where i and t denote the temperatures of the water as it flows 
through C' and G. By the arrangements described it is secured 
that t is very nearly the same as the temperature of the outsides 
of B and G, Thus, if A = 200 cms., ^^ = 0°, and t = l°, we have 
ip = 3*3. Thus the sensibility is 33 mms. per 1° C.; and 1/30 of a 
degree would therefore be very perceptible. 

Even with its high sensibility this instrument may not be 
frequently found convenient for thermal researches, and its chief 
use may be for illustration of Poiseuille's important discovery. 
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113. On a Thermomagnjetic Thermoscope. 


[From Edinh. Roy. Roc. Proc. Yol. X. [read April 19, 1880], pp. 538, 539.] 

This thermoscope is founded on the change produced in the 
magnetic moment of a steel magnet by change of temperature. 
Several different forms suggest themselves: the one v^hich seems 
best adapted to give good results is to be made as follows:— 

(1) Prepare an approximately astatic system of two thin, 
hardened steel wires, r b, r h\ each 1 cm. long, one of them, r b, 
hung by a single silk fibre, and the other hung bifilarly from it, 
by fibres about 3 cms. long, so attached that the projections of the 
two, on a horizontal plane, shall be inclined at an angle of about 
*01 of a radian (or *57°) to one another. 

(2) Hang a very small light mirror bifilarly from the lower of 
the two wires. 

(3) Magnetise the two wires to very exactly equal magnetic 
moments in the dissimilar directions. This is easily done by a 
few successive trials, to make them rest as nearly as possible per¬ 
pendicular to the magnetic meridian. 

(4) Take two pieces of equal and similar straight steel wire, 
well hardened, each 2 cms. long, and about *04 cm. diameter; 
magnetise them equally and similarly; and mount them on a 
suitable frame to fulfil conditions (5) and (6). Call them R B> 
and R' B\ B and B' denoting the ends containing true north 
polarity (ordinarily marked B), and R R' true south (ordinarily 
marked red). The small letters r, 6, r, b' mark, on the same plan, 
the polarities of r b and r' b'. 

(5) The magnets R B, R' 5', are to be relatively fixed in 
line on their frame, with similar poles next one another, at a 
distance of about 2 cms. asunder; as thus R B ... B' R, with 
B B' —2 cms. 


K. V. 


7 
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(6) This frame is to be mounted od a geometrical slide upon 
the case within which the astatic pair r b, r' h' is hung, in such 
a manner that the line of R JB, B' R' bisects r b, approximately at 
right angles, and that R B B' K may be moved by a micrometer 
screw through about a millimetre on each side of its central 
position, the line of motion being the line of R B, B' R\ and the 
‘‘ central position ” being that in which B and B' are equidistant 
from the centre of r b. 

(7) A lamp and scale, with proper focussing lens if the 
mirror is not concave, are applied to show and measure small 
deflections as in my mirror galvanometers and electrometer. 


Use of the Thermosoope. 

(8) Place the instrument with the needles approximately 
perpendicular to the magnetic meridian, turning it so as to bring 
b and V to the south side of the vertical plane bisecting the small 
angle between the projections of r b, r' b, and r and r to the north 
side of it. 

(9) By aid of the micrometer screw bring the luminous image 
to its middle position on the scale. 

(10) Cause R B, B' R' to have different temperatures. The 
luminous image is seen to move in such a direction as is due to r 
approaching the cooler, and receding from the warmer of the two 
deflectors B R, B' R\ 



114 . On a Constant Piiksscjkk Gas Thehmometeh. 


[From Edinh. Iknj. E(m\ Pn)t\ VoL X. [rivul April 19, 1880], pp. 58!) *^'545 ; 

Miiih, and Pht^n, Pttpen^ Vol. nr, pp. 182—lHB.] 

In the article on published in the eleventh voliirrn? 

of the JiInci/dop(ffdui Hritannmt, rcderi'ed to in iny pn^vious coin- 
municatiouH to the Royal Hocietfy on Hteain PrerHsun? ’'rhi^nnoinetfU'H, 
it is shown that thii (Jonstant IVessure AJr Th<‘nn<)m(‘,ter is the. 
proper form of expansional tliennoin(d,er to giv(j t(nnperature 
on the absolute! thcuinodynaniic sc!ale, with no oth(!r data a-s to 
physical properiicts <if the fluid than the thc'.rnuil (!ffect which it 
experiences in hewing forcitd through a porous plug, as in tlie 
experiment of Joule fuid myself on this subject^; and the thorrmd 
capacity of the fluid under constant iiressunj. These data for air, 
hydrogen, and nitrogen have all been obtained with considerable 
accuracy, and thcfrefore it bc?eonu!H an important objec.t towards 
pronioting accurate ihitrmometry, t,o make a practical working 
thermometer directly adapted to show temperature on thtj absolute 
thermodynamic sctale through the whole range of temperature!, 
from the lowest attainable by any rru»ans, to tint highest for which 
glass remains sidid. This, I believe, may be done by avoiding the 
objectionable expedient adopted hy Pouillet and Regnault, of 
allowing a iwrtion (when high temperatures are to bo rneasurcjd 
the gr<!at€T portion) of the whole gm to lie pressed into a cool 
volumetric chamber, out of the thermornetric cliamlier proper, by 
the expansion of the portion which remains in; and instead ful¬ 
filling the condition, stated, but pronounced jiractically impossible, 
by Ilagnault VoL L pp. ICiH, Wd% that the thermo- 

metric gas shall like the mercury of a inercmy theraiorneter be 
allowed to expand freely at erinstant pressure in a ca^Iibrated 
rescjrvoir maintaincMJ throughout at one temperature.^' I have? 
accoMingly designed a constant pressure gm thermometer to 

'* Thermal Iffnefci of Fltiidu in Motion/^ Tran$, 1%. Boc. Lmii., Jane 
Joat 18M, June aacl Jan# liS2. 
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fulfil this condition. It is represented in the accompanying 
drawing, and described in the following extract from the article 
referred to:— 

The vessel containing the thermometric fluid, which in this 
case is to be either hydrogen or nitrogen*, consists in the main 
of a glass bulb and tube placed vertically with bulb up and 
mouth down; but there is to be a secondary tube of much finer 
bore opening into the bulb or into the main tube near its top, 
as may be found most convenient in any particular case. The 
main tube which, to distinguish it from the secondary tube, will 
be called the volumetric tube, is to be of large bore, not less 
than 2 or 3 centimetres, and is to be ground internally to a truly 
cylindric form. To allow this to be done it must be made of 
thick, well-annealed glass like that of the French glass-barrelled 
air-pumps. The secondary tube, which will be called the mano- 
metric capillary, is to be of round bore, not very fine, say from 
half a millimetre to a millimetre diameter. Its lower end is to 
be connected with a mercury manometer to show if the pressure 
of the thermometric air is either greater or less than the definite 
pressure to which it is to be brought every time a thermometric 
measurement is made by the instrument. The change of volume 
required to do this for every change of temperature is made and 
measured by means of a micrometer screw f lifting or lowering 


* Common air is inadmissible, because even at ordinary temperatures its 
oxygen attacks mercury. The film of oxide thus formed would be very incon¬ 
venient at the surface of the mercury caulking, round the base of the piston, and 
on the inner surface of the glass tube to which it would adhere. Besides, sooner 
or later the whole quantity of oxygen in the air must be diminished to a sensible 
degree by the loss of the part of it which combines with the mercury. So far as 
we know, Regnault did not complain of this evil in his use of common air in his 
normal air thermometer nor in his experiments on the expansion of air {Experi¬ 
ences, Vol. I.), though probably it has vitiated his results to some sensible degree. 
But he found it to produce such great irregularities when, instead of common air, 
he experimented on pure oxygen, that from the results he could draw no conclusion 
as to the expansion of this gas {Experiences, Vol. i. p. 77). Another reason for the 
avoidance of air or other gas containing free oxygen is to save the oil or other 
liquid which is interposed between it and the mercury of the manometer from 
being thickened or otherwise altered by oxidation. 

t This screw is to be so well fitted in the iron sole-plate as to be sufficiently 
mercury-tight %ithout the aid of any soft material, under such moderate pressure 
as the greatest it will experience when the pressure chosen for the thermometric 
gas is not more than a few centimetres above the external atmospheric pressure. 
When the same plan of apparatus is used for investigation of the expansion of 
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a long solid glass piston, fitting easily in the glass tube, and 
caulked air-tight by mercury between its lower end and an iron 
sole-plate by which the mouth of the-volumetric tube is closed. 
To perform this mercury caulking, when 
the piston is raised and lowered, mercury 
is allowed to flow in and out through a 
hole in the iron sole-plate by an iron 
pipe, connected with two mercury cis¬ 
terns at two different levels by branches 
each provided with a stopcock. When 
the piston is being raised the stopcock 
of the branch leading to the lower cistern 
is closed, and the other is opened enough 
to allow the mercury to flow up after 
the piston and press gently on its lower 
side, without entering more than in¬ 
finitesimally into the space between it 
and the surrounding glass tube (the 
condition of the upper bounding surface 
of the mercury in this respect being 
easily seen by the observer looking at it 
through the glass tube). When the 
piston is being lowered, the stopcock 
in the branch leading from the upper 
cistern is closed, and the one in the 
branch leading to the lower cistern is 
opened enough to let the mercury go 
down before the piston, instead of being 
forced to any sensible distance into the 
space between it and the surrounding 
tube, but not enough to allow it to part company with the 
lower surface of the piston. The manometer is simply a mercury 
barometer of the form commonly called a siphon barometer, with 

^ases under high pressures, a greased leather washer may be used on the upper 
side of the screw-hole in the sole-plate, to prevent mercury from escaping round 
the screw. It is to be remarked that in no case will a little oozing out of the 
mercury round the screw while it is being turned introduce any error at all into 
the thennometric result; because the correctness of the measurement of the 
volume of the gas depends simply on the mercury being brought up into contact 
with the bottom of the piston, and not more than just perceptibly up between the 
piston and volumetric tube surrounding it. 
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its lower end not open to the air but connected to the lower 
end of the manoinetric capillary. This connection is made below 
the level of the mercury in the following manner. The lower 
end of the capillary widens into a small glass bell or stout tube 
of glass of about 2 centimetres bore and 2 centimetres depth, 
with its lip ground flat like the receiver of an air-pump. The 
lip or upper edge of the open cistern of the barometer (that is 
to say, the cistern which would be open to the atmosphere were 
it used as an ordinary barometer) is also ground flat, and the two 
lips are pressed together with a greased leather washer between 
them to obviate risk of breaking the glass, and to facilitate the 
making of the joint mercury tight. To keep this joint perennially 
good, and to make quite sure that no air shall ever leak in, in 
case of the interior pressure being at any time less than the 
external barometric pressure or being arranged to be so always, 
it is preserved and caulked by an external mercury jacket not 
shown in the drawing. The mercury in the thus constituted lower 
reservoir of the manometer is above the level of the leather joint, 
and the space in the upper part of the reservoir over the surface 
of the mercury, up to a little distance into the capillary above, 
is occupied by a fixed oil or some other practically vapourless 
liquid. This oil or other liquid is introduced for the purpose of 
guarding against error in the reckoning of the whole bulk of the 
thermometric gas, on account of slight irregular changes in the 
capillary depression of the border of the mercury surface in the 
reservoir. 

In the most accurate use of the instrument, the glass and 
mercury and oil of the manometer are all kept at one definite 
temperature, according to some convenient and perfectly trust¬ 
worthy intrinsic thermoscope, by means of thermal appliances not 
represented in the drawing but easily imagined. This condition 
being fulfilled, the one desired pressure of the thermometric gas 
is attained with exceedingly minute accuracy by working the 
micrometer screw up or down until the oil is brought precisely to 
a mark upon the manometric capillary. 

In fact, if the glass and mercury and oil are all kept rigorously 
at one constant temperature, the only access for error is through 
irregular variations in the capillary depressions in the borders of 
the mercury surfaces. With so large a diameter as the 2 centi- 
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metres chosen in the figured dimensiens of the drawing, the error 
from this cause can h^irdly amount to ycVo cent, of the whole 
pressure, supposing this to be one atrno or thereabouts. 

For ordinary uses of this constant-pressure gas thermometer, 
where the most minute accuracy is not needed, the rule will still 
be to bring the oil to a fixe<l mark on the manometric capillary; 
and no precaution in respe^^t to temperature will b(i ncMsess^iry 
except to secure that it is approximaUdy uniform throughout the 
mercury and containing glass, from lower to highcir kwcl of th(i 
mercury. The quantity of oil is so small that, whatcv(ir its 
temperature may bci, tht* bringing of its frc^(.‘ surface to a fixed mark 
on the capillary secures that thet riKjrcury surface below the oil 
in the lower reservoir is very nearly at orut constant point relati vely 
to the glass, much more nearly so than it could l)c ma<Ui hy dir(;ct 
observation of the mercury surface*, at all events without optical 
magnifying pow(*r. Now if the mercury surface he at a constant 
point of the glass, it is easily provcjd that tins (lifferenco of pressures 
between the two mercury surfaces will be consbmt, notwithstanding 
considerable variations of the common tcunperature of the merctiry 
and ghiss, provided a certiiin cuisy condition is fulfilled, through 
which the effect of the (jxpansion of the glass is compcuisated by 
the expansion of the mercury. This condition is, that the whole 
volume of the mercury shall bear to thcj volume in the cylindric 
vertical tube from the upp(T surfiice to tluj level of the lower 
surface the ratio of fX—|cr) to (X —or), where X denokis the cubic 
expansion of the mercury and or the cubic expansion of thi) solid 
for the same elevation of temperature, it l>eing supi)OBed for 
simplicity of statement that the tube is truly cylindric from the 
upper surface to the level of the lower surfime, and that the. 
sectional area of the tube is the same at the two mercury surfaces.. 
The cubic expansion of mercury is approximately seven times the 
cubic expansion of glass. Hence 

(X - |or)/(X -- cr) = (7 ^ |)/6 « Tin. 

Hence the whole volume of the mercury is to be about 1*111 
times the volume from its upper surface to the level of the lower 
surface; that is to say, the volume from the lower surface in the 
bend to the same level in the vertical branch is to be | of the 
volume in the vertical tube above this surface. A special experi¬ 
ment on each tube is easily made to find the quantity of mercury 
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that must be put in to cause the pressure to he absolutely constant 
when the surface in the lower reservoir is kept at a fixed point 
relatively to the glass, and when the temperature is varied through 
such moderate differences of temperature as are to be found in 
the use of the instrument at different times and seasons. 

A sheet-iron can containing water or oil or fusible metal, with 
external thermal appliances of gas or charcoal furnace, or low- 
pressure or high-pressure steam heater, and with proper internal 
stirrer or stirrers, is fitted round the bulb and manometric tube 
to produce uniformly throughout the mass of the thermometric 
gas the temperature to be measured. This part of the apparatus, 
which will be called for brevity the heater, must not extend so 
far down the manometric tube that when raised to its highest 
temperature it can warm the caulking mercury to as high a 
temperature as 40° 0., because at somewhat higher temperatures 
than this the pressure of vapour of mercury begins to be per¬ 
ceptible, and would vitiate the thermometric use of the pure 
hydrogen or nitrogen of our thermometer. To secure sufficient 
coolness of the mercury it will probably be advisable to have an 
open glass jacket of cold water (not shown in the drawing) round 
the volumetric tube, 2 or 3 centimetres below the bottom of the 
heater, and reaching to about half a centimetre above the highest 
position of the bottom of the piston. 

It seems probable that the constant-pressure hydrogen or 
nitrogen gas thermometer which we have now described may give 
even more accurate thermometry than Eegnault’s constant-volume 
air thermometers, and it seems certain that it will be much more 
easily used in practice. 

We have only to remark here further that, if Boyle’s law were 
rigorously fulfilled, thermometry by the two methods would be 
identical, provided the scale in each case is graduated or calculated 
so as to make the numerical reckoning of the temperature agree at 
two points,—for example, 0° C. and 100° C. The very close agree¬ 
ment which Regnault found among his different gas thermometers 
and his air thermometers with air of different densities, and the 
close approach to rigorous fulfilment of Boyle’s law which he and 
other experimenters have ascertained to be presented by air and 
other gases used in his thermometers, through the ranges of 
density, pressure, and temperature at which they were used in 
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these thermometers, renders it certain that in reality the difference 
between Kegnault’s normal air thermometry and thermometry 
by our hydrogen gas constant-pressure thermometer must be 
exceedingly small. It is therefore satisfactory to know that for 
all practical purposes absolute temperature is to be obtained with 
very great accuracy from Regnault's thermometric system by 
simply adding 273 to his numbers for temperature on the centi¬ 
grade scale. It is probable that at the temperatures of 250*^ or 
300° C. (or 523 or 573 absolute) the greatest deviation of 
temperature thus reckoned, from correct absolute temperature, 
is not more than half a degree. 
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115. On THE Elimination of Air from Water. 


[Read to Phys. Soc., Proc. Vol. iv. [May 8, 1880, title only], p. 4; 
reprinted from TJie Telegraphic Journal.'] 

Sir W. Thomson made a communication on the elimination 
of air from a water steam pressure thermometer, and on the 
construction of a water steam pressure thermometer. He said it 
was a mistake to suppose that air was expelled by boiling water 
because the water dissolved less air when warm than when cold. 
The fact was due to the relations between the density of air in 
water, and the density of air in water vapour. There was 50 
times more air in the water vapour over water in a sealed tube 
than in the water below. If this air could be suddenly expelled 
only part of air would remain, and of this only in the 
water, the rest being in the vapour. This suggested a means 
of eliminating air from water which he had employed with 
success. It consisted in boiling the water in a tube, and by 
means of a fluid mercury valve allowing a puff of the vapour to 
escape at intervals. Sir W. Thomson also described his proposed 
new water steam thermometer, now being made by Mr Casella. 
It is based on the relations of temperature and pressure in water 
steam, as furnished by Kegnault's or other tables, and will consist 
of a glass tube with two terminal bulbs like a cryophorus, part 
containing water, part water steam, and the stem enclosed in a 
jacket of ice-cold water. Similar vapour thermometers will be 
formed in which sulphurous acid and mercury will be used in 
place of water or in conjunction with it. For low or ordinary 
temperatures they will be more accurate than ordinary thermo¬ 
meters. 
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116. On a method of determining the critical temperature 

FOR ANY LIQUID AND ITS VAPOUR WITHOUT MECHANISM. 


[From Naturej Vol. xxiii. Nov. 25, 1880, pp. 87, 88.] 

A PIECE of straight glass tube—60 centimetres is a con¬ 
venient length—is to be filled with the substance in a state 
of the greatest purity possible. It is to contain such a quantity 
of the substance that, at ordinary atmospheric temperatures, 
about 3 or 4 centimetres of the tube are occupied by steam of 
the substance, and the remainder liquid. Fix the tube in an 
upright position, with convenient appliances for warming the 
upper 10 centimetres of the length to the critical temperature, or 
to whatever higher or lower temperature may be desired; and 
for warming a length of 40 centimetres from the bottom to some 
lower temperature, and varying its temperature conveniently at 
pleasure. 

Commence by warming the upper part until the surface of 
separation of liquid and steam sinks below 5 centimetres from 
the top. Then warm the lowest part until the surface rises 
again to a convenient position. Operate thus, keeping the 
surface of separation of liquid and solid at as nearly as possible 
a constant position of 3 centimetres below the top of the tube, 
until the surface of separation disappears. 

The temperature of the tube at the place where the surface 
of separation was seen immediately before disappearance is the 
critical temperature. 

It may be remarked that the changes of bulk produced by the 
screw and mercury in Andrews’ apparatus are, in the method 
now described, produced by elevations and depressions of tem¬ 
perature in the lower thermal vessel. By proper arrangements 
these elevations and depressions of temperature may be made as 
easily, and in some cases as rapidly, as by the turning of a screw. 
The dispensing with all mechanism and joints, and the simplicity 
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afforded by using the substance to be experimented upon, and no 
other substance in contact with it, in a hermetically sealed glass 
vessel, are advantages in the method now described. It is also 
interesting to remark that in this method we have continuity 
through the fluid itself all at one equal pressure exceeding the 
critical pressure, but at different temperatures in different parts, 
varying continuously from something above the critical tempera¬ 
ture at the top of the tube to a temperature below the critical 
temperature in the lower part of the tube. 

The pressure may actually be measured by a proper appliance 
on the outside of the lower part of the tube to measure its 
augmentation of volume under applied pressure. If this is to 
be done, the lower thermal vessel must be applied, not round 
the bottom of the tube, but round the middle portion of it, 
leaving, as already described, 10 to 20 cms. above for observa¬ 
tion of the surface of separation between liquid and vapour, 
and leaving at the bottom of the tube 20 or 30 cms. for the 
pressure-measuring appliance. 

This appliance would be on the same general principle as that 
adopted by Prof. Tait in his tests of the Challenger thermometers 
under great pressure {Proceedings Royal 8oc. Edin, 1880); a 
principle which I have myself used in a form of depth-gauge for 
deep-sea soundings; in which the pressure is measured, not by 
the compression of air, but by the flexure or other strain produced 
in brass or glass or other elastic solid. 
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117. On the Sources of Energy in Nature available to 
Man for the Production of Mechanical Effect. 

[Presidential Address to the Mathematical and Physical Science Section of 
the British Association at York, Sept. 1. From British Association 
Report, 1881, pp. 513—518 ; Nature, VoL xxiv. Sept. 8, 1881, pp. 433— 
436; Franklin Inst Journ. Vol. Lxxxii. Nov. 1881, pp. 376—385. 
Heprinted in Popular Lectures and ‘Addresses, Vol. ir. i)p. 433—450.] 


118. Acci^li^ration Thermodynamique DU Mouvement de 
Rotation de la Terre. 

[From Paris Soc. Phys, Siances, 1881 [Sept. 23, 1881], pp. 200-~-210; Edinh. 
Roy. Soc. Proc. Vol. xi. [read Jan. 16, 1882], pp. 396—405; Journ. de 
Phys. Vol. I. 1882, pp. 61—70; Nuooo Cimento, Vol. xi. 1882, pp. 240— 
243; EAstronomie, Vol. iv. June 1885, pp. 230, 231. Reprinted in 
Math, and Phys. Papers, Vol. iii. pp. 341—350.] 


119. On the Efficiency of Clothing for Maintaining 
Temperature. 

[From Edirib. Roy. Soc. Proc. Vol. xii. [March 3, 1884, title only], p. 663; 

Nature, Vol. xxix. April 10, 1884, p. 567.] 

Sir W. Thomson showed that if a body be below a certain 
size, the effect of clothing will be to cool it. In a globular body 
the temperature will only be kept up if the radius be greater 
than where k is the conductivity of the substance and e its 
emissivity. 
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120. On Osmotic Pressure against an Ideal Semi- 
permeable Membrane. 

[From Edinh. Roy. Soc. Proc. Yol. xxi. [read Jan. 18, 1897], pp. 323—325 ; 

Fahire, Yol. lv. Jan. 21, 1897, pp. 272, 273.] 

To approach the subject of osmotic pressure against an ideal 
impermeable membrane, consider first a vessel 
filled with any particular fluid divided into two 
parts, A and B, by an ideal surface, MM. Let a 
certain number of individual molecules of the 
fluid in A, any one of which we shall call L (the 
dissolved substance), be endowed with the pro¬ 
perty that they cannot cross the surface MM 
(the semi-permeable membrane); but let them 
continue to be in other respects exactly similar 
to every other molecule of the fluid in A, and 
to all the molecules of the fluid in B, any one 
of which we shall call S (the solvent), each of 
which can freely cross the membrane. Suppose 
now the containing vessel and the dividing mem¬ 
brane all perfectly rigid*. Let the apparatus 
be left to itself for so long time that no further 
change is perceptible in the progress towards 
final equilibrium, of temperature and pressure. 

The pressures in A and B will be exactly the 
same as they would be with the same densities 
of the fluid if MM were perfectly impermeable, 
and all the molecules of the fluid were homoge¬ 
neous in all qualities; and MM will be pressed 
on one side only, the side next A, with a force equal to the 
excess of the pressure in A above the pressure in B, and due 
solely to the impacts of i) molecules striking it and rebounding 
from it. 

If now, for a moment, we suppose the fluid to be ‘'perfect gas,” 
we should find the pressure on MM to be equal to that which 

* In the drawing, the vessel is represented by a cylinder closed at each end by 
a piston to facilitate the consideration of what wiU happen if, instead of supposing 
it rigid, any arbitrary condition as to the pressures on the two sides of the membrane 
be imposed. 
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would be produced by the D molecules if they were alone in the 
space A ; and this is, in fact, approximately what the osmotic 
pressure would be with two ordinary gases at moderate pressures, 
one of which is confined to the space by a membrane freely 
permeable by the other. On this supposition the number of the 
S molecules per unit bulk would be the same on the two sides 
of the membrane. If, for example, there are 1000 8 molecules to 
one D molecule in the space A, the pressure on the piston P 
would be 1001 times the osmotic pressure, and on Q 1000 times 
the osmotic pressure. But if the fluid be ''liquid” on both sides 
of the membrane, we may annul the pressure on Q and reduce 
the pressure on P to equality with the osmotic pressure, by placing 
the apparatus under the receiver of an air-pump, or by pulling Q 
outwards with a force equal and opposite to the atmospheric 
pressure on it. When we do this, the annulment of the integral 
pressure of the liquid on the piston Q is effected through balancing 
by attraction, of pressure due to impacts, between the molecules 
of the liquid 8 and the molecules of the solid piston Q. We are 
left absolutely without theoretical guide as to the resultant force 
due to the impacts of 8 molecules and I) molecules striking the 
other piston, P, and rebounding from it, and their attractions upon 
its molecules; and as to the numbers per unit volume of the 8 
molecules on the two sides of MM, except that they are not 
generally erjual [Addition, of date June 30, 1897.—In an inte¬ 
resting article published in Nature of March 18, Prof, Willard 
Gibbs has shown that in the present ideal case the difference of 
pressures on the two sides of the ideal semi-permeable membrane 
fulfils van’t Hoff’s law. But this is only because of the identity 
of character of the 8 and D molecules in all qualities except in 
respect to action on the ideal semi-permeable membmne: and the 
demonstration essentially fails when the law of variation of pressure 
and density, according to height, differs in two vertical tubes, one 
of them containing 8 molecules alone, and the other containing a 
mixture of 8 and I) molecules.] 

No molecular theory can, for sugar or common salt or alcohol, 
dissolved in water, tell us what is the true osmotic pressure against 
a membrane permeable to water only, without Uking into account 
laws quite unknown to us at present regarding the three sets of 
mutual attractions or repulsions; (1) between the molecules of 
the dissolved substance; (2) between the molecules of water: 
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(3) between the molecules of the dissolved substance and the 
molecules of water. Hence van’t Hoff’s well-known statement, 
applying to solutions Avogadro’s law of gases, has manifestly no 
theoretical foundation at present; even though for some solutions 
other than mineral salts dissolved in water, it may be found some¬ 
what approximately true; while for mineral salts dissolved in 
water it is wildly far from the truth. The subject is full of 
interest, which is increased, not diminished, by eliminating from 
it fallacious theoretical views. Careful consideration of how much 
we can really learn with certainty from theory (of which one 
example is the relation between osmotic pressure and vapour 
pressure at any one temperature) is exceedingly valuable in 
guiding and assisting experimental efforts for the increase of 
knowledge. All chemists and physicists who occupy themselves 
with the ''theory of solutions,” may well take to heart warnings, 
and leading views, and principles, admirably put before them by 
FitzGerald in his "Helmholtz Memorial Lecture” {Trans. Chem. 
8oc.y 1896) of January 1896 (pp. 898,—909). 

[From Nature, Yol. lv. Jan. 21, 1897, p. 272.] 

In last week’s Nature, Lord Kayleigh gave*,/or an involatile 
liquid, a rigorous and clear proof of "the Central Theorem” of 
osmotics. But this theorem, though highly interesting in itself, 
is not, so far as I can see, useful as a guide for experiment. 
Consider for example the typical cases of sugar, and of common 
salt, dissolved in water. 

If water were absolutely non-volatile, the osmotic pressure of 
each solution against an ideal semi-permeable membrane separating 
it from pure water, would, according to the theorem, be equal to 
the calculable pressure of the ideal gas of the dissolved substance 
supposed alone in the space occupied by the solution. This would 
he true whatever he the molecular grouping of the sugar or of the 
salt in the solution. It is believed that experiment has verified 
the theorem, extended to volatile solvents, as approximately true 
for sugar and several other substances of organic origin, and of 
highly complex atomic structure; but has proved it to vastly 
under-estimate the osmotic pressure for common salt and many 
other substances of similarly simple composition. 

Belfast, Jan. 19. 

* {Scientific Papers, Vol. iv. p. 267.] 
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121. On a Diffeeential Method foe Measueing Differences 
OF Vapoue Pressures of Liquids at one Temperature 
AND AT Different Temperatures. 


[From Edinh, Roy. Soc. Ptoc. Vol. xxi. [read Jan. 18, 1897], pp. 429—432; 

Nature, Vol. LV. Jan. 21, 1897, pp. 273, 274.] 

1. Apparatus for realising the proposed method is repre¬ 
sented in the accompanying diagram. Two Woulffe^s bottles, 
each having a vertical glass tube fitted air-tight into one of its 
necks, contain the liquids the difference of whose vapour pressures 
is to be measured. Second necks of the two bottles are connected 
by a bent metal (or glass) pipe, with a vertical branch pro¬ 
vided with three (metal or glass) stopcocks, as indicated in the 
diagram. Each bottle has a third neck, projecting downwards 
through its bottom, stopped by a glass stopcock which can be 
opened for the purpose of introducing or withdrawing liquid. 
The upper ends of the glass tubes are also connected (by short 
india-rubber junctions or otherwise) with a bent metal pipe 
carrying a vertical branch for connection with a Toepler* mercury 
air-pump. This vertical branch is provided with a metal stop¬ 
cock. The vertical branch of the pipe fitted into necks of the 
two bottles is also connected to the air-pump as indicated in the 
drawings. 

2. To introduce the liquids, bring open vessels containing 
them into such positions below the bottles that the necks project 
downwards into them. Close the glass stopcocks of these lower 
necks, open all the other six stopcocks, and produce a slight 
exhaustion by a few strokes of the air-pump. Then, opening the 

* An ordinary mechanical air-pump would not serve the purpose, because its 
valves would not open properly to draw out the very small amount of air which 
must be removed to avoid vitiating the observations by any sensible amount of 
air-pressure added to the pressure of the vapour. 
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glass stopcocks very slightly, allow the desired quantities of the 
liquids to enter, and close them again. They will not be opened 
again unless there is occasion to remove the whole or some part of 
the liquid from either bottle; and, unless explicitly mentioned, will 
not be included among the stopcocks referred to in what follows. 
It will generally be convenient to make the quantities of the two 
liquids introduced such that they stand at 
as nearly as may be the same levels in the 
two bottles, as indicated in the drawing. 

3. Operate now on one only of the 
liquids until it is got into equilibrium, 
with its upper level at some point in its 
glass tube, and nothing but its own vapour 
between this surface and the closed stop¬ 
cock immediately above it. To do this 
proceed as follows:—Close and keep closed 
the two stopcocks of the liquid not operated 
on, and work the air-pump with the other 
four stopcocks all open until an exhaustion, 
not quite as perfect as is possible, of the 
air over the liquid operated on is pro¬ 
duced. 

4. Then close the lower air-pump stop¬ 
cock, and go on working the pump until 
the liquid in the tube ceases to rise further 
above its level in the bottle. Close the 
two stopcocks of this liquid. 

5. Operate similarly on the other 
liquid. 

6. Close now the lower air-pump stop¬ 
cock, and equalise the pressures of air and 
vapour above the liquids in the two bottles 
by opening their neck stopcocks. If the levels of the liquids in 
the two columns are lower than convenient for observation, some 
air should be allowed very cautiously to run back from the air- 
pump into the two bottles through the lower air-pump stopcock. 
After doing this, repeat the operation of § 4 for each liquid. 

7. The operation of §§ 4, 5 must be continued long enough to 
distil out of the upper part of each liquid, in its glass tube, air or 
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any foreign^ volatile substance sufficiently to prevent any sensible 
pressure on the free surface other than that of the vapour of the 
solvent. 

8. By proper thermal appliances, indicated by the dotted lines 
in the diagram, and the lamp under the upper bent metal tube 
(inserted merely as an indication that somehow the metal tube is 
to be always slightly warmer than the warmer of the two liquid 
surfaces, in order that there may be no condensation of vapour in 
it), bring the upper surfaces of the liquids to any one temperature, 
or to two different temperatures. The difference of levels of the 
liquids in the two tubes, with proper correction for the densities 
of the two liquids at their actual temperatures in different parts 
of their columns, gives the difference of vapour pressures for the 
actual temperatures of the two liquids at their upper surfaces. 

9. To facilitate and approximately determine the hydrostatic 
correction for specific gravities at the actual temperatures of the 
two liquids, open wide the stopcock above the top of one of the 
two glass tubes, and let a little air run back from the air-pump, by 
very cautiously and slightly opening our upper air-pump stopcock, 
and closing it again before the liquid surface reaches the lower 
end of its glass tube. Then open wide the stopcock over the top 
of the other glass tube. After that, by cautiously opening and 
closing our lower air-pump stopcock, let in a little air to the bottles 
until the mean level of the liquids in the two columns rises to 
nearly the same level as it had in the observed positions of § 8. 
In the present circumstances, air in the upper bent metal tube 
resists diffusion of vapour through it sufficiently to prevent any 
important difference of temperatures from being produced by 
evaporation and condensation at the two liquid surfaces, and 
there is practically perfect hydrostatic equilibrium of equal liquid 
pressures at the tops of the two columns. 

10. The vapour pressure of water is accurately known through 
a very wide range of temperature from Regnault's experiments; 
hence, if pure water be taken for one of our two liquids, the mode 
of experiment described above determines the vapour pressure of 
the other liquid. 

* Compare Ostwald, Physico-Chemical Measurements^ translated by Walker 
(Macmillan, 1892), last paragraph, p. 112. 


8—2 
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11. The apparatus may be kept day after day with the same 
liquids in it (ali the stopcocks to be closed, except when it is not 
in use for observations); and thus the observations for diflference 
of vapour pressures may be repeated day after day; or a long 
series of observations may very easily be made to determine vapour 
pressures at different tenaperatures. Always before commencing 
observations the operation of § 7 must be repeated to remove air 
or other volatile impurity, if any has escaped from dissolution in 
either liquid into the vapour space above it, or if any air has 
leaked in by the upper stopcocks. 


[From Nature^ Yol. LV* 1896—97, Jan. 28, 1897, pp. 295, 296.] 

The distillation of vapour from one of the vertical tubes to 
the other, referred to at the end of Operation No. 4, in my 
communication published in last week’s Nature (p. 273), may be 
wholly got quit of by the following simplified mode of procedure. 

Operate first on one only of the liquids until it is got into 
equilibrium, with its upper level at any conveniently marked point 
in its glass tube, and nothing but its own vapour between this 
surface and the closed stopcock immediately above it; the upper- 
neck stopcock over the bottle for this liquid being also closed. 

Operate similarly on the other liquid; and close both the 
air-pump stopcocks, so that now we have all the stopcocks closed. 

Open now very gradually the upper-neck stopcocks of the two 
bottles. While doing so, prevent the liquid from rising in either 
tube above the marked point by working the air-pump and very 
slightly opening the lower air-pump stopcock. When both the 
upper-neck stopcocks are wide open, any adjustment that is con¬ 
sidered desirable for the level of the liquid standing higher than 
the other in its glass tube, may be deliberately made by drawing 
out or letting in a little air through the lower air-pump stopcock. 

Either or both liquids may be thoroughly stirred at any time 
to ensure homogeneousness by alternately exhausting and letting 
in air to the bottle or bottles by means of the air-pump and the 
lower air-pump stopcock, the upper three stopcocks being kept 
closed. 
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Operation No. 6 of my article on the subject, in last week’s 
Nature (p. 274), must be performed as often as is found necessary. 
Every one of the stopcocks must be kept closed except when it 
is open for operation or observation. 

The metal tube connecting the upper necks of the two bottles 
must be long enough, or of fine enough bore, to prevent diffusion 
of vapour to any sensible extent from either bottle to the other 
during the time of an observation. It ought to be kept at a 
temperature somewhat higher than that of the bottles, to prevent 
any liquid from condensing as dew on its inner surface. 
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122. Animal Thebmostat. 


[From British Association Report^ 1902, pp. 543—546; Nature, Vol. Lxvii. 

Feb. 26, 1903, pp. 401, 402; Phil. Mag. Vol. v. Feb. 1903, pp. 198—202.] 

A THERMOSTAT is an apparatus, or instrument, for automatically 
maintaining a constant temperature in a space, or in a piece of 
solid or fluid matter with varying temperatures in the sur¬ 
rounding matter. 

Where and of what character is the thermostat by which the 
temperature of the human body is kept at about 98°*4 Fahrenheit? 
It has long been known that the source of heat drawn upon by 
this thermostat is the combination of food with oxygen, when the 
surrounding temperature is below that of the body. The discovery 
worked out by Lavoisier, Laplace, and Magnus still holds good, 
that the place of the combination is chiefly in tissues surrounding 
minute tubes through which blood circulates through all parts of 
the body, and not mainly in the place where the furnace is stoked 
by the introduction of food, in the shape of chyle, into the circu¬ 
lation, nor in the lungs where oxygen is absorbed into the blood. 
It is possible, however, that the controlling mechanism by which 
the temperature is kept to 98°*4 may be in the central parts, 
about, or in, the pumping station (the heart); but it may seem 
more probable that it is directly effective in the tissues or small 
blood-vessels in which the combination of oxygen with food takes 
place. 

But how does the thermostat act when the surrounding 
temperature is anything above 98°'4 and the atmosphere saturated 
with moisture so that perspiration could not evaporate from the 
surface ? If the breath goes out at the temperature of the body 
and contains carbonic acid, what becomes of the heat of combustion 
of the carbon thus taken from the food ? It seems as if a large 
surplus of heat must somehow be carried out by the breath: 
because heat is being conducted in from without across the skin 
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all over the body; and the food and drink we may suppose to be 
at the surrounding temperature when taken into the body. 

Much is wanted in the way of experiment and observation 
to test the average temperature of healthy persons living in a 
thoroughly moist atmosphere at temperatures considerably above 
98°‘4; and to find how much, if at all, it is above 98°*4. Experi¬ 
ments might also, safely I believe, be tried on healthy persons 
by keeping them for considerable times in baths at 106° Fahr. 
with surrounding atmosphere at the same temperature and 
thoroughly saturated with vapour of water. The temperature of 
the mouth (as ordinarily taken in inedical practice) should be 
tested every two minutes or so. The temperature and quantity 
and moisture and carbonic acid of the breath should also be 
measured as accurately as possible. 

P.S., December 5, 1902. Since the communication of this 
note my attention has been called to a most interesting paper 
by Dr Adair Crawford in the Philosophical Transactions for 1781 
(Hutton’s Abridgments, Vol. xv. p. 147), Experiments on the 
Power that Aninials, when placed in certain Circumstances, 
possess of producing Cold.” Dr Crawford’s title expresses perfectly 
the question to which I desired to call the attention of the British 
Association; and, as contributions towards answering it, he de¬ 
scribes some very important discoveries by experiment in the 
following passage, which I quote from his paper: 

“The following experiments were made with a view to 
determine with greater certainty the causes of the refrigeration 
in the above instances*. To discover whether the cold produced 
by a living animal, placed in air hotter than its body, be not 
greater than what would be produced by an equal mass of in¬ 
animate matter, Dr Crawford took a living and a dead frog, 
equally moist, and of nearly the same bulk, the former of which 
was at 67°, the latter at 68°, and laid them on flannel in air 
which had been raised to 106°. In the course of twenty-five 
minutes the order of heating was as annexed f. 


* Observations by Grovernor Ellis in 1758; teachings of Dr Cullen prior to 
1765; very daring and important experiments by Dr Fordyce on himself in heated 
rooms, communicated to the Royal Society of London in 1774. 

t In the two following experiments the thermometers were placed in contact 
with the skin of the animals under the axillss.— Orig. 
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Min. 

Air 

Dead Frog 

Living Frog 


0 

0 

0 

In 1 


70i 

67^ 

„ 2 

102 

72 

68 

„ 3 

100 

72i 

69^ 

„ 4 

100 

73 

70 

25 

95 

81i 

78i 


"‘The thermometer being introduced into the stomach, the 
internal heat of the animals was found to be the same with that 
at the surface. Hence it appears that the living frog acquired 
heat more slowly than the dead one. Its vital powers must there¬ 
fore have been active in the generation of cold. 

“To determine whether the cold produced in this instance 
depended solely on the evaporation from the surface, increased 
by the energy of the vital principle, a living and dead frog 
were taken at 75*", and were immersed in water at 93°, the 
living frog being placed in such a situation as not to interrupt 
respiration^. 


1 

Min. I 

Dead Frog 

Living Frog 

In 1 

0 

85 

o 

81 

„ 2 

88^r 

85 

» 3 

90| 

87 

„ 5 

9l| 

89 

„ 6 

9l| 

89 

8 

9l| 

89 


“ These experiments prove, that living frogs have the faculty 
of resisting heat, or producing cold, when immersed in warm 
water; and the experiments of Dr Fordyce prove, that the human 
body has the same power in a moist as well as in a dry air: it is 
therefore highly probable, that this power does not depend solely 
on evaporation. 

“ It may not be improper here to observe, that healthy frogs, 
in an atmosphere above 70°, keep themselves at a lower tem¬ 
perature than the external ^ir, but are warmer internally than at 

* In the above experiment the water, by the cold frogs and by the agitation 
which it suffered during their immersion, was reduced nearly to 91^°.— Orig* 
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the surface of their bodies; for when the air was 77°, a frog was 
found to be 68°, the thermometer being placed in contact with 
the skin; but when the thermometer was introduced into the 
stomach, it rose to 70|-°. It may also be proper to mention, that 
an animal of the same species placed in water at 61°, was found 
to be nearly 61|-° at the surface, and internally it was 66|-°. These 
observations are meant to extend only to frogs living in air or 
water at the common temperature of the atmosphere in summer. 
They do not hold with respect to those animals, when plunged 
suddenly into a warm medium, as in the preceding experiments. 

To determine whether other animals also have the power 
of producing cold, when surrounded with water above the standard 
of their natural heat, a dog at 102° was immersed in water at 
114°, the thermometer being closely applied to the skin under 
the axilla, and so much of his head being uncovered as to allow 
him a free respiration. 

In 5 minutes the dog was 108®, water 112®. 


6 


}> 

109®, 

„ 112®. 

11 


» 

108®, 

„ 112®, the respiration having become 

very rapid. 

13 

}} 

)) 

108®, 

„ 112®, the respiration being still more 

rapid. 

30 


)) 

109°, 

„ 112®, the animal then in a very 

languid state. 


“Small quantities of blood being drawn from the femoral 
artery, and from a contiguous vein, the temperature did not seem 
to be much increased above the natural standard, and the sensible 
heat of the former appeared to be nearly the same with that of 
the latter. 

“In this experiment a remarkable change was produced in 
the appearance of the venous blood; for it is well known, that in 
the natural state, the colour of the venous blood is a dark red, 
that of the arterial being light and florid; but after the animal, 
in the experiment in question, had been immersed in warm water 
for half an hour, the venous blood assumed very nearly the hue 
of the arterial, and resembled it so much in appearance, that it 
was difficult to distinguish between them. It is proper to observe, 
that the animal which was the subject of this experiment, had 
been previously weakened by losing a considerable quantity of 
blood a few days before. When the experiment was repeated 
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with, dogs which had not suffered a similar evacuation, the change 
in the colour of the venous blood was more gradual; but in every 
instance in which the trial was made, and it was repeated six 
times, the alteration was so remarkable, that the blood which was 
taken in the warm bath could readily be distinguished from that 
which had been taken from the same vein before immersion, by 
those who were unacquainted with the motives or circumstances 
of the experiment. 

To discover whether a similar change would be produced in 
the colour of the venous blood in hot air, a dog at 102° was 
placed in air at 134°. In ten minutes the temperature of the 
dog was 104-|-°, that of the air being 130°. In fifteen minutes the 
dog was 106°, the air 130°. A small quantity of blood was then 
taken from the jugular vein, the colour of which was sensibly 
altered, being much lighter than in the natural state. The effect 
produced by external heat on the colour of the venous blood, 
seems to confirm the following opinion, which was first suggested 
by my worthy and ingenious friend Mr Wilson, of Glasgow. 
Admitting that the sensible heat of animals depends on the 
separation of absolute heat from the blood by means of its union 
with the phlogistic principle in the minute vessels, may there 
not be a certain temperature at which that fluid is no longer 
capable of combining with phlogiston, and at which it must of 
course cease to give off heat ? It was partly with a view to 
investigate the truth of this opinion that Dr Crawford was led to 
make the experiments recited above.” 

These views of Dr Crawford and '‘his worthy and ingenious 
friend Mr Wilson*, of Glasgow,” express, about as well as it was 
possible to express before the chemical discoveries of carbonic 
acid and oxygen, the now well-known truth that oxygen carried 
along with, but not chemically combined with, food in the arteries, 
combines with the carried food in the capillaries or surrounding 
tissues in the outlying regions, and yields carbonic acid to the 
returning venous blood: this carbonic acid giving the venous 
blood its darker colour, and being ultimately rejected from the 
blood and from the body through the lungs, and carried away in 

* Who, no doubt, was Dr Alex, Wilson, first Professor of Astronomy in the 
University of Glasgow (1760—1784 ); best known now for his ingenious views 
regarding sun-spots. 
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the breath. Crawford’s very important discovery that the venous 
blood of a dog which had been kept for some time in a hot-water 
bath at 112° Fahr. was almost undistinguishable from its arterial 
blood proves that it contained much less than the normal amount 
of carbonic acid, and that it may even have contained no carbonic 
acid at all. Chemical analysis of the breath in the circumstances 
would be most interesting; and it is to be hoped that this 
chemical experiment will be tried on men. It seems indeed, 
with our present want of experimental knowledge of animal 
thermodynamics, and with such knowledge as we have of physical 
thermodynamics, that the breath of an animal kept for a con¬ 
siderable time in a hot-water bath above the natural temperature 
of its body may be found to contain no carbonic acid at all. 
But even this would not explain the generation of cold which 
Dr Crawford so clearly and pertinaciously pointed out. Very 
careful experimenting ought to be performed to ascertain whether 
or not there is a surplus of oxygen in the breath; more oxygen 
breathed out than taken in. If this is found to be the case, the 
animal cold would be explained by deoxidation (unburning) of 
matter within the body. If this matter is wholly or partly water, 
free hydrogen might be found in the breath; or the hydrogen of 
water left by oxygen might be disposed of in the body, in less 
highly oxygenated compounds than those existing when animal 
heat is wanted for keeping up the’ temperature of the body, or 
when the body is djmamically doing work. 
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123. The Power required for the Thermodynamic 
Heating of Buildings*. 


[From Cambridge and Dublin Mathematical Journal^ November, 1853.] 
SOLUTION OF A PROBLEM. 

{a) What horse-power would be required to supply a building with 1 lb. 
of air per second, heated mechanically from 50“ to 80“ Fahrenheit ? Compare 
the fuel that an engine producing this effect as ^ of the equivalent of the 
heat of combustion would consume, with that which would be required to heat 
directly the same quantity of air. 

(6) Explain how this effect may be produced with perfect economy by 
operating on the air itself to change its temperature, and give dimensions &c. 
of an apparatus that may be convenient for the purpose. 

(c) Show how the same apparatus may be adapted to give a supply of 
cooled air. 

Ex. Let it be required to supply a building with 1 lb. of air per second, 
cooled from 80“ to 50“ Fahrenheit. Determine the horse-power wanted to 
work the apparatus in this case. 

(a) Instead of heating the air directly, we can produce the 
required effect more economically by means of a perfect thermo¬ 
dynamic engine; and it is easy to show that this is the most 
economical way. We will consider the air heated pound by 
pound, and sent into the building at the end of the heating 
process. Generally, let T be the temperature of the unheated 
air, S the temperature to which we wish it heated. T, being the 
temperature of air, water, &c. external to the building, will be 
the temperature of our refrigerator; the pound of air to be heated 
will be our source (nominally), and by working the engine back¬ 
wards instead of taking away, we will give heat to the source. 

* [See “ On the Economy of the Heating or Cooling of Buildings by means of 
Currents of Air,” Glasgow Phil. Soc. Proc. Dec. 1852, reprinted, with an addition 
referring to Coleihan’s refrigerating process, in Math, and Phys. Papers^ Vol. i, 
pp. 615—520.] 
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If a be the specific heat of air, adt units will be required to 
raise the temperature of the pound of air from t to and the 

work which must be spent to supply this will be 

Let the whole work spent upon the pound of air be denoted 
bv W ; then we have 

rs 


whence 


W= Ja |(S- T) - (t+ E-^) log 


Ex, S = 80°, T = 50°, Fahrenheit. 

As E is usually given with reference to units Centigrade, we 
prefer reducing to that scale. 

>S= 26° 66 ' and r= 10° Cent., E = *00366. 

= 273-2240437, a = *24, /=1390. 


w. 1390 K -24 jl6-66'-283-224041og|||gi| 

= 1390 X -24 {16-66' -16*194713} 

= 157*4438. 

As one pound of air is heated per second, the H.P. of the engine 
will be got by dividing this by 550, so that 

H.P. of engine = *28626. 

If an engine (probably a steam-engine) be employed to drive 
the heating machine, and economise only y* 0 -th of the fuel, the 
fuel must have evolved IQW/J units. To heat the pound directly 

a{S—T) units must he supplied, and ^ gives the 

percentage. In the particular case we have been considering, we 
find that to heat the air by means of an engine economising 

would require x 100, or 28*317 per cent, of the fuel required 
for direct heating. 

* For the formulas regarding the duty of a perfect engine, and the mechanical 
value of each of its cycles of operations, constantly to be employed in these solutions, 
we refer to a paper by Professor W. Thomson in the Philosophical Transactions, 
and which appears in the present number of this Journal. 
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(b) Conceive two double-stroke cylinders connected by tubes 
and valves in some convenient way, with a reservoir between 
them. Conceive the one to be made of perfectly conducting 
matter, so that there shall be no difference in temperature between 
internal and external air (practically this may be approximated 
to by immersion in running water); the other cylinder must, 
on the contrary, be perfectly non-conducting. The pressure in 
the reservoir being kept at an amount depending on the required 
heating effect, air is admitted (doing work as it enters) by the 
former, which we shall call the ingress cylinder, and is not allowed 
to cool below atmospheric temperature. It is pumped out by the 
latter, called the egress cylinder, and so heated by compression 
to the required temperature. 

After these very general explanations, we proceed to mention 
more particularly the details of this process. 

Let H be respectively the atmospheric pressure and tem¬ 
perature, the volume of one pound of air under pressure p' and 
at temperature t the temperature to which we wish the air to 
be raised, p the pressure such that, if air under it be compressed 
to pressure p\ the temperature will rise from i! to t, v the volume 
of one pound of air under pressure p and at temperature t\ Vi the 
volume of air under pressure p' and at temperature t Now, by 
Poisson’s formula and by the gaseous laws we have 


(A) 


K-1 

E-^ _ fp\ K 
-f t 1^/ ’ 


p^p’ 




from which p may be determined, p must be, moreover, the 
pressure in the reservoir, as will afterwards appear. 


Yolume of Cylinder. As the apparatus has to supply one 
pound of air per second, it will be convenient to suppose the 
cylinders of such a size, as to contain one pound of air at pressure 
p and temperature t'. 


Operations in Ingress Cylinder. Suppose the piston at the 
top of its stroke, and the lower part of the cylinder connected 
with the reservoir, and consequently filled with air at pressure p 
and temperature t'. Then external air admitted above the piston 
will push it down {p'>p\ In this the first part of the stroke, 
admit so much air that, when secondly it is allowed to expand at 
constant temperature we will have reached the end of the 
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stroke by tlie time that the pressure has fallen to p, The lower 
part of the cylinder having been connected with the reservoir, 
lias given to the latter the pound of air it contained: and at the 
end of the down-stroke the upper part is filled with air ready' to 
he sent in by the up-stroke. 

In this operation it is plain that we obtain mechanical effect, 
and we will naturally spend it, in helping to pump the air out by 
the egress cylinder. 

Operations in Egress Gy Under. Suppose, as before, the piston 
at the top of its stroke, and the cylinder filled with air at pressure 
p and temperature During the whole stroke you allow air 
from the reservoir to enter above the piston. During the first 
part of the stroke you compress the air below the piston, until 
the pressure becomes p and the temperature consequently t. 
Then expel this heated air into the building or whatever place 
you wish to heat. 

Estimate of total work spent. 

(1) In ingress cylinder: 

mechanical effect obtained during the first part of the stroke 

= {p'-p)v'; 

mechanical effect obtained daring the second part 
=p'v'log^-p{v-v'). 


(B) Whole gain in ingress cylinder 
=pv \og^. 

( 2 ) In egress cylinder : 
mechanical effect spent during compression 


JV-l 


_ pv Uv 
work spent during expulsion 

= p'vi-p'V^: 




P'tJi + t __ 


but 
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(C) Whence whole work spent in egress cylinder 


E-^ + t 


E-^ + t 


, , K t-t' 


Since pv = pv, 

(D) Amount of work spent in both 

, , K t — t' , ,, V ^ 


Eatios of expansion: 
in the first cylinder, 

V p'^ ’ 

in the second cylinder, 

* 

A slight consideration will shew, that the rates of the cylinders 
must be the same if we consider them as of the same size, and as 
each contains one pound of air at pressure p and temperature 
the rate will evidently be 30 double strokes per minute. 

Let h be the height of the cylinder, and t* the radius of the 
base; then volume of cylinder = v = irr'^h, and if be the volume 
of a pound of air under pressure p' and at 0° Cent., 

(E) v'=^Vo{l + Et'), 


V =1 Fo(l +^0- 


Modifying this by means of the formulas 


v'” iJS-i + t'j 

we find the foUowing as equivalent: 


K 

K-l and (E), 




which becomes identical with the expression given in division (a) when we sub- 
JC 

stitute for ~ Ejp' Vq the value Ja, which it must have in consequence of the 

relation between the specific heats of air and the mechanical equivalent of the 
thermal unit established in another paper in this number of the Journal, 
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The preceding formulas give us the means of calculating 
readily the most useful results. 

We will take as an example, to supply a building with one 
pound of air heated mechanically from 50° to 80° Fahr. (solved 
before, in question (a)). We have then ^' = 10° C., ^ = 26*6' C., 
-00366, 1/jff = 273-22404, 2114 pounds per square foot. 

Z = l-41. Then, by (A), 

141 

, /283-22404\H 
^ l299-8907lj 

= 1736-6189 = 2114 x -8214848 
1 


= 2114x 

All these forms are useful. 
Volume of cylinder. 


1-217308' 


pv=p'v'. 


v'=V,(l + 10E) 

= 12-383 X 1-0366 = 12 836218. 

V = 1-217308 X 12-836218. 
P 


Volume of cylinder 

= v = 15'6256. 

A practically useful height of cylinder might be 4 feet, the cor¬ 
responding diameter to which is 2*2302 feet. 

Again, we have, amount of work spent in heating in this way 
one pound of air (D) 

(299-89071 


K 

141 

'41 


X 2114 X 12-836 


:-i 


1283-22404 
- 2114 X 12-836 log 1-217308 
= 5491-54-5336-03 
= 155-51 estimated in foot pounds. 

As one pound must be supplied per second, h.p. of engine required 
to drive the apparatus = '2827. This result ought, inasmuch as 
this apparatus possesses all the qualifications of a perfect engine, 

9 


K. V. 
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to be identical with the answer found in division (a) of this 
problem; we however find a difference of *0034 between the two, 
due to the circumstance that the number *24 which we employed 
as the value of the specific heat of air in the previous solution, 
also 1*41 for K in this, are only approximately true; but the true 
H.P. to two significant figures is *28. 

Ratios of Expansion. In first cylinder 
v'jv = *8214848, 

so that 3*2859 feet of the stroke passed while air was being 
admitted at pressure 2114, and *71406 feet in allowing this to 
expand to pressure of receiver. 

In second cylinder 

vjv = *869825, 

or *5207 feet of the stroke was spent in compressing the air from 
pressure p to pressure p' or 2114, the remaining 3*4793 feet in 
expelling it. 

(c) The first suggestion, we believe, of an apparatus for 
cooling buildings by compressing air, was to pump in air into 
a reservoir and allow it to cool to the temperature of the atmo¬ 
sphere, on the supposition that if then allowed to rush out by 
means of a stopcock, it would, in consequence of the expansion, 
fall in temperature. Unfortunately however for this scheme, it 
has been found that there is only an almost imperceptible depression 
of temperature (after motion ceases in the air) due to a want of 
perfect rigour in Mayer’s hypothesis. The friction of the air in 
the orifice &c. almost entirely compensates for the cold of 
expansion. 

The apparatus described in (b) can, however, be very simply 
applied. 

Instead of allowing the air to rush out, and thus heat itself 
by friction, let it out slowly, and make it work a piston in a 
double-stroke cylinder, and we shall not only obtain the full 
benefit of the cold of expansion, but also gain so much work as 
to make the H.P. of the engine required to drive the apparatus a 
mere trifle. 

The working of the apparatus^ however, will not be so simple 
as in the last case, for as we are to use the same apparatus, we 
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cannot make the cylinders hold one pound of air, and cannot even 
have the pistons moving at the same rate. 

Let p' and t' be the atmospheric pressure and temperature 
respectively, v' the volume of either cylinder, t the temperature 
of the cooled air, p the pressure in the receiver, which will be 
such that if air at pressure p and temperature t' be allowed to 
expand to pressure p' the temperature will become t, v the 
volume under pressure p of a quantity of air, which under 
pressure p' would fill the cylinder, there being no change of 
temperature, Vi volume under pressure p and temperature fy of a 
quantity of air which would fill the cylinder under pressure p' 
and at temperature t 

MO 

p' ■ 

Operations in Ingress Cylinder. Suppose the piston at the 
top of its stroke, the cylinder full of air at ordinary pressure. 
Admitting external air above the piston, push the piston down 
until the air below is compressed to pressure p, the temperature 
being kept constant; and then send this compressed air into the 
reservoir. 

Operations in Egress Cylinder. In’ the first part of the 
stroke allow so much air to enter the cylinder from the reservoir, 
that if allowed to expand in the remaining part of the stroke, 
the pressure and temperature at the end will be p' and t 
respectively. 

In Ingress Cylinder. Work spent in compressing air from p' 
to p (temperature constant) 

/ 

^p'v' log^-p'iv'-v). 

Work spent in sending the air into the receiver 

=pv—p'v. 

(B') Total expenditure per stroke in first cylinder 

/ /, d' 

=pvlog-. 

In Egress Cylinder. Mechanical effect gained in partially 
filling the cylinder from reservoir 
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Mechanical effect gained during the rest of the stroke 
(C') Total gain per single stroke 




, , K t'-t 
-P'*’ K-\E-^ + f 


Ratios of Expansion. In ingress cylinder, 

K 

V __p _{ ^ 1 
v'~p~\E-^ + t'l 

In egress cylinder, 

V + 1' 

It would be a matter of no difficulty to give generally the 
number of pounds each cylinder would contain, and also the 
rate of each piston, but it would only tend to confusion of 
symbols, as we should have to take in the jp’s, ^’s, and v^s of (b), 
as well as those of this case; we will give these details in the 
example, which is 

t' = 80° Fahrenheit = 26*6' Cent., t = 50° Fahrenheit = 10 Cent., 
p' of course 2114, height of cylinder, as before, 4 feet, and con¬ 
sequently, diameter 2*2302 feet. 

From (A') we have = 2114 x 1*217308 pounds per square 
foot. 



K-l 


In (6) we found volume of cylinder = 15*6256 = v', according to 
our present notation. 

From (BO we have total expenditure per single stroke in 
ingress cylinder 

=p'v'\og'^=p'v'log^, 

= 1'217308 X {the gain in ingress cylinder in (6)} 

= 6495-59. 
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From (O') we have total gain per single stroke in egress 
cylinder 

= 1*217308 X {loss in egress cylinder in (6)} 

= 6684*9. 


Ratios of Expansion. In ingress cylinder 


and in egress 


V?;'-*8214848, 
v^jv' = *869825, 


as in the example attached to (b). 


Let X the number of pounds the first cylinder contains at 
pressure p' (2114), and at temperature t' (26*6' Cent.). 


Volume of x pounds = 12*383% (I E x 26*6) = volume of 
cylinder = 12*383 (1 + x 10) x 1*217308, as we found in (b); 
hence 


_ 283*22404 
^ " 299-89071 


1-217308 = 1-149655. 


Number of single strokes per second 

= =-8698348. 

Number of double strokes per minute 

= 26*095044. 

In the second cylinder, let %' be the number of pounds con¬ 
tained by it at p' (2114) and t (lO"" Cent.), we easily obtain 

%' = 1*217308. 

Number of strokes per second 

8214848. 

Number of double strokes per minute 

= 24*644544. 

Whole work spent per second in ingress cylinder 
= 6495*59/% = 5650*036. 

Whole mechanical effect gained per second in egress cylinder 
= 6684*9/%'= 5491*54. 

Total motive power required 

= 2 ^ 5650*036 — 5491*54 = 158*496 ft. pounds per second. 
Hence, h.p. of engine required to drive the apparatus = *288. 




( 134 ) 


[124 


COSMICAL AND GEOLOGICAL PHYSICS. 

124. Recent Investigations of M. Le Verrieb on the 
Motion of Mercury. 

[From Olasg. Phil. Soc, Proc. Vol. iv. [read Dec. 14, 1859], pp. 263—266.] 

Professor W. Thomson stated that he had had his attention 
called, a few days since, to recent investigations of M. Le Verrier 
on the motion of Mercury, which, he believed, would interest the 
Society, not only as constituting a new step of high importance 
in the theory of the planetary motions, but as now affording that 
kind of evidence of the existence of matter circulating round the 
Sun within the earth’s orbit, which, more than five years ago, in 
publishing his theory of meteoric vortices* to account for the 
Sun’s heat and light, he had called for, from perturbations to be 
observed in the motions of the known planets. M. Le Verrier, 
in a letter to M. Faye, published in the Comptes Rendus for 
September 12, 1859, which contains his account of the investiga¬ 
tions referred to, writes as follows:— 

''You have not perhaps forgotten how, in my studies regarding 
the motions of our planetary system, I have encountered difficulties 
in the way of establishing a complete agreement between theory 
and observation. This agreement, said Bessel, thirty years ago, 
is always aflSrmed, yet has never been hitherto verified in a 
sufficiently serious manner. 

"The study of the difficulties offered by the Sun has been 
long and complicated. It has been necessary, in the first place, 

* “ On the Mechanical Energies of the Solar System,” by Profeasor W. 
Thomson —Transactions of the Royal Society^ Edinburgh, and Philosophical 
Magazine, 1854. 
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to revise the catalogue of the fundamental stars, so as to leave no 
systematic error there. I have next taken up the whole theory 
of the inequalities in the Earth's motion; in connection with 
which I have been led to discuss as many as 9,000 observations of 
the Sun, made in different observatories. This work has shown 
that the meridian observations may not always have had the 
precision which has been attributed to them, and that thus the 
discrepancies at first indicated as belonging to the theory must be 
rejected, because of uncertainty as to the observations. 

''The theory of the Sun's apparent motion once put beyond 
question, it became possible to resume, with advantage, the study 
of the motion of Mercury. It is this work on which I wish now 
to engage your attention. 

"While for the Sun we possess only meridian observations 
liable to great objections, we have, for the planet Mercury, a 
certain number of observations of an extremely accurate character, 
made in the course of a century and a-half I mean the internal 
contacts of the disc of Mercury with the disc of the Sun, at the 
end of a transit of that planet. Provided that the place of 
observation is well known, and provided that the observer has 
had a passable telescope, and a clock showing time within a few 
seconds of perfect accuracy, his observation of the instant of the 
internal contact ought to afford an estimate of the distance 
between the centres of the two bodies, with no error exceeding a 
second of arc. From 16*97 to 1848, we have twenty-one obser¬ 
vations of this kind, which ought to be perfectly satisfied if the 
perturbations in the motions of the Earth and Mercury have been 
well calculated, and if correct values have been attributed to the 
disturbing masses. 

"The results of my first studies on Mercury, published in 
1842, did not represent with great accuracy the transit obser¬ 
vations. Among other discrepancies was to be remarked a 
progressive error in the transits of the month of May, reaching 
as much as nine seconds of arc in the year 1753. Deviations 
such as this could not be attributed to errors of observation; but 
not having revised the theory of the Sun, I believe that I ought 
to abstain from drawing any conclusion from them. 

" he use of the corrected tables of the Sun has not, however, 
in my new work, made these discrepancies appear;—systematic 
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discrepancies for which the observations cannot be blamed, unless 
we suppose that such astronomers as Lalande, Cassini, Bouguer, 
&c., could have committed errors amounting to several minutes 
of time, and even varying progressively from one epoch to 
another! 

“ Now, what is remarkable is, that it suffices to augment by 
38" the centenary movement of the perihelion of Mercury’s orbit 
to represent all the transit observations to within a second, and 
most of them even to less than half a second. This result, so 
precise and simple, which gives at once to all the comparisons an 
accuracy superior to that which has been hitherto attained in 
astronomical theories, shows clearly that the increase in the 
motion of the perihelion is necessary, and that when made to 
fulfil this condition, the tables' of Mercury and the Sun possess all 
desirable accuracy.” 

M. Le Verrier proceeds in his letter to examine the diflferent 
suppositions by which it may be attempted to explain the per¬ 
turbation in Mercury’s motion, which he has thus discovered. 
An increase of ^th on the supposed mass of Venus would account 
for it; but the periodical disturbances in the Earth’s motion, and 
the secular variation of the inclination of the Earth’s axis to the 
plane of the ecliptic produced by Venus, do not allow any such 
change in our estimate of her mass. On the other hand, a planet 
revolving round the Sun, inside Mercury’s orbit, might produce 
precisely the variation in the perihelion to be explained, without 
sensibly disturbing the motions of Venus, the Earth, or any of the 
superior planets. M. Le Verrier shows, for instance, that a planet 
equal in mass to Mercury, and revolving in a circular orbit in 
the same plane, at a little less than half the distance from the 
Sun, would fulfil these conditions; and, therefore, that a less mass 
in a larger orbit, or a greater mass in a smaller orbit, would do 
the same. But, considering that so large a mass could scarcely 
have escaped observation, either in its transits across the Sun’s 
disc, or by its own brilliant illumination, which would render it 
visible to us during total eclipses of the Sun, even if, on account 
of its nearness to the Sun, not ordinarily seen as a morning and 
evening star alternately, M. Le Verrier thinks it most probable 
that the disturbing mass consists in reality of a series of corpuscules 
circulating between the Sun and Mercury. 
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Here, then, by a profound appreciation of purely astronomical 
data, the great French physical astronomer, leaving those remote 
regions where, independently of our own countryman, Adams, he 
tracked the unseen planet by its disturbing influence on the 
remotest body of the then known list, has been led to conclude 
that the innermost of the recognized planets is also disturbed by 
planetary matter, not previously reckoned among the influencing 
masses of our system. Is this new planetary matter, like the 
other till discovered by its influence, unseen? Surely, on the 
contrary, it is it that we see as the Zodiacal Light, long before 
conjectured to consist of a cloud of corpuscules circulating round 
the Sun, and, in the dynamical theory of the Sun’s radiation, 
supposed to contain the reserve of force from which this Earth, 
as long as it continues a fit habitation for man as at present 
constituted, is to have its fresh supplies of heat and light. 




( 138 ) 


[125 


125 . On the Vaeiation of the Peeiodic Times of the 
Eaeth and Inferioe Planets, produced by Matter 

FALLING INTO THE SUN. 


[From Glasg. Phil. Soc. Proc. YoL iv. [read Jan. 4, 1860], pp. 272—274.] 

It may be remarked, in the first place, that the absolute effect 
on the periodic time of Mercury, producible by such a distribution 
of planetary matter as M. Le Verrier concludes must circulate 
between Mercury and the Sun, is not discoverable. The true 
mean distance of Mercury from the Sun is not, in fact, known with 
sufficient accuracy to.allow us to judge whether or not the central 
force corresponding to its periodic time, when compared with the 
forces experienced by the other planets, deviates from the law of 
inverse squares of distances from the Sun’s centre to such an 
extent as must be the case if M. Le Verrier’s disturbing planetary 
matter is altogether inside Mercury’s orbit. But it does not 
follow that the periodic time of Mercury, or even that of Venus, 
and the Earth, may not be sensibly influenced by the falling in 
of portions of that matter to the Sun. To discover the general 
character of this influence, and to estimate its amount, we may 
first consider the resultant force experienced by a planet under 
the joint influence of the Sun and a concentric circular ring in 
the plane of its orbit. It is easily seen that the Sun’s force must 
be diminished by the attraction of the ring, if this lies outside the 
planet, but, on the contrary, increased, if inside. If the radius 
of the ring be very small in comparison with the distance of the 
planet, it is clear that to a first approximation the attraction of 
the ring may be calculated by supposing its mass collected at its 
centre. The full expression for the resultant attraction of the ring, 
being the following convergent series:— 



where m denotes the mass of the ring, r its radius, and a the 
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distance of the planet from its centre, shows that the resultant 
force is in reality somewhat greater than it would be if the mass 
were collected at the centre. The planet’s orbit being nearly 
circular, the attraction of such a ring as we have supposed will be 
represented to a second approximation by supposing a mass greater 
than its own in the ratio of 1 to 1 + f (r/a)^ collected at its centre, 
or, which would produce the same effect, distributed uniformly 
over the Suns surface. Hence the gradual falling in of such a 
ring to the Sun will diminish the force experienced by the planet 
as much as would be done by a simple subtraction of 
from the Sun’s mass. The amount I have estimated as falling in 
annually to produce the solar heat and light is 
Sun’s mass. The effect of this, if coming from a ring at distance 
r, would be to diminish the central force on a planet at distance a, 
in the ratio of 

- - 3 /rX^ 1 

16,200,000 ■ 

According to the investigation contained in addition No I. to my 
paper '‘On the Mechanical Energies of the Solar System,” the 
effect of such a change in the Sun’s mass would be to alter the 
angular motion of the planet in the inverse ratio of the square 
of the mass. The integral effect of this will, therefore, be a 
diminution of the planet’s helio-centric longitude amounting to 

? (^LV _ Vl _ X 360 ° 

4 W 16,200,000 

in n revolutions. Merely for the sake of example, let us consider 
the effect on the Earth’s motion, produced by matter falling in at 
the supposed rate, during a period of two thousand years, from a 
ring of double the Sun’s diameter. In this case 

T 1 

- = and n = 2,000. 
a 107*5 

Hence the disturbance in the Earth’s longitude would be a 
diminution amounting to 360762400 = 20"*8 an amount of loss 
altogether undiscoverable over such a period of time. 

To estimate the effect of the same transference of matter upon 
the motion of Mercury, we must take r/a = 1/41*7. The period 
during which we have the most accurate knowledge of Mercury’s 
motion is, as Le Verrier has remarked, from the year 1697 to 
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1848. This being about 624 of Mercury’s revolutions round the 
Sun we may take w=624; and we find by the preceding expression 
13|"' as the effect on the helio-centric longitude of the planet. 
This will amount to nearly 8|" of geo-centric arc—an error which 
could not possibly have escaped detection in the very thorough 
investigation which M. Le Verrier has applied to the motion of 
Mercury. It may be concluded that if matter has been really 
falling in at the rate supposed by my dynamical theory of the 
solar radiation, the place from which it has been falling must be 
either nearer the Sun or more diffused from the plane of 
Mercury’s orbit than we have supposed in the preceding example. 
With a view to determining whether this theory is tenable or not, 
it will be necessary to consider whether the appearances presented 
by the zodiacal light, and the photo-sphere seen round the Sun 
in total eclipses, allow us to find a place for a sufficient future 
dynamic supply without supposing a denser distribution of 
meteors or meteoric vapours than is consistent with what we 
know of the motion of comets before and after passing very close 
to the Sun. 
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126 . Physical Considerations regarding the possible Age 
OF THE Sun’s Heat. 

[From Assoc. Report^ 1861, pt. ii. pp. 27—28; Phil. Mag. Vol. xxiii. 

Feb. 1862, pp. 158—160. Incorporated in Popular Lectures and 

Addresses.^ Yol. i. pp. 349—368.] 

The author prefaced his remarks by drawing attention to 
some principles previously established. It is a principle of 
irreversible action in nature, that, ‘‘ although mechanical energy 
is indestructible, there is a universal tendency to its dissipation, 
which produces gradual augmentation and diffusion of heat, 
cessation of motion, and exhaustion of potential energy, through 
the material universe.” The result of this would be a state of 
universal rest and death, if the universe were finite and left to 
obey existing laws. But as no limit is known to the extent of 
matter, science points rather to an endless progress through an 
endless space, of action involving the transformation of potential 
energy through palpable motion into heat, than to a single finite 
mechanism, running down like a clock and stopping for ever. It 
is also impossible to conceive either the beginning or the con¬ 
tinuance of life without a creating and overruling power. The 
author’s object was to lay before the Section an application of 
these general views to the discovery of probable limits to the 
periods of time past and future, during which the sun can be 
reckoned on as a source of heat and light. The subject was 
divided under two heads: 1, on the secular cooling of the sun; 
2, on the origin and total amount of the sun’s heat. 

Part I. On the Secular Cooling of the Sun. 

In the first part it is shown that the sun is probably an incan¬ 
descent liquid mass radiating away heat without any appreciable 
compensation by the influx of meteoric matter. The rate at which 
heat is radiated from the sun has been measured by Herschel and 
Pouillet independently; and, according to their results, the author 
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estimates that if the mean specific heat of the sun were the same 
as that of liquid water, his temperature would be lowered by 1'4° 
Centigrade annually. In considering what the sun's specific heat 
may actually be, the author first remarks that there are excellent 
reasons for believing that his substance is very much like the 
earth's. For the last eight or nine years, Stokes's principles of 
solar and stellar chemistry have been taught in the public lectures 
on natural philosophy in the University of Glasgow; and it has 
been shown as a first result, that there certainly is sodium in the 
suns atmosphere. The recent application of these principles in 
the splendid researches of Bunsen and Kirchhoff (who made an 
independent discovery of Stokes's theory), has demonstrated with 
equal certainty that there are iron and manganese, and several 
of our other known metals in the sun. The specific heat of each 
of these substances is less than the specific heat of water, which 
indeed exceeds that of every other known terrestrial solid or 
liquid. It might therefore at first sight seem probable that the 
mean specific heat of the sun's whole substance is less, and very 
certain that it cannot be much greater, than that of water. But 
thermodynamic reasons, explained in the paper, lead to a very 
different conclusion, and make it probable that, on account of the 
enormous pressure which the sun's interior bears, his specific heat 
is more than ten times, although not more than 10,000 times, 
that of liquid water. Hence it is probable that the sun cools by 
as much as 14"' C.in some time more than 100 years, but less than 
100,000 years. 

As to the sun’s actual temperature at the present time, it is 
remarked that at his surface it cannot, as we have many reasons 
for believing, be incomparably higher than temperatures attainable 
artificially at the earth's surface. Among other reasons, it may 
be mentioned that he radiates heat from every square foot of his 
surface at only about 7000 horse-power. Coal burning at the 
rate of a little less than a pound per two seconds would generate 
the same amount; and it is estimated (Eankine, Prime Movers, 
p. 285, edit. 1859) than in the furnaces of locomotive engines, 
coal burns at from 1 lb. in 30 seconds to 1 lb. in 90 seconds per 
square foot of grate-bars. Hence heat is radiated from the sun 
at a rate not more than from fifteen to forty-five times as high as 
that at which heat is generated on the grate-bars of a locomotive 
furnace, per equal areas. 
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The interior temperature of the sun is probably far higher 
than that at the surface, because conduction can play no sensible 
part in the transference of heat between the inner and outer 
portions of his mass, and there must be an approximate convective 
equilibrium of heat throughout the whole; that is to say, the 
temperatures at different distances from the centre must be 
approximately those which any portion of the substance, if carried 
from the centre to the surface, would acquire by expansion without 
loss or gain of heat. 

Part II. On the Origin and Total Amount of the Sun's Heat. 

The sun being, for reasons referred to above, assumed to be 
an incandescent liquid now losing heat, the question naturally 
occurs, how did this heat originate ? It is certain that it cannot 
have existed in the sun through an infinity of past time, because 
as long as it has so existed it must have been suffering dissipation; 
and the finiteness of the sun precludes the supposition of an infinite 
primitive store of heat in his body. The sun must therefore either 
have been created an active source of heat at some time of not 
immeasurable antiquity by an overruling decree; or the heat 
which he has already radiated away, and that which he still 
possesses, must have been acquired by some natural process 
following permanently established laws. Without pronouncing 
the former supposition to be essentially incredible, the author 
assumes that it may be safely said to be in the highest degree 
improbable, if, as he believes to be the case, we can show the latter 
to be not contradictory to known physical laws. 

The author then reviews the meteoric theory of solar heat, and 
shows that, in the form in which it was advocated by Helmholtz^, 
it is adequate, and it is the only theory consistent with natural 
laws which is adequate to account for the present condition of the 
sun, and for radiation continued at a very slowly decreasing rate 
during many millions of years past and future. But neither this 
nor any other natural theory can account for solar radiation con¬ 
tinuing at anything like the present rate for many hundred millions 
of years. The paper concludes as follows:—“ It seems therefore, 
on the whole, most probable that the sun has not illuminated the 

* Popular Lecture delivered at KSnigsberg on the occasion of the Kant com¬ 
memoration, February 1854. 
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earth for 100,000,000 years, and almost certain that he has not 
done so for 500,000,000 years. As for the future, we may say 
with equal certainty that inhabitants of the earth cannot continue 
to enjoy the light and heat essential to their life for many million 
years longer, unless new sources, now unknown to us, are prepared 
in the great storehouse of Creation.’' 


127. On the Convective Equilibrium of Temperature 
IN the Atmosphere. 

[From Manchester Phil, Soc. Proc. Vol. ii. 1860—1862 [Jan. 21, 1862], pp. 
170—176; reprinted in Math, and Phys. Papers^ Vol. in. art. xcii. 
pp. 255—260.] 


128. On the Age of the Sun’s Heat. 

[From Macmillan^s Magazine, Vol. v. March 1862, pp. 288—396 ; reprinted 
in Popular Lectures and Addresses, Vol. i. pp. 349—368.] 


129. On the Kigidity of the Earth. 

[From Glasg, Phil, Soc, Proc. Vol. v. [read March 26, 1862], pp. 169—170; 
R^y, Soc. Proc. Vol. xii. 1862—1863 [read May 15, 1862, abstract], pp. 
103—104; Phil. Trans. Vol. cmi. 1863, appendix added Jan. 2, 1864, 
pp. 57Z—682; Phil, Mag. Vol. xxv. Feb. 1863, pp. 149—151; Math, and 
Phys. Papers, Vol. in. art. xcv. pp. 312—336. Reprinted in Thomson 
and Tail’s Natural Philosophy, §§ 832—849.] 


130. On the Secular Cooling of the Earth. 

[From Bdinh. Roy. Soc. Proc. Vol. iv. [read Apr. 28, 1862], pp. 610—611; 
Minb. Roy. Soc. Trans. VoL xxiii. 1864, pp. 157—170; Phil. Mag. 
Vol. xxv. Jan. 1863, pp. 1—14; Edinh. New Phil. Journ. Vol. xvi. 1862, 
pp. 151—162. Reprinted in Math, and Phys. Papers, Vol. III. art. xciv. 
pp. 295—311; Thomson and Tait’s Natural Philosophy, Appendix D.] 
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131. SUR LE ReFROIDISSEMENT SJSCULAIRE DU SOLEIL. De 
LA TeMPJ^RATURE ACTUELLE DU SOLEIL. De L’OrIGINE ET 
DE LA Somme totale de la Chaleur solaire. 


[From Zes Mondes iii. 1863, jDp. 473—480; translated from Ko. 128 m^ray 
omitting an introduction given in No. 126 supra^ which is an earlier draft.] 


I. SuT le refroidissement sdcalaire du Soleil. 

De combien le Soleil s’est-il refroidi d’annde en ann6e, si tant 
est qu’il se soit refroidi ? Nous n’avons aucun moyen de le d4- 
couvrir ou de 1*4valuer, inSme approximativement. D’abord, nous 
ne savons m4me pas s’il perd rdellement sa chaleur, car il est 
certain que quelque chaleur est engendrde dans son atmosphere, 
par rinfiuence de la matiere in4t4orique, et il est possible que la 
somme de chaleur ainsi engendr6e d’ann4e en annde suffise k 
compenser la perte caus4e par le rayonnement. Il est possible 
aussi que le Soleil soit encore aujourd’hui une masse liquide 
incandescente, rayonnant de la chaleur, primitivement cr44e ou 
communiqude h- sa substance, ou bien, ce qui semble beaucoup 
plus probable, engendr4e par la chute incessante des m4t4ores 
pendant les ^ges 4coul4s. 

Il a ddjk 4t4 d4montr4 que, si la premiere supposition etait 
fond4e, les metdores qui auraient produit la chaleur solaire durant 
les vingt ou trente derniers siedes auraient dli, pendant tout ce 
laps de temps, se trouver trbs en dedans de Tespace compris entre 
la Terre et le Soleil et qu’ils ont d4 s’approcher du corps central, 
en d4crivant des spirales de plus en plus resserr^es, parce que si 
la quantity de matifere n^cessaire k produire Teffet thermique dont 
il s’agit 4tait venue des r4gions situ4es au del& de Torbite terrestre, 
la longueur de Fannie se serait trouv4e trfes-sensiblement diminu4e 
par ces additions incessantes k la masse du Soleil. Dans cette 
hypoth^se, la quantity de matiere absorb4e annuellement a dii 
4tre un quarante-septifeme de la masse de la Terre ou un quinze- 
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millionihme de la masse du Soleil. II faudrait done snpposer que 
la masse de la lumiere zodiacale s6lhve k un cinq-inillifeme au 
moins de la masse du Soleil, pour expliquer de la meme maniere 
I’approvisionnement de chaleur solaire pour les trois mille ans k 
venir. Lorsque ces conclusions furent publi^es pour la premiere 
fois, on fit remarquer qu’il fallait dtudier les perturbations du 
mouvement des planetes “visibles” comme pouvant fournir les 
moyens d'^valuer la somme probable de matifere de la lumiere 
zodiacale, et Ton crut, a priori, qu'elle serait loin de sufiire k 
un approvisionnement de chaleur pour trente mille anndes, au 
taux actuel de la ddpense. Ces desiderata ont et^, jusqua un 
certain point, remplis par M. Le Verrier. En effet, ses grandes 
recherches sur le mouvement de Mercure ont rdeemment r4v616 
Fexistence d’une infiuence sensible qu'on ne pent attribuer qu’^i 
la mati^re qui circule sous forme d’ast^roides innombrables entre 
Forbite de Mercure et le Soleil. Mais la somme de matifere mise 
en Evidence par cette th^orie est tres-petite; et, par consequent, 
si ]a chute de matiferes m6tdoriques est rdellement la source d’une 
partie appreciable de la chaleur rayonnante, il faut admettre que 
cette matiere circule autour du Soleil k de tres-faibles distances 
de sa surface. Mais la density de ce nuage rndteorique ne serait- 
elle pas tellement grande que les cometes n’auraient pas pu la 
traverser sans dprouver une resistance qui aurait modifi4 sensible- 
ment leur marche quand leur distance au Soleil n'aurait plus ete 
qu’un trentierne du rayon solaire? Tout bien consid6re, il semble 
peu probable que la perte de chaleur solaire par rayonnement 
soit compensde, d’une manifere appreciable, par la chaleur pro- 
venant de la chute des rndteores, pour le moment du moins; et 
comme on ne peut pas trouver da vantage cette compensation dans 
quelque action chimique, on est conduit k conclure que le plus 
probable est que le Soleil n’est aujourd’hui qu’une masse incan- 
descente liquide en cours de refroidissement. 

Il est done tr^s-important de connaitre de combi en il se 
refroidit d’annde en ann^e, mais nous sommes totalement in- 
capables de rdsoudre aujourd’hui cette question, il est vrai que 
nous avons des donn^es sur lesquelles nous pourrions baser une 
Evaluation probable, et desquelles nous pourrions ddduire, avec un 
certain degrd de confiance, des limites assez rapproch^es, entre 
lesquelles doit se trouver la vraie loi du refroidissement du Soleil. 
Car nous savons, d'aprhs les recherches sEparEes, mais concor- 
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dantes, d’Herschel et de Pouillet, que le Soleil rayonne chaque 
ann^e de toute sa surface environ 3 x 10^“ fois (3 suivi de 30 zdros) 
la chaleur suffisante pour Clever de 1° 0. la temperature d'un 
kilogramme d’eau. Nous avons aussi de fort bonnes raisons de 
croire que la substance du Soleil ressemble beaucoup k celle de 
la Terre. Les principes de Stokes sur la constitution chimique 
du Soleil et des dtoiles ont et4 exposes depuis plusieurs ann4es 
dans Funiversite de Glasgow, et on y a enseign^, comme premier 
r&ultat, que le sodium existe certainement dans Fatmosph^re du 
Soleil et dans celles de plusieurs dtoiles, quoiqu'il y en ait dans 
lesquelles on ne puisse pas le d^couvrir. La nouvelle application 
de ces principes, dans les magnifiques recherches de Bunsen et de 
Kirchhoff (qui ont fait une d^couverte independante de la th^orie 
de Stokes), a d^montrd, avec une ^gale certitude, qu’il existe dans 
le Soleil du fer et du manganese et plusieurs de nos autres 
m6taux. La chaleur specifique de chacune de ces substances est 
moindre que la chaleur sp6cifique de Feau, qui, en eflfet, d^passe 
celle de tout autre corps terrestre, solide ou liquide. II pourrait 
done, k premiere vue, paraitre probable que la chaleur spdcifique 
moyenne de toute la substance solaire est moindre que celle de 
Feau, et il est certain qu’elle ne saurait etre beaucoup plus grande. 
Si elle dtait ^gale k celle de Feau, il n'y aurait qu'k diviser le 
chiffre prdeddent (3 x 10^®), donnd par Herschel et Pouillet, par le 
nombre de kilogrammes de la masse du Soleil (2*2 x 10^^) pour 
trouver 1°'4 C. comme chiffre annuel du refroidissement actuel. 
Il semblerait done probable que le Soleil se refroidit de plus d’un 
degrd et quatre dixi^mes (centigrade) par an, et il parait presque 
certain qu’il ne se refroidit pas moins. Mais si ce calcul est juste, 
on serait dgalement fond6 k supposer que VexpansibiliM du Soleil 
par la chaleur ne doit pas beaucoup diffdrer de celle de quelque 
autre corps terrestre. Si, par exemple, la dilatation du Soleil 
dtait dgale a celle du verre solide, laquelle est d'un quarante- 
millifeme du volume, et d’un cent-vingt-milli^me du diamfetre, par 
degr6 centigrade (et pour les liquides, surtout ^ des temperatures 
eiev6es, ce chiffre est beaucoup plus considerable), et si la chaleur 
specifique etait celle de Feau k Fetat liquide, il sbpererait dans le 
diametre du Soleil, au bout de 860 ans, une contraction de un 
pour cent qui n'aurait pas echappe aux observations astro- 
nomiques. Mais il y a encore une plus forte raison de croire qu'il 
ne peut s’^tre opere une telle contraction, et, par consequent, de 
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soup^onner que les circonstances physiques de la masse solaire 
rendent la condition des substances qui le composent, relative- 
ment a la dilatation et la chaleur spdcifique, bien difF4rente de 
celle des memes substances lorsqu'on les traite dans nos labora- 
toires. La gravitation inutuelle entre les diverses parties de la 
masse du Soleil, durant la contraction, doit produire une quantity 
de travail que Fon ne saurait calculer avec certitude, parce que 
Ton ne connait pas la loi de la density int6rieure du Soleil. La 
quantity de travail produit par une contraction d'un dixieme pour 
cent du diametre, si la density demeurait uniforme dans tout 
Fint^rieur, serait, ainsi que Fa d6montrd Helmholtz, 6gale k vingt 
mille fois F4quivalent m4canique correspondant k la somme 
de chaleur 6man4e du Soleil en un an, d’aprfes les calculs de 
M. Pouillet. Mais en r4alit6 la densit4 du Soleil doit augmenter 
consid4rablement vers son centre, et probablement dans des pro¬ 
positions tres-variables, 4 mesure que la temperature s’abaisse et 
que la masse se contracte. On ne pent done pas dire si le travail 
fait par la gravitation mutuelle durant une contraction d'un 
dixieme pour cent du diametre serait plus ou moins grand que 
F4quivalent correspondant k vingt mille fois la chaleur annuelle, 
mais nous pouvons admettre comme tr4s-probable qu’il ne serait 
pas beaucoup de fois plus grand ou plus petit. Or, il est de toute 
improbabilite que Fenergie m4canique puisse, en aucune fafon, 
augmenter dans un corps qui se contracte par le froid. II est 
certain qu’en r4alit4 elle diminue notablement, dapr4s toutes les 
experiences faites jusquhei. II faut done supposer que le Soleil 
perd, par le rayonnement, une quantity de chaleur plus grande que 
celle qui correspond k F4quivalent m4canique de Joule, d4duit du 
travail op4r4 dans la contraction de sa masse par la gravitation 
mutuelle des parties. De Ik il faut conclure qu’en se contractant 
d'un dixibme pour cent de son diametre, ou des trois dixi^mes 
pour cent de son volume, le Soleil doit rayonner un peu plus, ou 
trbs-peu moins, de vingt mille fois sa chaleur annuelle. Ainsi, 
m4me sans la preuve historique de Finvariabilit^ de son diametre, 
il parait juste de conclure qu’aucune contraction, au delh de un 
pour cent en 860 ans, n'a pu r4ellement avoir lieu. Il semble, 
au contraire, probable que, d apres la somme actuelle de rayonne¬ 
ment, une contraction d’un dixieme pour cent ne saurait avoir 
lieu en beaucoup moins de 20,000 ans et qu’il serait k peine 
possible qu’elle ait lieu en moins de 8600 ans. Si done la chaleur 
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spteifique moyenne de la masse solaire, dans son 6tat actuel, n’est 
pas plus de dix fois celle de Teau, la dilatation en volume doit ^tre 
inf6rieure k un quatre-millieme par degr4 centigrade (c'est-^-dire 
moins d’un dixi^me de celle du verre solide), ce qui semble 
improbable. Mais quoique, d’apres ces considerations, nous soyons 
amenes k penser comme probable que la chaleur sp^ciAque du 
Soleil depasse de beaucoup dix fois celle de I’eau (et que par 
consequent sa masse perd beaucoup moins de 100 degr^s en 700 
ans, conclusion presque inevitable pour de simples raisons geolo- 
giques), les principes de physique sur lesquels nous nous basons ne 
nous fournissent aucun motif de supposer que la chaleur specifique 
du Soleil soit plus de dix mille fois celle de Teau, parce que nous 
ne pouvons pas dire que sa dilatation cubique soit probablement 
superieure k un quatre-centieme par degre centigrade. Et il y a 
encore, d’autre part, de puissantes raisons de croire que la chaleur 
specifique est reellement bien inferieure k ces dix mille fois. Car 
il est presque certain que la temperature moyenne du Soleil est 
aujourd’hui de quatorze mille degres centigrade, et la plus grande 
quantite de chaleur que nous puissions supposer, avec quelque 
probabilite, acquise naturellement par le Soleil (comme on le 
verra dans un troisieme paragraphe), n’aurait pu eiever sa masse 
Il une telle temperature k aucune epoque, a moins que sa chaleur 
specifique n'eut ete inferieure k dix mille fois celle de I’eau. 

Nous pouvons done admettre comme fort probable que la 
chaleur specifique du Soleil est plus de dix fois et moins de dix 
mille fois celle de Teau a Tetat liquide. Il s'ensuivrait done, avec 
certitude, que sa temperature s'abaisse de 100 degres pendant une 
duree de 700 & 700,000 ans. 

Que faut-il done penser, par exemple, de revaluation gdologique 
qui compte 300 millions d’annees pour la denudation du Weald ? 
Est-il plus probable que Tetat physique de la matifere solaire 
differe mille fois plus de la matibre que nous etudions, que la 
dynamique ne nous autorise k le supposer, et qu'une mer orageuse, 
aidee de marees d’une extreme violence, doit ronger une falaise 
calcaire mille fois plus rapidement que ne Festime M. Darwin, 
qui trouve un pouce par sifecle? 
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II. Be la temperature actuelle du Soleil, 

A sa surface, la temperature du Soleil ne saurait, pour plusieurs 
raisons, etre incomparablement plus elevee que la temperature que 
nous pouvons obtenir dans nos laboratoires. 

Entre autres raisons on pent donner celle-ci: que le Soleil 
rayonne de la chaleur de chaque pied carre de sa surface avec une 
force de sept mille chevaux seulement. La houille, brulant sur le 
pied d un peu moins d’un kilogramme en quatre secondes, donnerait 
la meme force, et il a ete trouve (Rankine, Premiers moteurs, 
p. 285, Edimbourg, 1852) que dans les foyers des locomotives le 
charbon se consume depuis une livre par trente secondes jusqu’li 
une livre en quatre-vingt-dix secondes par pied carr4 de grille. 
De la on conclut que le Soleil rayonne de la chaleur avec une 
intensity de quinze a quarante-cinq fois la chaleur dun foyer de 
locomotive a surfaces 4gales. 

La temperature interieure du Soleil est probablement beaucoup 
plus eiev^e que celle de la surface, parce que la conduction directe 
ne pent jouer aucun r61e appreciable dans la transmission de la 
chaleur entre les parties interieures et exterieures de la masse, et 
il doit exister un equilibre de convection approximatif k travers 
toute la masse, si la masse est fluide. Ce qui revient k dire que 
les temperatures, k differehtes distances du centre, doivent etre 
approximativement celles que toute portion de la substance, portee 
du centre k la circonference, acquerrait par Texpansion, sans perte 
ni gain de chaleur. 

III. Be Vorigine et de la somme totale de la chaleur solaire. 

Le Soleil etant, par les raisons donnees ci-dessus, suppose un 
liquids incandescent perdant aujourd'hui sa chaleur, il se presente 
une question toute naturelle: quelle est Torigine de cette chaleur? 
Il est certain qu’elle ne pent pas avoir existe dans le Soleil depuis 
un temps infini, puisque tant qu’elle a existe elle a subi une 
deperdition, et le Soleil 6tant un corps fini; ce fait exclut la 
supposition qu’il y ait en lui une source primitive infinie de 
chaleur. Le Soleil doit done avoir etd cree comme source active 
de chaleur k quelque epoque d’une antiquite calculable, par quel- 
que decret tout-puissant; ou bien la chaleur qu’il a dejk rayonnee, 
et qu’il conserve encore, doit avoir 6t4 acquise par quelque moyen 
naturel, suivant une loi fixe. Sans aflSrmer que la premiere 
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hypothese soit absoluraent incroyable, on pent dire, avec assez de 
s4curit4, qu'elle est improbable an plus haut degr4, si Ton pent 
d4montrer que la seconde n’est pas en opposition avec les lois 
physiques connues. Nous aliens le d4montrer et faire plus, en 
indiquant simplement certaines actions, s'op4rant aujourd’hui sous 
nos yeux,et qui, si elles ont 6t6 suffisamment fr6quentes k quelque 
4poque passee, ont du donner au Soleil une chaleur suffisante pour 
expliquer tout ce que nous savons de son rayonnement pass6 et de 
sa temperature actuelle. 

II n’est pas n4cessaire, pour le moment, d’entrer dans de longs 
details sur la theorie meteorique, qui parait avoir ete enoncee sous 
une forme definie pour la premiere fois par Mayer et ensuite par 
Waterston; ni sur I’hypothese modifiee des tourbillons meteoriques, 
dont Tauteur de ce memoire a demontre la necessite, pour que la 
longueur de lannee, telle qu’elle est du moins depuis deux mille 
ans, n’ait pas ete sensiblement alteree par les accroissements qu'a 
du subir la masse du Soleil pendant cette periode, si la chaleur 
rayonnee a toujours ete compensee par celle due k Finflux 
meteorique. 

Par suite des raisons enoncees dans la premihre partie de cet 
article, on peut croire maintenant que toutes les theories de com- 
pensation meteorique contemporaine, complete ou peu pr^s 
complete, doivent etre rejetees, mais on peut cependant toujours 
supposer que: Vaction m4Uorique.,.n^existe pas seulement comme 
une cause de la chaleur solaire, mais que c'est la seule de toutes les 
causes concevables dont nous connaissons Veccistence par des preuves 
independantes. 

La theorie meteorique qui parait aujourd’hui la plus probable, 
et qui fut d’abord discutee selon les vrais principes de la thermo- 
dynamique par Helmholtz, consiste supposer que le Soleil et sa 
chaleur tirent leur origine de Fagglomeration de corpuscules 
tombant ensemble par Teffet d’une gravitation, mutuelle, et 
developpant, conformement k la grande loi demontree par Joule, 
une chaleur equivalant exactement au mouvement perdu dans 
leur collision. 

Qu’une theorie meteorique de quelque nature soit certaine- 
ment la vraie et complete explication de la chaleur solaire, 
e’est ce dont on ne saurait douter, en considerant les raisons 
suivantes: 
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1. Axicune autre explication, naturelle, except^ 1 action chi- 
mique, ne pent se concevoir; 

2. La th4orie d’une action chimique est tout 4 fait insuffi- 
sante, parce que Faction la plus 6nergique que nous connaissions. 
s’op6rant entre des substances equivalant a toute la masse du 
Soleil, ne developperait que trois mille ann4es de chaleur; 

3. Au moyen de la th^orie m6t6orique on peut, sans difficult^, 
rendre raison de vingt millions d'anntes de chaleur. 

On serait entrain^ dans des calculs math^matiques trop longs 
si on voulait expliquer complfetement sur quels principes est 
fondle la derniere Evaluation. Qu'il suffise de dire que des corps, 
tous moindres que le Soleil, tombant ensemble d’un Etat de repos 
relatif, et a des distances mutuelles considErables eu Egard k leurs 
diametres, et formant un globe d’une densitE uniforme, Egale en 
masse et en diamEtre au Soleil, dEvelopperaient une somme de 
chaleur qui, calculEe daprfes les principes et les expEriences de 
Joule, s’est trouvEe Etre justement vingt millions de fois la 
somme annuelle de rayonnement EvaluEe par Pouillet. La densitE 
du Soleil doit, selon toute probabilitE, s’accroitre considErablement 
vers son centre, et par consEquent il faut supposer qu’une bien 
plus grande somme de chaleur a dii Etre engendrEe si sa masse 
entiere s'est formEe par FagglomEration de corps comparativement 
petits. D’un autre c6tE, nous ne savons pas combien de chaleur 
a pu se perdre par la rEsistance et avant FagglomEration finale; 
mais il y a lieu de croire que meme la rEunion la plus rapide que 
nous puissions concevoir n’a pu donner au globe qui en est rEsultE 
qua peu pres la moitiE de la chaleur entiEre due k la somme 
d’Energie potentielle de la gravitation mutuelle qui s’est EpuisEe. 
Nous pouvons done accepter comme le chiffre le plus has de la 
chaleur initiale du Soleil dix millions de fois la chaleur d’une 
annEe actuelle, mais cinquante ou mEme cent millions de fois 
sont possibles, en consEquence de la plus grande densitE du Soleil 
dans ses parties centrales. 

Les considErations' dEveloppEes plus haut, concemant la 
chaleur sp4cifique possible du Soleil, la loi de son refroidissement 
et sa tempErature superficielle, font supposer, avec beaucoup de 
probabilitE, qu’il a du Etre sensiblement plus chaud il y a im 
million d’annEes; par consEquent, que s’il a existE comme corps 
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Jimiaeux pendant dix on vingt millions d’ann^es, il doit avoir 
►erdu, par le rayonnement, beanconp plus qu'il n'en perd annuelle- 
lent auj ourd'hui. 

II semble done, k tout prendre, fort probable que le Soleil 
’a pas 6claire la Terre durant cent millions d’ann6es, et il est 
resque certain qu’il ne Fa pas fait pendant cinq cents millions 
'ann^es. Pour ce qui est de Favenir, on peut dire, avec une 
gale certitude, que les habitants de la Terre ne pourront con- 
inner a jouir de la lumiere et de la chaleur essentielles k leur 
xistexice pendant plusieurs millions d'ann6es encore, k moins que 
es sources aujourd’hui inconnues ne soient pr4par4e8 dans la 
rande reserve de la creation. 
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132. The Nature of the Sun’s Magnetic Action 
ON THE Earth. 

[Note oil two paragraphs of Mr C. Chambers’ paper: from FhiL Tram, 
Vol. CLiil. 1863, pp. 515, 516.] 

If the sun were a magnet as intense on the average as the 
earth, the magnetic force it would exert at a distance equal to 
the earth’s, or, let us suppose, 200 radii, would he only 
of the earth’s surface magnetic force in the corresponding position 
relatively to its magnetic axis. Considering, therefore (according 
to the principles explained by Mr. Chambers), the sun as a magnet 
having its magnetic axis nearly perpendicular to the ecliptic, we 
see that, with an average intensity of magnetization equal to the 
earth’s, the effect of reversing the sun’s magnetization would be 
to introduce, in a direction perpendicular to the ecliptic, a dis¬ 
turbing force equal to about earth’s average polar 

force, and would therefore be absolutely insensible to the most 
delicate terrestrial magnetic observation yet practised. A dis¬ 
turbing force of this amount, acting perpendicularly to the direction 
of the terrestrial magnetic force about the equator, would produce 
a disturbance in declination of only half a second; and the sun’s 
magnetization would therefore need to be 120 times as intense as 
the earth’s to produce a disturbance of 1' in declination even by a 
complete reversal in the most favourable circumstances. These 
estimates appear to me to give strong evidence in support of the 
conclusion at which Mr Chambers has arrived by a careful exami¬ 
nation of the disturbances actually observed, that no effect of the 
sun’s action as a magnet is sensible at the earth. 

The same estimates are applicable to the moon, her apparent 
diameter being the same as the sun’s. It is of course most 
probable that the moon is a magnet; but she must be a magnet 
thousands or millions of times more intense than the earth to 
produce any sensible effect of the character of any of the observed 
terrestrial magnetic disturbances. 
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133. On the Elevation of the Eabth’s Surface Tempera¬ 
ture PRODUCED BY UNDERGROUND HeAT. 


[From Edinh, Roy, Soc, Proc. YoL v. 1866 [read March 21, 1864], 

pp. 200, 201.] 

Peclet found, by his own experiments, that a body with any 
common unpolished non-metallic surface, kept by heat from 
within at 1° higher temperature than that of the air and other 
objects round it, loses heat from each square metre of surface at 
the rate of about nine kilogramme-water thermal units per hour, 
or, which is the same, :f^th of a gramme-water unit from each 
square centimetre per second. The mean conductivity of the 
three Edinburgh strata, in which Principal Forbes's underground 
thermometers were placed, is 2f grain-water units per second per 
square foot per 1° per foot rate of variation of temperature, as 
I have shown previously*. 

That of the Greenwich stratum is 2*6, in terms of the same 
units, according to Professor Everett's recent reductions; and that 
of certain strata (clay and sand) in Sweden is 1*64, according to 
Angstrom (Poggendorffs Annalen, last volume of 1861). The 
mean of these three numbers is 2*33, which, reduced to the unit 
of conductivity founded on the gramme-water-second-centimetre 
units, is *005. Taking this, therefore, as an average conductivity 
in the earth’s upper crust, we find that if the temperature in¬ 
creased downwards at the rate of 1° per 20 centimetres, the 
quantity of heat lost by conduction outwards would be q^^^th; 
and therefore, according to Peclet's result, this would keep the 
surface just 1° warmer than it would be if there were no conduction 
of heat from within. Hence, to warm the surface to 10° Fahr. 
above what it would be if there were no conduction from within. 

Tram. R. S, E., April 1860, “ On tlie Reduction of Observations of Under- 
ground Temperature,” § 42. 
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the rate of rise of temperature must be I'" Fahr. per 2 cen 
metres, or '0656 of a foot (which would probably destroy the roc 
of any large tree or plant), but at all events could not, as I ha 
shown be the real condition of the earth at any time later th? 
about 180 years after even a greater heating (7000*^ Fahr.) of tl 
whole globe than the greatest we can suppose it at all probab 
the earth ever experienced. Hence it is certain that the clima 
can never have been sensibly influenced from the earliest '' gei 
logical era by underground heat. This conclusion was stated i 
§ 17 of the paper already referred to On the Secular Cooling ( 
the Earth,'' as rendered certain by a rough general knowledge < 
the circumstances, without any approach to an accurate estimat 
of the absolute amount of radiation. 

We now see, farther, that the present rate of undergroun 
rise of temperature, estimated at 1° Fahr. per 50 feet, is onl 
■yi^th of that which is required to warm the surface by l^'. Henc 
the surface is only about ^^^th of V Fahr. warmer at present thai 
it would be if there were no supply of heat from within. 

* Trans, R. S. E., April 1862, “ On the Secular Cooling of the Earth,” § 18 
[No. 130 supra.] 


134. The ‘'Docteine of XJnifoemity” in Geology 

BRIEFLY REFUTED. 

[From Edinh. Roy. Soc. Proc. Vol. v. 1866 [read Dec. 18, 1865], pp. 512, 513; 
reprinted in Popula/r Lectures and Addresses^ Vol. Ii. pp. 6—9.] 
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135. On the Physical Cause of the Submergence and 
Emergence of Land during the Glacial Epoch. 

[Note on Mr CrolFs paper on this subject: from Phil. Mag. Vol. xxxi. April 
1866, pp. 305, 306; quoted in Popular Lecturer and Addresses^ Vol. II. 
pp. 320- 323.] 

Mr Croll’s estimate of the influence of a cap of ice on the 
sea-level is very remarkable in its relation to Laplace’s celebrated 
analysis, as being founded on that law of thickness which leads 
to expressions involving only the first term of the series of 
‘'Laplace's functions,” or “spherical harmonics.” The equation 
of the level surface, as altered by any given transference of solid 
matter, is expressed by equating the altered potential function 
to a constant. This function, when expanded in the series of 
spherical harmonics, has for its first term the potential due to 
the whole mass supposed collected at its altered centre of gravity. 
Hence a spherical surface round the altered centre of gravity is 
the first approximation in Laplace's method of solution for the 
altered level surface. Mr Croll has with admirable tact chosen, 
of all the arbitrary suppositions that may be made foundations 
for rough estimates of the change of sea-level due to variations 
in the polar ice-crusts, the one which reduces to zero all terms 
after the first in the harmonic series, and renders that first ap¬ 
proximation (which always expresses the essence of the result) 
the whole solution, undisturbed by terms irrelevant to the great 
physical question. 

Mr Croll, in the preceding paper, has alluded with remark¬ 
able clearness to the effect of the change in the distribution of 
the water in increasing, by its own attraction, the deviation of 
the level surface above that which is due to the given change in 
the distribution of solid matter. The remark he makes, that it 
is round the centre of gravity of the altered solid and altered 
liquid that the altering liquid surface adjusts itself, expresses the 
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6 SS 611 C 6 of Jjaplstco’s colebrafcod d6nionstratioii of th.6 sts/bility 
the ocean, and suggests the proper elementary solution of tl 
problem to find the true alteration of sea-level produced by 
given alteration of the solid. As an assumption leading to 
simple calculation, let us suppose the solid earth to rise out ■ 
the water in a vast number of small flat-topped islands, eac 
bounded by a perpendicular cliff, and let the proportion of wate: 
area to the whole be equal in all quarters. Let all of thes 
islands in one hemisphere he covered with ice, of thickneg 
according to the law assumed by Mr Croll—that is, varying i 
proportion to the [sine of the] latitude. Let this ice be removei 
from the first hemisphere and similarly distributed oyer the island 
of the second. By working-out according to Mr Croll’s directions 
it is easily found that the change of sea-level which this wil 
produce will consist in a sinking in the first hemisphere anc 
rising in the second, through heights varying according to tb( 
same law (that is, simple proportionality to sines of latitudes) 
and amounting at each pole to 

(1 — (i))it 

1 — (OW ^ 

where t denotes the thickness of the ice-crust at the pole; i the 
ratio of the density of ice, and w that of sea-water, to the earth’s 
mean density; and co the ratio of the area of ocean to the whole 
surface. 

Thus, for instance, if we suppose 6) = 2/3, and ^=6000 feet, 
and take 1/6 and 1/5^ as the densities of ice and water respec¬ 
tively, we find for the rise of sea-level at one pole, and depression 
at the other, 

1/3 X 1/6 X 6000 
l-2/3xl/5i ^ 
or approximately 380 feet. 

It ought to be remarked that a transference of floating ice 
goes for nothing in changing the sea-level, and that in estimating 
the effect of grounded icebergs the excess of the mass of ice above 
that of the water displaced by it is to he reckoned j list as if so 
much ice were laid on the top of an island. 
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136. On the Observations and Calculations rx^quired to 
FIND THE Tidal Retardation of the Earth's Rotation. 


[Part of the Rede Lecture at (Jamhridgo, May 23, 1806; from PhlL Mug. 
Vol. XXXL 1800, pp. r)33—537 (Hupplomont). Reprinted in Math, and 
Fhys. Papers, Vol. nr. art. xcv. pp. 337 —341.] 


137. On Geolooical Time. 


[From Qlasg, Geol. Sac. Trans. Vol. in. 1871 [read Feb. 27, 1808], pp. 1 28 ; 

reprinted in Popular Lecturm and Addresses^ Vol. tt. pp. 10- 84, 32 ()-«» 323 .] 
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138. Oi^ THE Fbacture of Brittle and Viscous Solids 
BY "'Shearing.’' 

[From Eo^. Soc. Froc. Vol. xvil. 1869 [read Feb. 25, 1869], pp. 312, 313; 

Phil, Mag, xxxviir. July 1869, pp. 71—73.] 

On recently visiting Mr Kirkaldy’s testing works, the Grov( 
Southwark, I was much struck with the appearances presente( 
by some specimens of iron and steel round bars which had bee] 
broken by torsion. Some of them were broken right across, a 
nearly as may be in a plane perpendicular to the axis of the bai 
On examining these I perceived that they had all yielded througl 
a great degree to distortion before having broken. I therefon 
looked for bars of hardened steel which had been tested similarly 
and found many beautiful specimens in Mr Kirkaldy's museum 
These, without exception, showed complicated surfaces of fracture 
which were such as to demonstrate, as part of the whole effect in 
each case, a spiral fissure round the circumference of the cylindei 
at an angle of about 45° to the length. This is just what is to be 
expected when we consider that if ABDO (fig. 1) represent an 
infinitesimal square on the surface of a round bar with its sides 
A G and BD parallel to the axis of the cylinder, before torsion, 
and ABD'C' the figure into which this square becomes distorted 



Fig. 1. Pig. 2. 


just before rupture, the diagonal J.D has become elongated to 
the length AD', and the diagonal BO has become contracted to 
the length BG'j and that therefore there must be maximum 
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tension everywhere, across the spiral of which BO' is an infinitely 
short portion. But the specimens are remarkable as showing in 
softer or more viscous solids a tendency to break parallel to the 
surfaces of “shearing” AB, CD, rather than in surfaces inclined 
to these at an angle of 45°. Through the kindness of Mr Kirkaldy,, 
his specimens of both kinds are now exhibited to the Royal 
Society. On a smaller scale I have made experiments on round 
bars of brittle sealing-wax, hardened steel, similar steel tempered 
to various degrees of softness, brass, copper, lead. 

Sealing-wax and hard steel bars exhibited the spiral fracture. 
All the other bars, without exception, broke as Mr Kirkaldy’s soft 
steel bars, right across, in a plane perpendicular to the axis of the 
bar. These experiments were conducted by Mr Walter Deed and 
Mr Adam Logan in the Physical Laboratory of the University of 
Glasgow; and specimens of the bars exhibiting the two kinds of 
fracture are sent to the Royal Society along with this statement. 
I also send photographs exhibiting the spiral fracture of a hard 
steel cylinder, and the “shearing” fracture of a lead cylinder by 
torsion. 

. These experiments demonstrate that continued “shearing” 
parallel to one set of planes, of a viscous solid, developes in it a 
tendency to break more easily parallel to these planes than in 
other directions,—or that a viscous solid, at first isotropic, acquires 
“cleavage planes” parallel to the planes of shearing. Thus, if 
GD and AB (fig. 2) represent in section two sides of a cube of a 
viscous solid, and if, by “shearing” parallel to these planes, CD 
be brought to the position G'D\ relatively to AB supposed to 
remain at rest, and if this process be continued until the material 
breaks, it breaks parallel to A B and G'B', 

The appearances presented by the specimens in Mr Kirkaldy’s 
museum attracted my attention by their bearing on an old 
controversy regarding Forbes’s theory of glaciers. Forbes had 
maintained that the continued shearing motion, which his obser¬ 
vations had proved in glaciers, must tend to tear them by fissures 
parallel to the surfaces of “shearing.” The correctness of this 
view for a viscous solid mass, such as snow becoming kneaded 
into a glacier, or the substance of a formed glacier as it works 
its way down a valley, or a mass of debris of glacier ice, reforming 
as a glacier after disintegration by an obstacle, seems strongly 

11 
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confirmed by the experiments on the softer metals described 
above. Hopkins had argued against this view, that, according 
to the theory of elastic solids, as stated above, and represented 
by the first diagram, the fracture ought to be at an angle of 45° 
to the surfaces of “shearing."’ There can be no doubt of the 
truth of Hopkins’s principle for an isotropic elastic solid, so brittle 
as to break by shearing before it has become distorted through more 
than a very small angle ; and it is illustrated in the experiments 
on brittle sealing-wax and hardened steel which I have described. 
The various specimens of firactured elastic solids now exhibited to 
the Society may be looked upon with some interest, if only as 
illustrating the correctness of each of the two seemingly discrepant 
propositions of those two distinguished men. 


139. Note on the Meteoeic Theory of the Sun’s Heat. 

[After Prof. Grant’s paper on ‘‘The Physical Constitution of the Sun,” 
Qlasg. Phil. Soc. Froc. Vol. vii. [March 24, 1869], pp. Ill, 112; Glaag, 
Geol. Soc. Tram. Vol. iii. 1871, pp. 239, 240. Reprinted in Popular 
Lectures <md Add/resses, Vol. il. pp. 127—131.] 


140. Geological Dynamics. 

[From Glasg. Geol. Soc. Trans. Vol. in. 1871 [read April 5, 1869], pp. 215— 
240; Geol. Mag. Vol. vi. 1869, pp. 472—476. Reprinted in Popular 
Lectures and Addresses, VoL il pp. 73—127.] 


141. Address to the British Association at 
Edinburgh. 

[From British Association Report, Vol. XLi. 1871, pp. hcxxiv—cv; Naime, 
Vol. IV. Aug. 3, 1871, pp. 262—270; Am&r. Journ. Sci. Vol. n. (3rd ser.), 
1871, pp. 269—294; Math, and Phys. Papers, VoL n. art. IxvL pp. 25—21 
Reprinted in Popular Lectures and Addresses, Vol. il pp. 132^—205.] 
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142. The Rigidity of the Earth. 


[Letter to Nature^ Vol. v. Jaru 18, 1872, pp. 223, 224. See however Ho. 
144 mfra m regards the rigidity which is produced by the inertia of 
fluid in rotation.] 


I HAVE been urged from several quarters to defend my argu- 
nu*nt for the rigidity of the earth against attacks which are 
supposed to have becui made upon it. It has, in fact, never been 
attacked to my knowledge, and I feel under no obligation to 
defend it. There is, I believe, a general impression that grave 
objections to it have been raised by M. Delaunay, and it seems 
that even in this country some geological writers and teachers, 
in their reluctance to abandon the hypothesis of a thin solid 
crust, enclosing a wholly liejuid mass, hastily concluded that all 
dynamical arguments against it had been utterly overthrown by 
Delaunay. 

In point of fact Delaunay made no reference at all to the 
tidal argument, and clearly was unaware that I had brought it 
forward when he made his communication on the ‘'Hypothesis of 
the interior fluidity of the terrestrial globe*” to the French 
Aciwlemy, three years and a half ago, objecting to Hopkins's 
argument founded on precession and nutation, and merely quoting 
me as having expressed acquiescence. On this subject I say 
nothing at presc^nt, except that ten years ago, before I expressed 
(in my first communication of the tidal argument to the Royal 
Society) ray a^ent to Hopkins's argument from precession and 
nutation, I had thought of the objection to this argument since 
brought forward by Delaunay, and had convinced myself of its 
invalidity. But I hope to be able on some future occasion to 

* C(mpt€$ Rmdm for July 13, 1868. 

11~~2 
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return to the subject, and to prove that any degree of viscosity, 
acting in the manner and to the effect described by Delaunay, 
must in an extremely short time abolish the distinction betw^een 
summer and winter. My reason for writing to yon at present is 
that I see in Mr Scrope’s beautiful book on Volcanoes (just 
published as a second edition) a sentence (“Prefatory Remarks/' 
page 24), written on the supposition that the tidal argument had 
been brought forward for the first time at the recent meeting of 
the British Association in Edinburgh. I therefore take the liberty 
of suggesting to you that a reprint of the short abstract of my 
tidal argument, which appeared in the Proceedings of the Royal 
Society, for May 16, 1862^, might not be inappropriate to your 
columns. I ought, however, to inform you that the tidal argu¬ 
ment was carefully re-stated in the first volume of the treatise 
on Natural Philosophy, by Prof. Tait and myself, published in 
1867, but as the volume is at present out of print, you may not 
consider this objection fatal to my proposal. 

[From Nature^ Vol. v. Feb. 1, 1872, pp. 257—259.] 

We have been favoured with permission to reprint the following 
extract from a letter addressed by Sir Wm. Thomson to Mr G. 
Poulett Scrope: 

The Univbesity, Glasgow, 

Jan. 15, 1872. 

Deak Sir, 

I thank you very much for the copy of your beautiful 
book on Volcanoes, which you have been so kind as to send me 
through Professor Geikie. It is full of matter most interesting to 
me, and I promise myself great pleasure in reading it. 

I see with much satisfaction, in your prefatory remarks, that 
you “earnestly protest against the assertion of some writers, that 
the theory of the internal fluidity of the globe is or ought to be 
generally accepted by geologists on the evidence of its high 
internal temperature,'' Tour sentence upon the “attractive 
sensational idea that a molten interior to the globe underlies a 
thin superficial crust; its surface agitated by tidal waves and 
flowing jfreely towards any issue that may here and there be 

* [Of. Math, and Phys, Papers, VoL m. pp. 312—336; Thomson and Tail’s 
Nat. Phil. §§ 833—848.] 
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opened for its outward escape,” in which yon say that you ^‘do 
not think it can be supported by reasoning, based t>ii any 
ascertained facts or phenomena,” is thoroughlY in accordance %Yith 
true dynamics. It will, I trust, hare a great effect in showing 
that volcanic phenomena, far firom being decisive, as main' 
geologists imagine them to be, in favour of a thin crust enclosing 
a wholly liquid interior, tend rather, the more thoroughly thev' 
are investigated, to an opposite conclusion. 

I must, however, take exception to your next sentence, that 
in which you say that "‘31. Delaunay has disposed of the well- 
known astronomical argument of Mr Hopkins and Sir W. Thomson, 
as to the entire or nearly entire solidity of the earth, derived 
from the nutation of its axis.” Delaunay’s deservedly high 
reputation as one of the first physical astronomers of the day, 
has naturally led many in this country to believe that his 
objection to the astronomical argument in favour of the earth's 
rigidity cannot but be valid. It has even been hastily assumed 
that the objection is founded on mathematical calculation, an 
error which the most cursory reading of Delaunay’s paper corrects. 
His hypothesis of a viscous fluid breaks down utterly when tested 
by a simple calculation of the amount of tangential force required 
to give to any globular portion of the interior mass the preeessional 
and nutational motions, which, with other physical astronomers, 
he attributes to the earth as a whole. Thus: taking the ratio 
of polar diameter to equatorial diameter ss 299 to 8(>0, and the 
density of the upper crust as half the mean density of the earth, 
I find (from the ordinary elementary formulse) that when the 
moon's declination is 28^% the couple with which she tends to 
turn the plane of the earth s equator towards the plane of her 
own centre and the equinoctial line has for its moment a of 
*285 X10^® times the gravity of one gramme at the earth's surface, 
or rather more than a quarter of a million inillion tons weight, 
on an arm equal to the earth's radius. A quadrant of the earth 
being ten thousand kilometres, the area is five hundred and nine 
million square kilometres, or 5f>9 million million million ^uare 
centimetres. Hence a force of *285 x 10® gmmmm weight <iis- 
tributed equally over two-thirds of the mith’s arm would give 
*084 of a gramme weight per square centimetre. This suppc^ition 
is allowable (for reasons with which I ne^ not trouble you) in 
estimating roughly the great^t amount of force Mating 
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between the upper crust and a spherical interior mass in c iact 
with it, from the preceding accurate calculation of the lole 
couple exerted by the moon on the upper crust. It is lus 
demonstrable that the earth’s crust must, as a whole, do to 
depths of hundreds of kilometres, be capable of transir. ing 
tangential stress amounting to nearly ^ of a gramme weigl per 
square centimetre. Under any such stress as this any ] ;tic 
substance which could commonly be called a viscous fluid ild 
be drawn out of shape with great rapidity. Stokes, wh iis- 
covered the theory of fluid viscosity, and first made acc ite 

investigations of its amount in absolute measure, found t ; a 

cubic centimetre of water, if exposed to tangential force ( he 

millionth part of of a gramme weight on each of four es, 
would, even under so small a distorting stress as this, becom' is- 

torted so rapidly that at the end of a second of time its ur 

corresponding right angles would become one pair of them ite 
and the other obtuse, by as much as a two-hundredth part o he 
angle whose arc is radius, that is to say by *29 of a degree. ot 
as much as a ten-million-millionth part of this distortion Id 
be produced every second of time by the lunar influen in 

the material underlying the earth’s crust without very ser. ly 
affecting precession and nutation; for the effect of the maxi m 
couple exerted on the upper crust by the moon is to tun le 

whole earth in a second of time through an angle of a e- 

hundred-million-millionth of *5V of a degree, so as to give it 
at the end of a second the position obtained by geometri ly 
compounding this angular displacement with the angular s- 
placement .due simply to rotation. Hence the viscosity assi jd 

by Delaunay, to produce the effect he attributes to it, mus )e 

more than ten million million million times the viscosity of w r. 
How much more may be easily estimated with some degn of 
precision from Helmholtz’s mathematical solution of the pro n 
of finding the motion of a viscous fluid contained in a : d 
spherical envelope urged by periodically varying couples*. le 

most interesting part of the application of this solution to .e 

hypothetical problem regarding the earth, is to find how raj y 
the obliquity of the ecliptic would be done away with by y 
assumed degree of viscosity in the interior; such an amour )f 

* Helmholtz and Piotrowski, “Ueber Eeibang tropfbarer Flilssigkeiten,” p. 
Acad.r Yieima, 1860. [Helmholtz* Wm» AhhamM, Vol. i. pp. 172—222.] 
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viscosity, for example, as would render the excesses of precession 
and nutation above their values for a perfectly rigid interior, not 
greater than observation could admit. 

The hypothesis of a continuous internal viscous fluid being 
disposed of, the question occurs, what rigidity must the interior 
mass have, even if enclosed in a perfectly rigid crust, to produce 
the actual phenomena of precession and nutation ? The solutions 
given by Lamd and myself of the problem of the vibrations of an 
elastic solid globe, may be readily applied to determine the 
influences on precession and on the several nutations, which 
would be produced by elastic yielding with any assumed rigidity 
short of infinite rigidity. This application I have no time at 
present to make; but without attempting a rigorous investigation, 
it is easy roughly to estimate an inferior limit to the admissible 
rigidity. In the first place, suppose, with perfect elasticity, the 
rigidity be so slight that distorting stress of of a gramme 
weight would produce an angular distortion of a half degree or a 
degree. The whole would not rotate as a rigid body round one 
''instantaneous axis’’ at each instant, but the rotation would take 
place internally, round axes deviating from the axis of external 
figure, by angles to be measured in the plane through it and the 
line perpendicular to the ecliptic, in the direction towards the 
latter line. These angular deviations would be greater and 
greater the more near we come to the earth’s centre, and the 
greatest angular deviation would be comparable with V. Hence 
the moment of momentum round the solsticial line would be 
sensibly less than if the whole mass rotated round the axis of 
figure. Now suppose for a moment our measurement of force to 
be founded on a year as the unit of time. We find the amount 
of precession in a year by dividing the mean amount of the whole 
couple due to the influence of moon and sun by the moment of 
momentum of the earth’s motion round the solsticial line. Hence 
the amount of precession would be sensibly augmented by the 
elastic yielding; for the motive couple is uninfluenced by the 
elastic yielding, if we suppose the earth to be of uniform internal 
density. An ordinary elastic jelly presents a specimen of the 
degree of elasticity here- supposed, as is easily seen when we 
consider that the mass of a cubic centimetre of such material is a 
gramme, and therefore that the weight of a cubic centimetre of 
the substance is the “gramme weight” understood in the speci- 
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fication of a gramme weight per square centimetre. I len, 
the interior mass of the earth were no more rigid than an or ary 

elastic jelly, and if the upper crust were rigid enough to sist 

any change of figure that could sensibly influence the resr the 
precession would be considerably more rapid than if the r. lity 
were infinite throughout. The lunar nineteen-yearly ni ion 
proves a higher degree of elasticity than this; the solar mi- 

annual nutation still a higher degree; and still higher y the 

imperceptibility of the lunar fortnightly nutation; provided i ays 
we suppose the interior mass to be of uniform density, ar the 
upper crust rigid enough to permit no influential chai of 
figure. 

The motive of the nineteen-yearly precession may be mec, dc- 
ally represented by two circles of matter pivoted on diar ers 
fixed in the plane of the earth’s equator, bisecting one ai ler 
perpendicularly at the earth’s centre. These two circles ist 
oscillate round their pivot-diameters, each through an an: of 

about 5° on one side and the other of the plane of the eq or, 

in a period of about nineteen years, to produce the lunar nint m- 
yearly nutation (more nearly eighteen years seven months If 
the radius of each of the supposed material circles is equal t he 
moon’s niean distance from the earth, the mass of each must a 
little less than the moon’s mass, and one of them a little less an 

the other*. The diameter on which the latter is pivoted is be 

the equinoctial line. The latter alone causes the nutatic in 
right ascension; the former the nutation in declination. he 
phases of maximum and of zero deflection, in the oscillatio of 
the two circles, follow alternately at equal intervals of tin. so 
that when either is in the plane of the earth’s equator, the < er 
is at its greatest inclination of S'’ on either side. Taking o: of 
the constituents of the nutational motive alone, we find, or le 
principles indicated above, of ^ gramme weight per sc re 
centimetre as a very rough estimate for the greatest tange al 
stress produced by it in the material underlying the earth’s c it. 
Now it is clear that the central parts of the earth and the u 3r 
crust cannot, in the course of the nutatory oscillations, experi je 
relative angular motions to any extent considerable in compai n 

* The greater is equal to the moon’s mass multiplied by the cosine c le 
obliquity of the ecliptic; the less is equal to the moon’s mass multiplied b le 
cosine of t^ce the obliquity of the ecliptic. 
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with the nutation of the upper crust, without considerably affecting 
the whole amount of the nutation. The nutation in declination 
amounts to 9’25'' on each side of the mean position of the earth’s 
poles, and therefore the tangential stress of of a gramme 
weight per square centimetre cannot produce an angular distortion 
considerable in comparison with 9". 

An angular distortion of 8'^ is produced in a cube of glass 
by a distorting stress of about ten grammes weight per square 
centimetre. We may, therefore, safely conclude that the rigidity 
of the earth’s interior substance could not be less than a millionth 
of the rigidity of glass without very sensibly augmenting the 
lunar nineteen-yearly nutation. The lunar fortnightly nutation 
in declination amounts theoretically to about T", and it is so 
small as to have hitherto escaped observation. It probably would 
have been so large as to have been observed were the interior 
rigidity of the earth anything less than of that of glass, 

always provided that the upper crust is rigid enough to prevent 
any change of form sensibly influencing the nutational motive 
couple. To understand the degree of rigidity meant by 
of the rigidity of glass,'’ imagine a sheet of some such substance 
as gutta-percha or vulcanised india-rubber of a square metre area 
and a centimetre thickness. Let one side of the sheet be cemented 
to a perfectly hard plane vertical wall, and let a slab of lead 
8*8 centimetres thick (weighing therefore a metrical ton)* be 
cemented to the other side of it. If the rigidity of the substance 
be rigidity of glass f, and the range of its elasticity 

suflScient, the side of the sheet to which the lead is attached will 
be dragged down relatively to the other through a space of of a 
centimetre. 

In the argument from tidal deformations of the solid part of 
the earth’s material, which I communicated to the Royal Society 
ten years ago, and mentioned incidentally at the recent meeting 
of the British Association, I showed that though precession and 

* The metrical ton, or the mass of a cubic metre of water at temperature of 
maximum density, is *9842 of the British ton. The thickness of a slab of lead of a 
square metre area, weighing a metrical ton, is, of course, equal to a metre divided 
by the specific gravity of lead. 

t Everett’s measurements give 244 x 10® centimetres weight per square centi¬ 
metre for the rigidity of the glass on which he experimented. Instead of this I take 
240 X10®, for simplicity. 




170 


COSMICAL AND GEOLOGICAL PHYSICS 


142 


nutation would be augmented by want of rigidity in the ii dor, 
they would be diminished by want of rigidity in the upper ust, 
and that on no probable hypothesis can we escape the con rion 
that the earth as a whole is less yielding than a globe o lass 
of the same dimensions and exposed to the same forces. hat 
argument, therefore, proves about 200,000 times greater r lity 
for the earth as a whole than what I have now written you 

proves for the interior of the earth on the supposition of hin 
preternaturally rigid crust. 

I must apologise to you for having troubled you with s 3ng 
a letter. I did not intend to make it so long when I comm 5ed, 
but I have been led on by considerations of details, ine'^ hie 
when such a subject is once entered upon. 

I remain, 

Yours very truly, 

William Thomsoi 


G. Poulett Scrope, Esq., F.R.S. 
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143. Influence of Geological Changes on the Earth’s 
Eotation [Presidential Address]. 


[From Glasg. Qeol. Soc. Froc. Vol. iv. [Feb. 12, 1874], pp. 311—313; 

Nature^ Vol. ix. March 5, 1874, pp. 345—346.] 

At the annual meeting of the Geological Society of Glasgow, 
on Feb. 12, the president, Sir William Thomson, F,R.S., gave an 
address on the above subject, of which the following is an 
abstract: 

He first briefly considered the rotation of rigid bodies in 
general, defining a principal axis of rotation as one for which 
the centrifugal forces balance while the body rotates around it. 
He then took the case of the earth; and, having pointed out the 
position of its present axis, showed that if from any cause it were 
made to revolve round any other, that would be an instantaneous 
axis,” changing every instant, and travelling through the solid, 
from west to east, in a period of 296 days round the principal 
axis. It would shift continually in the figure, owing to the varying 
centrifugal force of two opposite portions of the body. This would 
produce, by centrifugal force, a tide of peculiar distribution over 
the ocean, having 296 days for period. An inclination of the axis 
of instantaneous rotation to principal axis of 1", or 100 ft. at the 
earth’s surface, would produce rise and fall of water in 45® latitude, 
where the effect is greatest, amounting to *17 of a foot above and 
below mean leveP. 

* [The actual period is lengthened to about 480 days by elastic yielding of the 
Earth, and is partly obscured by meteorological accumulations of matter. The 
accompanying tide has been sought for by Bakhuysen. For modem records on 
changes of latitude and their interpretation, see e.g. E. H. Hills and J. Larmor, 
Monthly Notices Hoy. Astron, Soc. Nov. 1906. See also Presidential Addresses to 
the Roy. Soc. for 1891 and 1892, in Popular Lectures and Addresses, pp, 502, 528.] 
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He noticed, in passing, the application of these dyn Leal 
principles to the attraction which the sun and moon exerc on 
the protuberant parts of the earth, tending to bring the me 
of the earth’s equator into coincidence with the ecliptic. ’his 
causes an incessant change, to a certain limited extent, i the 

position of the axis of rotation, thereby occasioning what is ] wn 

as the ‘'precession of the equinoxes.” Having illustrated ese 

remarks by some interesting experiments, Sir William Th son 

proceeded to consider more particularly the circumstances acc< ing 

to which the axis of the earth might become changed tb igh 

geological influences, and the consequences of any such cl ge. 

The possibility of such a change had been adduced to a( mt 

for the great differences in climate which can be shown tc ive 

obtained at different periods in the same portion of the € h’s 

surface. In the British Isles, for example, and in many ler 

countries, there is clear evidence that at a comparatively; mt 

period a very cold climate—much colder than at pres )— 

prevailed; while in the same places the remains of plant nd 

animals belonging to several preceding eras indicate a gh 

temperature and a comparatively tropical climate. The qu on 
arose, can changes in the earth’s axis account for these chan of 
climate ? In the present condition of the earth, any chan in 
the axis of rotation could not be permanent, because the ii m- 
taneous axis would travel round the principal axis of the lid 
in a period of 296 days, as already stated. Maxwell had pc ed 
out that this shifting of the instantaneous axis in the solid ’’ dd 
constitute in its period a periodic variation everywhere of "lath e,” 
ranging above and below the mean value, to an extent eqi to 
the angular deviation of the instantaneous axis of rotation )m 
the principal axis; and, by comparing observations of the alt de 
of the Pole-star during three years at Greenwich, had cone ed 
that there may possibly be as much as of such deviatioi ut 
not more. 

In very early geologic ages, if we suppose the earth to ve 

been plastic, the yielding of the surface might have made the iw 

axis a principal axis. But certain it is that the earth at pr nt 
is so rigid that no such change is possible. The precession c be 

equinoxes shows that the earth at present moves as a rigid 1 y; 

and during the whole period of geologic history, or while x as 
been inhabited by plants and animals, it has been praot: ly 
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rigid. Changes of climate, then, have not been produced by 
changes of the axis of the earth. The learned professor then 
inquired what influences great subsidences or great elevations in 
different parts of the earth might have on the axis of rotation. 
No doubt the removal of a large quantity of solid matter from one 
part of the globe to another would sensibly alter the principal 
axis, as well as the axis of rotation, which so nearly coincides with 
it; but it could be shown that it would produce in the latter 
only about ^^th part of the change produced in the former. We 
know too little of the changes in the interior of the earth accom¬ 
panying such changes on its surface to be able to state results 
with certainty. But he estimated that an elevation, for example, 
of 600 feet on a tract of the earth's surface 1000 miles square 
and 10 miles in thickness, would only alter the position of the 
principal axis by one-third of a second, or 34 feet. He called 
attention to the effect of tidal friction and subterranean viscosity 
in reducing any such deviation, and pointed out that it must be 
exceedingly slow; using for evidence the observationally proved 
slowness of the diminution of the earth's rotational velocity, and of 
the inclination of its equator to the ecliptic. It therefore seemed 
probable that geological changes had not produced any perceptible 
change in the principal axis or in the axis of rotation within the 
period of geological history. 
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144. Review of Evidence Regaeding the Physical dn- 

DITION OF THE EaETH ; ITS INTERNAL TEMPERATURE 'HE 

Fluidity or Solidity of its Interior Substance -he 
Rigidity, Elasticity, Plasticity of its External Fi ie ; 
AND THE Permanence or Variability of its Perioi nd 
Axis of Rotation. 

[Presidential Address to the Mathematical and Physical Science Sec i of 
the British Association at Glasgow. From Briiiah Association ort, 
1876, pt. ii. pp. 1—12; Nature, VoL xrv. Sept. 14, 1876, pp. 426 31; 

Archives Sd. Phys. Nat. Vol. lvii. 1876, pp. 138—161; Amer. vm. 
ScL Vol. xir. 1876, pp. 336—354. Reprinted in Math, and Phys.. ers, 
Vol. III. art. xcv. pp. 320—335; Popular Lectures and Addresses, . ix. 
pp. 238—272.] 


146. Geological Climate. 

[From Glasg. Oeol. Soc. Tram. Vol. v. [Feh. 22, 1877], pp. 238— 
Reprinted in Popular Lectures and Addresses, Vol ii. pp. 273—29£ 


146. The Internal Condition of the Earth, as i 
Temperature, Fluidity, and Rigidity. 

[From Olasg. Oeol. Soc. Tram. Vol. vi. 1882 [read Feb. 14,1878], pp. 3 49. 

Reprinted in Popular Lectures and Addresses, Vol. ii. pp. 299—31£ 
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147. Problems Relating to Underground Temperature : 

A Fragment 

[From Phil. Mag. YoL v. May, 1878, pp. 370—374; Journ. de Phys. Yol. vii. 
1878, pp. 397—402; Amer. Joum. of Science, Yol. xvi. 1878, pp. 132—135. 

Problem I. A fire is lighted on a small portion of an un¬ 
interrupted plane boundary of a mass of rock of the precise 
quality of that of Calton Plill, and after burning for a certain 
time is removed, the whole plane area of rock being then freely 
exposed to the atmosphere. It is required to determine the 
consequent conduction of heat through the interior. 

Problem II. It is required to trace the effect of an un¬ 
usually hot day on the internal temperature of such a mass of 
rock. 

Problem III. It is required to trace the secular effect con¬ 
sequent on a sudden alteration of mean temperature. 

Problem IV. It is required to determine the change of 
temperature within a ball of the rock consequent upon suddenly 
removing it from a fluid of one constant temperature and 
plunging it into a fluid maintained at another constant 
temperature. 

Problems I., II., and III. In solving each of these problems, 

* An old MS., written eighteen years ago and found to-day. It was kept back 
until the time should be found to write out the solutions of Problems II., III., and 
TV. The time was never found; but as mere synthesis from the solution of 
Problem I. suffices for II. and III. (surface integration of the solution for I. over 
the medial plane solves II., and the time-integral from -oo to t=0, of the 
solution of II., gives that of III.), and as lY. is merely an example of Fourier's 
now well-known solution for the globe (see Professors Ayrton and Perry's paper, 
On the Heat-conductivity of Stone," Philo$ophical Magazine for April, 1878), with 
numerical results calculated for trap-rook according to its thermal conductivity, as 
determined by the Edinburgh observations referred to in the fragment now pub¬ 
lished, the non-completion of the original proposal need not be much regretted.— 
W. T., March 25, 1878. 
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we shall suppose the air in contact with the rock to be nc 
sensibly iufluenced in its temperature by the conduction of he£ 
inwards or outwards through the solid substance. In realit; 
the stratum of air in immediate contact with the rock mm 
always have precisely the same temperature as the rock itse 
at its bounding surface; and the continual mixing up of tb 
different strata, whether by wind or by local convective ciirrenl 
due to differences of temperature, tends to bring the who] 
superincumbent mass of air to one temperature. Our suppositio 
therefore amounts to assuming that the rate of variation < 
temperature from point to point in the rock near its surface 
owing to the special cause under consideration, is much less tha 
the ordinary changing variations from day to night. Hence, i 
Problems I., II., and III., the solutions will not be applicabl 
until so much time has been allowed to elapse as will leave onl 
a residual variation, small in comparison with the ordinary diurn^ 
maximum rates of increase and diminution of temperature froi 
point to point inwards in the immediate neighbourhood of th 
surface. 

In the case of Problem II. these conditions will be practicall 
fulfilled, and continue to be fulfilled, very soon after the day ( 
extraordinary temperature of which the effect is to be con8idere( 
and we shall have a perfectly practical solution illustrative of th 
consequences experienced several days or weeks later at tb 
3-foot and 6-foot deep thermometers of the observing-statioi 
The solution of Problem I., which we now proceed to work ou 
will show clearly what dimensions as to space, time, and ten 
perature may be chosen for a really practical illustration of i1 
conclusions. 

Problem I., subject to the limitations we have just stated,: 
equivalent to the following:— An infinitely small area of a 
infinite plane terminating on one side a mass of uniform trap-roc 
which eoctends up indefinitely in all directions on the other sid 
is infinitely heated for an infinitely short time, and the who^ 
swrface is instantly and for ev&r after maintained at a constai 
temperature. It is required to determine the constant interne 
variations of temperature. 

Let the solid be doubled so as to extend to an infinite distanc 
on both sides of the plane mentioned in the enunciation. Th 
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plane, when no longer a boundary, we shall call the medial plane. 
Let P, P' be two points equidistant from the medial plane in a 
line perpendicular to it, on each side of the portion heated 
according to enunciation. Let a certain quantity of heat Q be 
suddenly created in an infinitely small portion of the solid round 
P, and at the same instant let an equal quantity be abstracted 
from an infinitely small portion of the solid round The 
consequent variations of temperature on the two sides of the 
medial plane of reference will be equal and opposite, being a 
heating effect which spreads from the medial plane in one 
direction, and a symmetrical cooling effect spreading from the 
same plane through the matter which we have imagined placed 
on its other side. The heating effect on the first side will, as is 
easily seen, be precisely the same as that proposed for investigation 
in Problem I.: and the thermal action of the mass we have 
supposed added on the other side will merely have the effect of 
maintaining the temperature of the bounding plane unvaried. 
Now if a quantity Q of heat be placed at one point (a, /9, 7 ) of an 
infinite homogeneous solid, the effect at any subsequent time t at 
any point cc, y, z of the solid will be expressed by the formula 

(jB - a)*+ {y -7)“ 


Q. 


.-i 


8V/c*7r»' 


discovered by Fourier; and the effect of simultaneously placing 
other quantities of heat, positive or negative, at other points will, 
as he has shown, be determined by finding the effect of each 
source separately by proper application of the same formula, and 
adding the results in accordance with the principle of the super¬ 
position of thermal conductions stated above. Hence the effect 
of simultaneously placing equal positive and negative quantities, 
+ Q and —Q, at two points, {a, /3, 7 ), (o', /3', 7 '), will for any 
subsequent time t be expressed by the formula 


Q 


8jkV 


(a;- a)^+(y— ~ y)^ 


— e 




If in this expression we take a= ^a, a! = — ^a, ^ = 0, = 0, y = 0, 

y' = 0 , and suppose a to be infinitely small, we find what it 
becomes by differentiating the first term with reference to a, 
writing a instead of dn, and taking a = 0 , = 0 , y = 0 . The result 

constitutes the solution of the proposed problem; and thus, if v 
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denote the required temperature at time t and point (^, y, z) 
the solid, we find 



xt~^e . 


167r"/fc2 


A more convenient formula* to express the solution will 
obtained by putting and ir = rcos^. We th 

have 

^ = ^.re 

IdTri 


which expresses the temperature assumed at a time t after t 
application of the fire, by a point of the solid at a distance 
from the point of the surface where the fire was applied, a 
situated in a direction inclined at an angle 6 to the verti' 
through this point. From this expression we conclude:— 


(1) The simultaneous temperatures at different points eq 
‘distant from the position of the fire are simply proportional 
the distances of these points from the plane surface. 


(2) The law of variation of temperature with distance 
any one line from the place where the fire was applied is t 
same at all times. 


* In this formula k denotes what I have called the thermal diffusivity of 
.■substance—that is to say, its thermal conductivity divided by the thermal capa 
■of unit bulk of the substance. Diffusivity is essentially reckoned in units of s 
per unit of time; or, as Maxwell puts it, its dimensions are Its value ( 

square British feet per annum for the trap-rock of Calton Hill, used further or 
the text) was taken from my paper on the “ Beduction of Observations of Un( 
•ground Temperature,” published in the Transactions of the Boyal Society 
Edinburgh for April 1860, where it was found by the application of Fouri 
original formula to a harmonic reduction of Forbes’s observations of undergro 
temperature. Beducing this number to square centimetres per second, and 
pressing similarly the results of my own reduction of Forbes’s observations for 
other localities in the neighbourhood of Edinburgh, and of Professor Even 
reductions of the Greenwich Underground Observations, we have the follov 
Table of diffusivities 

Diffusivities. 

Trap-rock of Calton Hill . *00786 of a square centim. per secon< 

Sand of experimental garden.. *00872 ,, ,, ,, 

Sandstone of Craigleith Quarry . *02311 ,, ,, ,, 

Gravel of Greenwich Observatory Hill,.. *01249 ,, ,, „ 

These numbers were first published by Everett, in his Illustrations of 
Centimetre-Grdmme-Second {C. G, 8.) System of Units, published by the Phys 
•Society of London (1875), a most opportune and useful publication. 
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(3) The law of variation of temperature with time is the 
same at all points of the solid. 

(4) Corresponding distances in the law of .variation with 
distance increase in proportion to the square root of the time 
from the application and removal of the fire; and therefore, of 
course, corresponding times in the law of variation with time are 
proportional to the squares of the distances. 

(5) The maximum value of the temperature, in the law of 
variation with distance, diminishes inversely as the square of 
the increasing time. 

(6) The maximum value of the temperature in the law of 
variation with time, at any one point of the rock, is inversely as 
the fourth power of the distance from the place where the fire 
was applied. 

(7) At any one time subsequent to the application of the 

fire, the temperature increases in any direction from the place 
where the fire was applied to a maximum at a distance equal 
to and beyond that falls to zero at an infinite distance 

in every direction. The value of k for the trap-rock of Cal ton 
Hill being 267*, when a year is taken as the unit of time and 
a British foot the unit of space, the radius of the hemispherical 
surface of maximum temperature is therefore 23T x ^/t feet. 
Thus at the end of one year it is 23T feet, at the end of 10,000 
years it is 2310 feet, from the origin. The curve of fig. 1 shows 
graphically the law of variation of temperature with distance. 
The ordinates of the curve are proportional to the temperatures, 
and the corresponding abscissas to the distances from the origin 
or place of application of the fire. 

(8) At any one point at a finite distance within the solid 
(which, by hypothesis, is at temperature zero at the instant when 
the fire is applied and removed) the temperature increases to a 
maximum at a certain time, and then diminishes to zero again 
after an infinite time; the ultimate law of diminution being 
inversely as the square root of the fifth power of the time. The 
time when the maximum temperature is acquired at a distance r 
from the place where the fire was applied, is r^lO^, or, according 

* [This number has been changed to agree with Math* am.d Phys. Papers, VoL m. 
p. 289, and the following ones altered in consequence.] 


12—2 
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to the value we have found for the trap-rock, r^/2351* of a yeai 
Thus it appears that at one French foot from the place of th 
fire, the maximum temperature is acquired about four hour 
(more exactly T55 day) after the application and removal of th 


Y 



fire. At 48*5 French feet from the fire the maximum temperatur 
is reached just a year from the beginning; and at 4850 feet th' 
maximum is reached in 10,000 years. The law of variation o 
temperature with time is shown by the curve of fig. 2, the ordinate 
of which represent temperatures, and the abscissas times. 


Y 



From these results we can readily see how the circumstance 
of the proposed problem may be actually realized, if not rigorouslj 
yet to any desired degree of approximation, in the manne 
supposed—namely, by keeping a fire burning for a certain tim< 
over a small area of rock, and then removing it and cooling th* 
surface. 

* [This number has been changed to suit the French foot and year as units 
inyolving change in subsequent numbers.] 
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148. On a New Form of Portable Spring Balance for 
THE Measurement of Terrestrial Gravity. 

[From Edinh. Roy. Soc. Proc. Vol. xiii. [April 19, 1886], pp. 683—686; 

BHtish Association Report., 1886, pp. 534, 535.] 

The design and construction of the instrument now to be 
described was undertaken on the suggestion of General Walker, 
of the East Indian Trigonometrical Survey. At the Aberdeen 
Meeting of the British Association in 1885, General Walker 
obtained the appointment of a committee to examine into the 
whole question of the present methods and instruments for the 
measurement of gravitational force, and to promote investigation, 
having for its object the production of gravitation measuring 
instruments of a more reliable and accurate character than those 
now in use* 

The secretary of this committee, Professor Poynting, has 
already issued a circular note to the members of the committee 
(of whom the author is one), stating the conditions which must 
be fulfilled by any gravimeter laid before the committee for 
examination and report* 

An instrument, constructed according to the following de¬ 
scription, promises to fulfil all the conditions mentioned in 
Professor Poynting's circular. Its sensibility is amply up to the 
specified degree. It is, of necessity, largely influenced by tem¬ 
perature, and it is not certain that the allowance for temperature, 
or the means which may be worked out for bringing the instru¬ 
ment always to one temperature, may prove satisfactory. It is 
almost certain, although not quite certain, that the constancy of 
the latent zero of the spring will be sufficient, after the instrument 
has been kept for several weeks or months under the approximately 
constant stress under which it is to act in regular use. 

The instrument consists of a thin flat plate of springy German 
silver of the kind known as ""doctor/’ used for scraping the colour 
off the copper rollers in calico printing The piece used was 
76 centimetres long, and was cut to a breadth of about 2 centi- 
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metres. A brass weight of about 200 grammes was securel 
soldered to one end of it, and the spring was bent like the sprin 
of a hanging bell, to such a shape that when held firmly by on 
end the spring stood out approximately in a straight line, havin 
the weight at the other end. If the spring had no weight th 
curvature, when free from stress, must be in simple proportion t 
the distance along the curve from the end at which the weigh 
is attached, in order that when held by one end it may b 
straightened by the weight fixed at the other end. 



The weight is about 2 per cent, heavier than that whicl 
would keep the spring straight when horizontal; and the fixe( 
end of it is so held that the spring stands, uot horizontal, bu 
inclined at a slope of about 1 in 5, with the weighted end ahow 
the level of the fixed end. In this position the eq^uilibrium i 
very nearly unstable. A definite sighted position has been chose] 
for the weight, relatively to a mark rigidly connected to the fixe( 
end of the spring, fulfilling the condition that in this position th< 
equilibrium is stable at all the temperatures for which it ha 
hitherto been tested; while the position of unstable eqnilibrmn 
is only a few millimetres above it for the highest temperature fo; 
wtdck the instrument has been tested, which is about 16° C. 

The* fixed end is rigidly attached to one end of a brass tube 
about 8 centimetres diameter, surrounding the spring and weight 
and closed by a glass plate at the upper end of the incline, througl 
which the weight is viewed. The tube is fixed to the hypotennst 
of a right-angled triangle of sheet brass, of which one leg, inclinec 
to it at an angle of about ^ radian, is approximately horizontal 
and is supjwrted by a transverse trunnion resting on fixed 
under the lower end of the tubej and a micrometer screw undei 
the short, approximately vertical, leg of the triangle. 
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The observation consists in finding the number of turns and 
parts of a turn of the micrometer screw, required to bring the 
instrument from the position at which the bubble of the spirit- 
level is between its proper marks, to the position which equili¬ 
brates the spring-borne weight, with a mark upon it exactly in 
line with a chosen divisional line on a little scale of 20 half¬ 
millimetres, fixed in this tube in the vertical plane perpendicular 
to its length. 

The instrument is, as is to be expected, exceedingly sensitive 
to changes of temperature. An elevation of temperature of 1° 0. 
diminishes the Young’s modulus of the German silver so ihuch, 
that about a turn and a half of the micrometer screw (lowering 
the upper end of the tube at the rate of 2/3 millimetre per turn) 
produced the requisite change of adjustment for the balanced 
position of the movable weight. About turn of the screw 
corresponds to a difference of 1/5000 in the force of gravity, and 
the sensibility of the instrument is amply valid for 1/40 of this 
amount; that is to say, for 1/200,000 difference in the force of 
gravity. Hence it is not want of sensibility in the instrument 
that can prevent its measuring differences of gravity to the 
1 /100,000; but to attain this degree of minuteness it will be 
necessary to know the temperature of the spring to within 1 /20° C. 
I do not see that there can be any great difficulty in achieving 
the thermal adjustment by the aid of a water jacket and a 
delicate thermometer. To facilitate the requisite thermal adjust¬ 
ment, I propose, in a new instrument of which I shall immediately 
commence the construction, to substitute for the brass tube ^ 
long double girder of copper (because of the high thermal con¬ 
ductivity of copper), by which sufficient uniformity of temperature 
along the spring throughout the mainly effective portion of its 
length and up to near the. sighted end, shall be secured. The 
water jacket will secure a slight enough variation of temperature 
to allow the absolute temperature to be indicated by the thermo¬ 
meter with, I believe, the required accuracy. 

149. The Sun’s Heat. 

[From Roy. InsfiL Rroc, Vol. xri. 1889 [Jan. 21, 1887], pp. 1—21 j Nature^ 
Vol. XXXV. Jan 27,1887, pp. 297--300 ; Cid et Terre, Vol. ill. 1887—1888, 
pp. 79—80, 281—288; Good Words, March and April,, 1887. Beprinted 
in Popular Lectures and Addresses, VoL i. pp. 36^—422.] . . s' 
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150. On the Equilibrium of a Gas under its own 
Grayitatidn only. 


Erom EdiriK Soc. Proc. Vol. xiv. [read Feb. 21, 1887], pp. Ill—11 
pt. iii. p. 118 [title only]; Phil. Mag. UoL xxii. Marcli 1887, pp, 287- 
292.] 


This problem, for the case of uniform temperatare, was firs 
I believe, proposed by Tait in the following highly interesfcin 
question, set in the Ferguson Scholarship Examination (Glasgow 
October 2, 1885):—“Assuming Boyle’s Law for all pressure 
form the equation for the equilibrium-density at any distanc 
from the centre of a spherical attracting mass, placed in a 
infinite space filled originally with air. Find the special integr^ 
which depends on a power of the distance from the centre of th 
sphere alone.” 

The answer (in examination style!) is:—Choose units prc 
perly; we have 



where p is the density at distance r from the centre. Assume 

p^Ar^ ...( 2 ), 

We find J. = 2, /c = — 2 ; and therefore 

/) = 2r-^..(3) 

satisfies the equation in the required form. 

* Note of February 22, 1887.—^Having yesterdary sent a finally revised proof c 
tMs paper for press, I liave to-day received a letter from Prof. Newcomt, callin 
my attention to a, most important paper by Mr J. Homer Lane, “ On the Theore 
tical Temperature of the Snn,” published in. the American Journal of Science fo 
July 187(>, p. 57, in which precisely the same problem as that of my article is ver; 
powerfully dealt with, mathematicaUy and practically. It * is impossible now 
before going to press, for me to do more than to refer to Mr Lane’s paper ; but 
hope to profit by it very much in the continuation of my present work which ; 
intoded, and stiH intend, to mak^.— W. T, 
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Tait informs me that this question occurred to him while 
writing fo^ Nature a review of Stokes’s Lecture^ On Inferences 
from th^ ipectrum Analysis of the Lights of Sun, Stars, Nebulse, 
and Comets ” ; and in the Proceedings of the Mathematical Society 
he has given some transformations of the Equation of Equilibrium. 
The same statical problem has recently been forced on myself by 
considerations which I could not avoid in connection with a 
lecture which I recently gave in the Royal Institution of London, 
on “The Probable Origin, the Total Amount, and the Possible 
Duration of the Sun’s Heat.” 

Helmholtz’s explanation, attributing the Sun’s heat to con¬ 
densation under mutual gravitation of all parts of the Sun’s mass, 
becomes not a hypothesis but a statement of fact, when it is 
admitted that no considerable part of the heat emitted from the 
Sun is produced by present in-fall of meteoric matter from with¬ 
out. The present communication is an instalment towards the 
gaseous dynamics of the Sun, Stars, and Nebulae. 

To facilitate calculation of practical results, let a kilometre 
be the unit of length; and the terrestrial-surface heaviness of a 
cubic kilometre of water at unit density, taken as the maximum 
density under ordinary pressure, be the unit of force (or, approxi¬ 
mately, a thousand million tons heaviness at the earth’s surface). 
If p be the pressure, p the density, and t the temperature from 
absolute zero, we have, by Boyle and Charles’s laws, 

p = Hpt .(4); 

where t denotes absolute (thermodynamicf) temperature, with 
0 ° Cent, taken as unit; and H denotes what is commonly, in 
technical language, called “the height of the homogeneous atmo¬ 
sphere” at 0° C. For dry common air, according to Regnault’s 
determination of density, 

H = 7*985 kilometres .(4'). 

* Lecture III. of Second Course of Burnet Lectures, Aberdeen, Deo. ISSi; 
published, London, 1885 (Macmillan). 

t The notation of the text is related to temperature Centigrade on the thermo¬ 
dynamic principle (which is approximately temperature Centigrade by the air- 
thermometer), as follows :—(temperature Centigrade-f 273); see my Collected 
MathematicaX and Physical Papers, Vol. i. Arts, xxxix. and xlviii. Part vi. §§ 99, 
100 ; and article “ Heat,” §§ 85—88 and 47—67, Bncyc. Brit., and Vol. ni. (soon to 
be published) of Collected Papers^ 
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Let /S be the gravitational coefficient proper to the u 3 
chosen; so that is the force between m, m at diste i 

D. The earth’s mean density being 5*6, and radius 6370 1 
metres, we have 

l-TT. 6370. 5'6/S = 1; and therefore 47r^ = 1/11890... (5 
Let now the p, />, t of (4) he the pressure, density, and t 
peratnre at distance r from the centre of a spherical s i 

containing gas in gross-dynamic^ equilibrium. We have. 


elementary hydrostatics, 

J p + 1" <Zr47rrv) /9/^ • .(6 

. .. 


where M denotes the whole quantity of matter within radiu 
from the centre; which may he a nucleus and gas, or may ? 
all gas. • 

If the gas is enclosed in a rigid spherical shell, impermes t. 
to heat, and left to itself for a sufficiently long time, it set i 
into the condition of gross-thermal equilibrium, by ^'conducl 
of heat/’ till the temperature becomes uniform throughout, . i 
if it were stirred artificially all through its volume, currents i 
considerably disturbing the static distribution of pressure i 
density will bring it approximately to what I have called c 
vective equilibriumf of temperature—that is to say, the condit 
in which the temperature in any part JP is the same as t i 
which any other part of the gas would acquire if enclosed in 
impermeable cylinder with piston, and dilated or expanded to 
same density as P. The statural stirring produced in a great ;! 
fluid mass like the Sun’s, by the cooling at the surface, -m.' 

I believe, maintain a somewhat close approximation to conveci 
equilibrium throughout the whole mass. The known relati 
between temperature, pressure, and density for the ideal ''peri 
gas,” when condensed or allowed to expand in a cylinder t 
piston of material impermeable to heat, arej 

p ^BTp^ i .....(8), (9) 

Hot ia eqmMfeiiiiria of course; and not in gross-thermal equilibri 

im mea of £ mrufoTOL throiiglioiit the gas. 

■f* the Eqaiiibriiijn of. Temperatuie in the Atmospbe 

ij.:, ^cd ^ries, 1862; andYol. nr. of Collected Paper 
X Hiy mftd Ph%fsic(il,Pajpers^ Yol. i. Art. ?dviii. nol 
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where h denotes the ratio of the thermal capacity of the gas, 
pressure constant, to its thermal capacity, volume constant, which^ 
is approximately equal to 1’41 or 1*40 (we shall take it 1*4) 
all gases, and all temperatures, densities, and pressures; and T 
denotes the temperature -corresponding to unit density in the 
particular gaseous mass under consideration. 

Using (8) to eliminate p from (7) we find 




47ry8 (/r —' 1) 
HTk ' 


which, if we put 
and 





' HTk 
47ry8(/c-l) 


takes the remarkably simple form 


dx^ 


( 11 ), ( 12 ), 

.( 13 ) 

.( 14 ). 


Let f{x) be a particular solution of this equation; so that 

and therefore Y .(15). 

f" (mx) = — [f(mx)Ynr'^x'^* 

From this we derive a general solution with one disposable 
constant, by assuming 

Cf{mx) .. ( 16 ); • 

which, substituted in (14), yields, in virtue of (15), 

^^C-K+l .( 17 ); 

so that we have, as a general solution, 

u = GflxG-^^--^q .(18). 

. Now the class of solutions of (14) which will interest us most 
is that for which the density* and temperature are finite and 
continuous from the centre outwards, to a certain distance, finite 
as we shall see presently, at which both vanish. lu this class 
of cases u increases from 0 to some finite value, as x increases 
froua some finite value to oo . Hence if u= f {x) belongs to this 
class, U=GJ(mx) also belongs to it; and (18) is the general 
solution for the class. We have therefore, immediately, the 
following conclusions :— 
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(1) The diameters of diflferent globular* gaseous stars o he 

same kind of gas are inrersely as the ■|(«—l)th power 'or 

x)wers) of their central temperatures, at the times whe in 

I ' 10 process of gradual cooling, their temperatures at places o; he 

same densities are equal (or the same for the different mai s). 

Thus, for example, one sixteenth central temperature corresp ds 

to eight-fold diameter : one eighty-first central temperature c e- 

spoiids to twenty-seven fold diameter. 

(2) Under the same conditions as (1) (that is, £[ and I le 

same for the different masses), the central densities are as le 
xth. powers (or | powers) of the central temperatures; d 

therefore, inversely as the 2Kl(fc— 1), or 2/(2 — k), or 10/3, po’ :s 
of the diameters. 

(3) Under still the same conditions as (1) and (2), e 

quantities of matter in the two masses are inversely as e 

[2 (2 — 3]th powers (inversely as the cube roots), of t r 

diameters. 


(4) The diameters of different globular gaseous stars, of 3 
same kind of gas, and of the same central densities, are as 3 
square roots of their central temperatures. 

(5) The diameters of different globular gaseous stars f 
different kinds of gas, hut of the same central densities i I 
temperatures, are inversely as the square roots of the spec ? 
densities of the gases. 

(6) A single curve [y=/(r-i)] with scale of ordinate i 
and scale of abscissa (y) properly assigned according to (1 
(17), and (11) shows for a globe of any kind of gas in molecu 
equilibrium, of given mass and given diameter, the absoli 
temi^rature at any distance from the centre. Another cur 

with scales correspondingly assigned, shows t 
distribution of density from surface to centre. 


Ttii a3|«ti?e exdudes stars or nebul© rotating steadily with so great ango 
to be mn.<h flattened, or to be annular; also nebulse revolving ( 
cila% wia diffamt angnlar velocities at diflerent distances from the centre 
ease with spiral nebula. It would approximately enou 
snn, with his small angular velocsity of once round in 25 days, were i 
iiid n# too imm through a large part of the interior to approximately ol 

wh ^ery accurately to earlier times of the sn 

he was much 1©^ dense than he is now. 
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It is easy to find, with any desired degree of accuracy, the 
particular solution of (14), for which 


u = A, and ^ = >4' where x = a 
dx 


.(19), 


a denoting any chosen value of x, and A and A' any two arbitrary 
numerics, by successive applications of the formu^'' 

= A—J dx (a' —Jdx .(20); 

the quadratures being performed with labour moderately pro¬ 
portional to the accuracy required, by tracing curves on “section’'- 
paper (paper ruled with small squares) and counting the squares 
and parts of squares in their areas. To begin, Uo may be taken 
arbitrarily; but it may conveniently be taken from a hasty 
graphic construction by drawing, step by step, successive arcs**^ 
of a curve with radii of curvature calculated from (14) with the 
value of dujdx found from the step-by-step process. If this 
preliminary construction is done with care, by aid of good 
drawing-instruments, calculated from Uq by quadratures will be 

found to agree so closely with ^4o, that itself will be seen to be 
a good solution. If any difference is found between the two, 
is the better: is a closer approximation than and so on, 

with no limit to the accuracy attainable. 

Mr Magnus Maclean, rny official assistant in the University 
of Glasgow, has made a successful beginning of the working-out 
this process for the case where ^ = oo; and has already 

obtained a somewhat approximate solution, of which the produce 
useful for our problem is expressed in the following table. 


* This method of graphically integrating a differential eq.uation of the second 
order, which first occurred to me many years ago as suitable for finding the shapes 
of particular cases of the capillary surface of revolution, was successfully carried 
out for me by Prof. John Perry, when a student in my laboratory in 1874, in a 
series of skilfully executed drawings representing a large variety of cases of the 
capillary surface of revolution, which have been regularly shown in my Lectures to 
the Natural Philosophy Class of the University of Glasgow. These curves were 
recently published in the Proc, Hoy. ImtiU (Lecture of Jan. 29, 1886), and Nature, 
July 22 and 29, and Aug. 19, 1886; also to appear in a volume of Lectures now in 
the press, to be published in the Nature series. 
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The deduction from these numbers, of results expressing 
terms of conYenient units the temperature and density at a 
point of a gireii mass of a huown kind of gas, occupying 
sphere of given radius, must be reserved for a suhseque 
communication 

One interesting result -which I can give at present, deriv 
from the first and last numbers of the several eolumns of t 
preceding table, is, that the central density of a globular gaseo 
star is 22i times its average density. 

* [See no. l&O infra.] 


151 . Polar Ice-caps and theie Influence in Changing 
Sea-levels. 

[Prom fflasgr. Gml Soc. Vol. viii. [Feb. 16, 1888], pp. 322—340. Beprinte 
in Popular lectures and Addresses, ToL ri. pp. 319—359.] 
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152 . Comment le Soleil a Commenci^ 1 BRtyLER. 

[From L'Astronomie, Vol. xi. Oct. 1892, pp. 361—367; abstracted in Nature, 

VoL XLVi. Oct. 20, 1892, p. 597. Incorporated in Popular Lectures and 

Addresses, Vol. i. pp. 369—422.] 

La question de savoir si le Soleil va actuellement en se refroi- 
dissant ou en s'4chaiiffant est excessivement compHqude et, en fait, 
la poser ou y r4pondre est un paradoxe k moins que nous ne 
d4finissions exactement ou la temperature doit etre comptde. Si 
nous demandons comment la tempdrature de regions d'egale 
densitd du globe solaire varie dage en 4ge, la reponse est cer- 
tainement que la matiere du Soleil dont la density a une valeur 
•determinee, soit par exemple la densitd ordinaire de notre atmo- 
sphke, va constarnment en se refroidissant, quelle que soit sa place 
dans le fluide, et quelle que soit la loi de compression de ce 
dernier. Mais la distance k Finterieur du globe k laquelle on 
trouve une densitd constante diniinue avec la contraction du globe, 
et il pent se faire qu'k des. profondeurs dgales au-dessous de la 
surface la chaleur devienne de plus en plus dlevde. Tel serait 
certainement le cas, si la loi de la condensation gazeuse sc con- 
tinuait partout; mais alors, la temperature rayonnante effective 
en vertu de laquelle le Soleil r^pand sa chaleur au dehors peut 
s’abaisser parce que les temperatures de portions de m^me density 
vont en diminuant dans toutes les circonstances. 

Laissons cette question difficile et compliqu4e aux investi- 
gateurs.sp6ciaux de la physique solaire, et posons simplement le 
probleme sous ce titre: Quelle est la temperature du centre du 
Soleil ? Augmente-t-elle ou diminue-t-elle ? 

Si nous remontons dans le passe ^ quelques millions d'ann^es 
en arrifere, ^poque k laquelle le Soleil dtait enti^rement gazeux 
jusqu’k son centre, alors, certainement la temperature centrale 
allait en augmentant. D autre par*t, comme il est possible quoique 
-non probable pour le temps prdsent (mais ce qui arrivera sans 
doute dans Favenir), s'il y a 1^ un noyau aolide, dans ce cas la 
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temperature centrale va aussi en augmentant, parce que la c( 
ductibilit^ de la chaleur au dehors de ce noyau solid© est t] 
lente pour coiupenser raugmentation de pression due a 1 accrois 
rp^6t de grayitd dans le fluide se condensant autour du cen 
solide. Mais a une certaine epoque dans Thistoire d un glc 
entierement fluide et priniitivenient gazeux, se eontractaut sc 
rinfluence de sa propre gravitation, et da rayonnement de 
chaleur, dans Tespace extdrieur glacd, lorsque les regions centra 
sont devenues assez denses pour ne plus suhir de condensati 
plus grande que celle qui s’effectue suivant la loi gazeuse c 
simples proportions, il me semble certain q^ue Taccroissenient 
chaleur doit cesser, et que la temperature centrale doit coinmen( 
a diminuer en raison dn refroidissement par le rayonnement de 
surface et du melange de ce fluide refroidi avec celui des rdgic 
int^rieures. 

Nous arrivons maintenant a Taspect le plus intdressant 
notre sujet: Thistoire ancienne du SoleiL 

II y a cinq k dix millions d’anndes, le globe solaire a du av' 
un diamfetre double de celui qu’il possede actuellement et u 
densite dgale au huitifeme de sa densitd actuelle, c’est-a-dire 
0,174 de celle de Teau; mais nous ne pouvons pas, avec quelqt 
probahilit6s d’argument ou de speculation, reinouter heauco 
plus haut dans la physique solaire. 

Une question simpose ponrtant: quel ^tait Tdtat de la matie 
constitutive du Soleil avant qu elle fut r4unie en une seule mas 
et devint chaude ? Nous pouvons imaginer dans Tespace de 
masses solides froides s’attirant mutuellement, et tomhant I’u 
sur Tautre en vertu de cette attraction. Ou bien, mais ceci c 
beaucoup moins probahle, il peut avoir existd deux masses 
henrtant avee des vitesses considerablement plus grandes q 
eelles qui auraient dues k leur attraction mutuelle. 

Cette derniere hypothese implique que, si nous appelons 1 
deux corps A et j 8, le mouvement du centre d’inertie de JS relati^? 
ment k A doit, lorsque la distance eutre eux dtait grande, avc 
dtd dirigd justement vers le centre d’inertie de A. Cette hyp 
th^se est fort improbable. D'un autre c6te, il est certain que 1 
deux corps JL et j 5 en repos dans I’espace, abandonn^s k eu 
m&m^ sairs perturbations dues k des corps ext^rieurs et uniqu 
ment influences pax leur gravitation mutuelle, se heurtexaie 
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directement sans mouvement de leur centre d’inertie et sans 
rotation consecutive apr^s la collision. 

La probability d’nne rencontre entre deux astres voisins, ap¬ 
purtenant k un grand nombre de corps s’attiranb mutuellement 
et dissemines dans Tespace, est beaucoup plus grande si ceux-ci 
sent en repos que s’ils se meuvent dans quelque direction que ce 
soit, et avec des vitesses beaucoup plus grandes que celles qu’ils 
acquerraient en tombant du repos les uns sur les autres, 

L’Astronomie stellaire, si splendidement aid^e par le spectro¬ 
scope, nous montre, du reste, que les mouvements propres des 
etoiles et de notre Soleil sont generalement trfes petits compara- 
tivement la vitesse (612 kilometres par seconde) qu’une masse 
acquerrait en tombant sur le Soleil, et sont comparables au 
mouvement tr^s mod^ry de la Terre sur son orbite (29 kilometres 
et demi par seconde). 

Pour fixer les idees, imaginons deux globes solides et froids, 
chacun d’un diametre ^gal a la moitiy de celui du Soleil et d’une 
density moyenne ygale k celle de la Terre, ces globes dtant en 
repos ou k pen prfes et yioignys Tun de Fautre de deux fois la 
distance de la Terre au Soleil. Ils tomberont Fun sur Fautre et 
se heurteront juste aprfes une demi-annye de chute. La collision 
durera une demi-heure, dans le cours de laqiielle ces deux corps 
seront transformys en une masse fluide, incandescente, violemment 
agitye, flottant en dehors de la ligne de mouvement avant le choc,, 
et agrandie k des dimensions plusieurs fois superieures k la somme 
des volumes primitifs des deux globes. 

De combien cette masse fluide s'ycartera-t-elle autour de la 
surface de collision ? II est impossible de le dire. Le mouve¬ 
ment est trop compliquy pour Stre analysy par aucune mythode 
mathymatique connue. Mais un calculateur armd d"une patience 
suflSsante pourrait le determiner avec une certaine approximation. 
La distance atteinte par la frange circulaire externe de la masse 
fluide serait probablement beaucoup moindre que la distance 
parcourue par chaque globe avant le choc, parce que la vitesse 
de translation des moiycules, constituant la chaleur en laquelle 
Fynergie to bale de la chute originaire des globes aurait yty 
transformye, prendrait sans doute les trois cinquifemes de la 
quantity totale de cette ynergie. La durde de la dispersion serait 
moindre qu’une demi-annye, et alors le fluide commencerait k 
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retomber de nouveau vers la surface. Un an environ apr^ e 

premier choc, la masse fluide serait de nouveau dans un ^ta e 

pression maximum autour du centre, et cette fois peut-etre s 
violemment agitde encore que la premifere, et de nouveau ell e 

disperserait encore, mais cette fois dans le sens de I’axe, et “s 

les positions d’oii les deux globes seraient tomb^s. Une nou^ e 
chute vers le centre succdderait encore aux pr6cddentes, et a s 
une s4rie dbscillations de plus en plus rapides, cette m e 
finirait probablement, apr^s deux ou trois ans, par former un s i\ 
sph&ique ayant environ la m^me masse, la m^me chaleur i e 
m§me 6clat que notre Soleil actuel, mais sans mouvemeni e 
rotation. 

Nous avons suppose les deux globes en repos au momen h 
ils tombaient Tun sur Tautre, en vertu de leur attraction mutu 5 , 
d’une distance dgale au diamfetre de Torbite terrestre. Admet s 
maintenant qu'au lieu d'avoir 4te en repos, ils aient 6te s 

transversalement en direction contraire, avec une vitesse rela e 
de 2 metres par seconde, ou plus exactement, de 1“,89. e 
moment de rotation de ces mouvements autour d’un axe pas t 
par le centre de gravity des deux globes perpendiculaires k r 
ligne de mouvement est juste 4gal au moment de la rotatior a 
Soleil autour de son axe. La vitesse transversals dont ] s 
parlous est si petite qu’aucun des re'sultats dtablis pr^c^demr t 
sur la grandeur, la chaleur, et T^clat du Soleil ainsi cr6^ ne se t 
sensiblement alt^r^; seulement, au lieu d'etre sans rotatio: il 
tournerait maintenant sur lui-meme en vingt-cinq jours, et s( t 
par consequent k tons les points de vue identique k notre S .1 
actuel. 

Si, au heu d’etre primitivement en repos ou de se mou r 
avec les faibles vitesses transversales dont nous avons p 5, 
chaque globe avait une vitesse transversals de 710 metres r 
seconde, les deux globes eviteraient le choc et tourneraiem a 
ellipses autour de leur centre commun de gravity en une p^r e 
d’un an, s’effleurant juste k la surface Tun de Tautre chaque s 
qu’ils passeraient au point le plus proche de leurs orbites. 

Si la vitesse initials transversals de chaque globe dtait Idg 
ment infSrieure k 710 metres par seconde, il y aurait une viol e 
collision k Feffleurement et deux soleils brillants, globes sol s 
baign6s dans une atmosphke de feu, prendraient naissanc( n 
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quelques heures, et commenceraient k tourner autour de leur 
centre commun de gravity, suivant de longues orbites elliptiques 
en une pdriode d’un peu moins d’un an; Faction rdciproque de 
leurs mar6es diminuerait les excentricitds de lenrs orbites et 
finirait par faire tourner les deux corps circulairement, k une 
distance de 6,44 diam^tres de chacun d’eux, d'une surface k 
Fautre. 

Imaginons maintenant, en choisissant encore un cas particulier 
pour fixer nos iddes, que 29 millions de globes solides et froids, 
chacun ayant environ la meme masse que la Lune, et dont la 
masse totale ^quivaudrait a celle du Soleil, soient diss^mines aussi 
uniform4ment que possible sur une surface sphdrique d'un rayon 
dgal a cent fois le rayon de Forbite terrestre, et que tons ces 
globes soient absolument en repos. Ils se mettront tous k tomber 
vers le centre de la sphere, qu'ils atteindront au bout de 250 ans. 
Chacun de ces 29 millions de globes sera alors, dans Fespace d'une 
demi-heure, fondu et 41ev4 a la temperature de plusieurs centaines 
de mille ou de millions de degr4s centigrades. La masse fluide 
ainsi engendrde par cette prodigieuse chaleur s^dpandra ex- 
tdrieurement tout autour du centre k F4tat de gaz ou de vapeur, 
mais elle n'atteindra pas les dimensions de la sphere primitive que 
nous avons imagin4e, 

Apres une sdrie d’expansions et de condensations consdcutives, 
le globe incandescent finira, au bout de trois ou quatre cents ans, 
par former une n4buleuse gazeuse mesurant quarante fois le rayon 
de Forbite terrestre. La density moyenne de cette n4buleuse 
serait 1/(215x40)®, ou le six cent trente-six mille millionifeme, 
de la densitd moyenne du Soleil, ou le quatre cent cinquante- 
quatre mille millionifeme de la density de Feau, ou le cinq cent 
soixante-dix millioni^me de la density de Fair, ^ la temperature 
de 10° et au niveau de la mer. 

Dans les regions centrales de cette immense ndbuleuse la 
density, sensiblement uniforme k travers plusieurs millions de 
kilometres, serait un vingt mille millionieme de celle de Feau, ou 
un vingt-cinq millionieme de celle de Fair. Si c'4tait de Foxygene 
ou de Fazote, ou quelque gaz simple ou composd, de densitd 
specifique 4gale k celle de notre atmosphere, la temp4rature centrale 
serait de 51200 degree centigrades, et la vitesse moyenne des 
molecules serait de 6700 naetres par seconde. 
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La n^buleuse gazeuse ainsi constitute serait, dans le conn 
quelques millions d'anntes, par le rayonnement exttrieur d< 
chaleur, condenste au volume actuel du Soleil, avec la tn* 
chaleur et la mtme lumiere, mais sans mouvement de rotation 

Le moment de rotation du systtme solaire tout entier 
environ dix-huit fois celui de la rotation du Soleil, et, dans c 
quantitt, Jupiter reprtsente les ^ et le Soleil les autres c< 
du systeme solaire peuvent etre ntgligts. 

Maintenant, au lieu d’etre absolument en repos Torig 
admettons que nos 29 millions de lunes soient animtes chac 
d’un Itger mouvement reprtsentant en tout une quantity 
moment de rotation autour d’un certain axe, tgal au moment 
rotation du systtme solaire, ou bien beaucoup plus considtra 
pour tenir compte du milieu resistant, toutes ces lunes tombei 
aussi vers le centre, en 250 ans, et quoiqu’elles ne se renconti 
pas juste en ce point comme dans Thypoth^se prdcddente, c 
se rencontreront ndanmoins et subiront les unes par les autres 
myriades de chocs, de sorte que chacun de ces 29 millions 
globes sera fondu et r4duit en vapeur par la chaleur resultant 
ces chocs. II s’en suivra un mouvement de rotation; la ndbuk 
sera aplatie et son rayon Equatorial s’Etendra fort au del^ 
I’orbite de Neptune, avec un moment de rotation Egal ou superi 
k celui du systEme solaire. 

Telle est prEcisEment Torigine demandEe par Laplace ^ 
sa thEorie nEbulaire de I’Evolution du systEme solaire, thEorie < 
fondEe sur I’histoire de TUnivers sideral tel qu’Herschel Fa' 
observE, et complEtEe dans ses dEtails par le profond jugem 
dynamique et le gEnie imaginatif de Laplace, parait aujourd' 
une vEritE dEmontrEe par la Thermodynamique. 

Ainsi, il semble ne plus rester en rEalitE de grand mystErc 
de grande difficultE dans I’Evolution automatique du syst^ 
solaire, venu de matEriaux froids rEpandus k travers Fesp 
jusqu’4 son ordre et sa beautE actuels, illuminE et EchauffE par 
brillant soleil central, pas plus qu’il n’y en a dans la marche d’ 
horloge jusqu’h ce qu’elle s’arrEte. II serait superflu d’ajouter ' 
Forigine et Fentretien de la vie sur la Terre est absolument 
infiniment au delE des limites des spEculations sflres de la scie 
dynamique. La seule contribution de la Dynamique k la biolc 
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th^orique est la negation absolue d’un commencement automatique 
ou d un entretien automatique de la vie. 

Je ne tirerai de ce qui pr^cfede qu’une conclusion. Supposons 
que la masse du Soleil soit compos6e de mat^riaux qui 6taient 
primitivement trfes 61oign6s les uns des autres et froids, rant6c4dent 
immddiat de incandescence solaire doit 6tre ch.erch6, soit dans 
deux corps diflKrents seulement dans les details des cas que nous 
avons consider^s comme exemples, ou dans un plus grand nombre 
qui, malgrd sa grandeur, pent cependant ^tre d^fini, attendu que 
le nombre des atomes qui constituent la masse actuelle du Soleil 
n’est pas infini, et doit ^tre compris entre 4 x 10®^ et 140 x 10®^. 
L'antdc^dent immddiat k Tincandescence pent avoir dtd une sub¬ 
division extreme, telle que des atomes s^pards, ou bien quelque 
chose de plus grand, comme des groupes d’atomes ou de petits 
cristaux, ce qu’on pourrait appeler des flocons de matifere; ou bien 
on peut imaginer des morceaux plus gros, tels que des pierres 
ordinaires que Ton peut lancer k la main, ou bien encore des 
uranolithes plus considerables, tels que ceux que nous poss(^dons 
dans nos collections et qui sont v6ritablement tomb6s du ciel sur 
la Terre. 

Pour la th^orie du Soleil, il est indifferent d’adopter Fun ou 
Fautre de ces etats de la mati^re, depuis Fatome ou la poussifere 
jusqu’aux plus grandes masses. Mais ici se pose une question 
plus primordiale encore. Pouvons-nous imaginer que ces urano¬ 
lithes aient dtd tels dhs Forigine des choses? Nous pouvons 
penser que le Soleil est le r4sultat de Fagglom6ration de pierres 
m^tdoriques; mais nous ne pouvons gnhre remonter plus haut. 

Shrement ces pierres tomb6es du ciel ont une histoire pleine 
d'^v^nements, mais il est diflScile de la conjecturer; ce sont les 
fragments brisds de masses plus considdrables, mais quelles dtaient 
ces masses, nous ne le savons pas. 


153 . Solar Relations of Magnetic Storms: Changes 
OF Latitude. 

[Presidential Add/ress, from Roy, Soc. Proc. Vol. LIL [Nor. 30, 1892], 1893, 
pp. 300—310; Nature, Vol. XLVii. Dec. 1,1892, pp. 107—111. Beprintod 
in Populm Lectures and Addresses, YoL IL pp. 508—529.] 
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La n^buleuse gazeuse ainsi constitute serait, dans le cours 5 
quelques millions d’anntes, par le rayonnement exttrieur de ^ 
chaleur, condenste au volume actuel du Soleil, avec la 
chaleur et la meme lumitre, mais sans mouvement de rotation. 

Le moment de rotation du systfeme solaire tout entier ; 
environ dix-huit fois celui de la rotation du Soleil, et, dans c( s 
quantitt, Jupiter reprtsente les || et le Soleil les autres cc \ 
du systeme solaire peuvent etre n6gligts. 

Maintenant, au lieu d’etre absolument en repos Forig 
admettons que nos 29 millions de lunes soient animtes chac t 
d’un Itger mouvement reprtsentant en tout une quantity ^ 
moment de rotation autour d’un certain axe, tgal au moment 1 
rotation du systtme solaire, ou bien beaucoup plus considtra 
pour tenir compte du milieu resistant, toutes ces lunes tomber i 
aussi vers le centre, en 250 ans, et quoiqu’elles ne se rencontr » 
pas juste en ce point comme dans Thypothfese pr^c^dente, e \ 

se rencontreront ndanmoins et subiront les unes par les autres i 
myriades de chocs, de sorte que chacun de ces 29 millions s 
globes sera fondu et rdduit en vapeur par la chaleur rdsultant > 
ces chocs. II s’en suivra un mouvement de rotation; la ndbule > 
sera aplatie et son rayon Equatorial s’Etendra fort au delk > 
Torbite de Neptune, avec un moment de rotation Egal ou supEri 
k celui du systEme solaire. 

Telle est prEcisEment Forigine demandEe par Laplace p 
sa thEorie nEbulaire de FEvolution du systEme solaire, thEorie < 
fondEe sur Fhistoire de FUnivers sideral tel qu’Herschel Fa^ ^ 

observE, et complEtEe dans ses dEtails par le profond jugem ^ 

dynamique et le gEnie imaginatif de Laplace, parait aujourd' i 

une vEritE dEmontrEe par la Thermodynamique. 

Ainsi, il semble ne plus rester en rEalitE de grand mystEre l 
de grande difficultE dans FEvolution automatique du systJ ^ 
solaire, venu de matEriaux froids rEpandus k travers Fespj , 
jusqu'E. son ordre et sa beautE actuels, illuminE et EchauffE par 
brillant soleil central, pas plus qu’il n'y en a dans la marche d'i ^ 

horloge jusqu'E ce qu’elle s'arrEte. II serait superflu d'ajouter < ^ 

Forigine et Fentretien de la vie sur la Terre est absolument > 

infiniment au delE, des limites des spEculations shres de la scie 
dynamique. La seule contribution de la Dynamique k la biolc 
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th^orique est la negation absolue d’un commencement automatique 
ou d’un entretien automatique de la vie. 

Je ne tirerai de ce qui pr^cfede qu’une conclusion. Supposons 
que la masse du Soleil soit compos4e de mat6riaux qui 4taient 
primitivement tres 41oign4s les uns des autres et froids, Tant^c^dent 
immediat de I’incandescence solaire doit ^tre clierch4, soit dans 
deux corps diffdrents seulement dans les details des cas que nous 
avons considdr^s comme exemples, ou dans un plus grand nombre 
qui, malgrd sa grandeur, pent cependant ^tre d6fini, attendu que 
le nombre des atomes qui constituent la masse actuelle du Soleil 
n’est pas infini, et doit ^tre compris entre 4 x 10®^ et 140 x 10®^. 
L’ant^cddent immediat k Tincandescence pent avoir dtd une sub¬ 
division extreme, telle que des atomes sdpar^s, ou bien quelque 
chose de plus grand, comme des groupes d’atomes ou de petits 
cristaux, ce qu’on pourrait appeler des flocons de matibre; ou bien 
on peut imaginer des morceaux plus gros, tels que des pierres 
ordinaires que Ton peut lancer k la main, ou bien encore des 
uranolithes plus considerables, tels que ceux que nous possddons 
dans nos collections et qui sont v4ritablement tombds du ciel sur 
la Terre. 

Pour la thdorie du Soleil, il est indiffdrent d’adopter Tun ou 
Tautre de ces 6tats de la mati^re, depuis Tatome ou la poussifere 
jusqu’aux plus grandes masses. Mais ici se pose une question 
plus primordiale encore. Pouvons-nous imaginer que ces urano¬ 
lithes aient 4t6 tels dhs Forigine des choses ? Nous pouvons 
penser que le Soleil est le r6sultat de Tagglom^ration de pierres 
mdtdoriques; mais nous ne pouvons gubre remonter plus haut. 

Siirement ces pierres tomb4es du ciel ont une histoire pleine 
d’dvdnements, mais il est difficile de la conjecturer; ce sont les 
fragments brisds de masses plus considerables, mais quelles etaient 
ces masses, nous ne le savons pas. 


163 . SoLAE Relations of Magnetic Stobms: Changes 
OF Latitude. 

[Presidential Add/ress^ from Roy. Roe. Proc. ToL LIT. [Nov. 30, 1892], 1893, 
pp. aOO—310; Natme, YoL XLVii. Dec. 1,1892, pp. 107—111, Bepiinted 
in Pojyulmr Lediwres omd Addresses, YoL XL pp. 50S—529.} 
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164 . On the Temperature Variation of the Thei l 

Conductivity of Rocks. By Lord Kelvin and J i. 

Erskine Murray, B.Sc. 

[From Olas. Fhil. Soc. Proc. Vol. xxvi. [March 27, 1895], pp. 227— 5 ; 

Eoy, Soc. Proc. Vol. lviil [May 30, 1895], pp. 162—167; JSf^ % 

Vol. Lii. May 16, p. 70, June 20, 1895, pp. 182—184 ; Amer. j n. 

Sci. Vol. L. (3rd Ser.), 1895, pp. 419—423.] 

1. The experiments described in this communication :e 
undertaken for the purpose of finding temperature variatic of 
thermal conductivity of some of the more important rocks oi le 
earth’s crust. 

2. The method which we adopted was to measure, by a of 

thermoelectric junctions, the temperatures at different points a 
flux line in a solid, kept unequally heated by sources (positive id 
negative) applied to its surface, and maintained uniform : a 

sufficiently long time to cause the temperature to be as n ly 

constant at every point as we could arrange for. The shape o le 
solid and the thermal sources were arranged to cause the ix 
lines to be, as nearly as possible, parallel straight lines; so it, 
according to Fourier’s elementary theory and definition of the al 
conductivity, we should have 

k (M, B) \v (M) - V (T)] -r- MT 
kiT,M)~'[v{B)^v(M)]^BM^ 

where T, M, B denote three points in a stream line (respeci =ly 
next to the top, at the middle, and next to the bottom h he 
slabs and columns which we used); v(T), v (M), v(B) denot he 
steady temperatures at these points; and k(T, if), k(M, B he 

mean conductivities between T and if, and between if a B 

respectively. 

3. The rock experimented on in each case consisted o ivo 
equal and similar rectangular pieces, pressed with similar ^es 
together. In one of these faces three straight parallel groov< tre 
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cut, just deep enough to allow the thermoelectric wires and 
junctions to be embedded in them, and no wider than to admit the 
wires and junctions (see diagram, § 8 below). Thus, when the 
two pieces of rock are pressed together, and when heat is so 
applied that the flux lines are parallel to the faces of the two 
parts, we had the same result, so far as thermal conduction is 
concerned, as if we had taken a single slab of the same size as the 
two together, with long fine perforations to receive the electric 
junctions. The compound slab was placed with the perforations 
horizontal, and their plane vertical. Its lower side, when thus 
placed, was immersed under a bath of tin, kept melted by a lamp 
below it. Its upper side was flooded over with mercury in our 
later experiments (§§ 6, 7, 8), as in Hopkins' experiments on the 
thermal conductivity of rock. Heat was carried off from the 
mercury by a measured quantity of cold water poured upon it 
once a minute, allowed to remain till the end of a minute, and 
then drawn off and immediately replaced by another equal quantity 
of cold water. The chief difficulty in respect to steadiness of 
temperature was the keeping of the gas lamp below the bath of 
melted tin uniform. If more experiments are to be made on the 
same plan, whether for rocks or metals, or other solids-, it will, no 
doubt, be advisable to use an automatically regulated gas flame, 
keeping the temperature of the hot bath in which the lower face 
of the slab or column is immersed at as nearly constant a tem¬ 
perature as possible, and to arrange for a perfectly steady flow 
of cold water to carry away heat from the upper surface of the 
mercury resting on the upper side of the slab or column. It will 
also be advisable to avoid the complication of having the slab or 
column in two parts, when the material and the dimensions of the 
solid allow fine perforations to be bored through it, instead of the 
grooves which we found more readily made with the appliances 
available to us. 

4. Our first experiments were made on a slate slab, 25 cm. 
square and 5 cm. thick, in two halves, pressed together, each 25 cm. 
by 12*5, and 5 cm. thick. One of these parts cracked with a loud 
noise in an early experiment, with the lower face of the composite 
square resting on an iron plate heated by a powerful gas burner, 
and the upper face kept cool by ice in a metal vessel resting upon 
it. The experiment indicated, very decidedly, less conductivity in 
the hotter part below the middle than in the cooler part above the 
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middle of the composite square slab. We supposed this i ^ht 
possibly be due to the crack, which we found to be horizontg nd 
below the middle, and to be complete across the whole ai of 
12J cm. by 5, across which the heat was conducted in that p of 
the composite slab; and to give rise to palpably imperfect i ng 
together of the solid above and below it. We therefore rep led 
the experiment with the composite slab turned upside down, as 
to bring the crack in one half of it now to be above the m ile, 
instead of below the middle, as at first. We still found fc he 
composite slab less conductivity in the hot part below the n ile 
than in the cool part above the middle. We inferred th in 
respect to thermal conduction through slate across the m ral 
cleavage planes, the thermal conductivity diminishes with in( ise 
of temperature. 

5. We next tried a composite square slab of sandstone c he 
same dimensions as the slate, and we found for it also de .ve 
proof of diminution of thermal conductivity with increa of 
temperature. We were not troubled by any cracking of the td- 
stone, with its upper side kept cool by an ice-cold metal ite 
resting on it, and its lower side heated to probably as mu as 
300° or 400° C. 

6. After that we made a composite piece, of two small ite 
columns, each 3*5 cm. square and 6*2 cm. high, with ns 'al 
cleavage planes vertical, pressed together with thermoel ric 
junctions as before; but with appliances (§ 10 below) for re¬ 
venting loss or gain of heat across the vertical sides, whic! he 
smaller horizontal dimensions (7 cm., 3’5 cm.) might requin ut 
which were manifestly unnecessary with the larger horis bal 
dimensions (25 cm., 25 cm.) of the slabs of slate and sand ne 
used in our former experiments. The thermal flux lines i] he 
former experiments on slate were perpendicular to the m :al 
cleavage planes, but now, with the thermal flux lines paral to 
the cleavage planes, we still find the same result, smaller th( lal 
conductivity at the higher temperatures. Numerical result] dll 
be stated in § 12 below. 

7. Our last experiments were made on a composite pi< of 
Aberdeen granite, made up of two columns, each 6 cm. hig] nd 
7*6 cm. square, pressed together, with appliances similar to 'Se 
described in § 6 ,* and, as in all our previous experiments on »te 




1896 ] VARIATION OF THERMAL CONDUCTIVITY OF ROCKS^ 201 


and sandstone, we found less thermal conductivity at higher tem¬ 
peratures. The numerical results will he given in § 12 below. 

8. The accompanying diagram represents the thermal ap¬ 
pliances and thermoelectric arrangement of §§ 6, 7. The columns 
of slate or granite were placed on supports in a bath of melted tin 
with about 0*2 cm. of their lower ends immersed. The top of each 
column was kept cool by mercury, and water changed once a 
minute, as described in § 3 above, contained in a tank having the 
top of the stone column for its bottom and completed by four 
vertical metal walls fitted into grooves in the stone and made 
tight against wet mercury by marine glue. 



Iron wires are marked i. Platinoid wires are marked p. 

B, T, M. Thermoelectric junctions in slab. 

X. ,, „ oil bath. 

A. Bath of molten tin. C. Tank of cold water. 

JD. Oil bath. E. Thermometer. 

F. Junctions of platinoid and copper wires. The wires are insulated from one 

another, and wrapt all together in cotton wool at this part, to secure equality 
of temperature between these four junctions, in order that the current through 
the galvanometer shall depend splely on differences of temperature between 
whatever two of the four junctions, X, T, M, Bi is put in circuit with the 
galvanometer. 

G. Galvanometer. 

H. Four mercury cups, for convenience in connecting the galvonometer to any pair 

of thermoelectric junctions. 

Xf bf m, t are connected, through copper and platinoid, with X, B, iff", T, respec¬ 
tively. 
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9. The temperatures, v (B), v {M), v {T), of B, M, T, the Dt, 

intermediate, and cool points in the stone, were determine Dy 

equalising to them successively the temperature of the me: ry 

thermometer placed in the oil-tank, by aid of thermoel< ic 

circuits and a galvanometer used to test equality of temper re 

by nullity of current through its coil when placed in the p er 

circuit, all as shown in the diagram. The steadiness of n- 

perature in the stone was tested by keeping the temperato of 

the thermometer constant, and observing the galvanometer ref ig 

for current when the junction in the oil-tank and one or oth of 

the three junctions in the stone were placed in circuit. We so 

helped ourselves to attaining constancy of temperature ii tie 

stone by observing the current through the galvanometer, di to 

differences of temperature between any two of the three junc ns 

B, M, T placed in circuit with it. 

10. We made many experiments to test what appli; es 

might be necessary to secure against gain or loss of heat b tie 

stone across its vertical faces, and found that Jdeselguhr, Ic ly 

packed round the columns and contained by a metal case ir- 

rounding them at a distance of 2 cm. or 3 cm., preventec ly 

appreciable disturbance due to this cause. This allowed to 
feel sure that the thermal flux lines through the stone were ry 
approximately parallel straight lines on all sides of the ce 'al 
line BMT. 

11. The thermometer which we used was one of Cass I’s 

(No. 64,168) with Kew certificate (No. 48,471) for temper re 

from 0® to lOO"", and for equality in volume of the divisions i ve 

100°. We standardised it by comparison with the constant vc ne 


Beading 

Correction to be subtracted 
from reading of mercury 
thermometer 

Air 

thermometer 

Mercury 

thermometer 

0 

0 

0 

1-9 

1-9 

120*2 

122-2 

2*0 

166-8 

168-6 

1-8 

211-1 

212-7 

1*6 

266-7 

267-6 

1-8 
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air thermometer^ of Dr Bottomley with the above result. This 
is satisfactory as showing that when the zero error is corrected the 
greatest error of the mercury thermometer, which is at 211° 0., is 
only 0-8°. 

12. Each experiment on the slate and granite columns lasted 
about two hours from the first application of heat and cold; and 
we generally found that after the first hour we could keep the 
temperatures of the three junctions very nearly constant. Choosing 
a time of best constancy in our experiments on each of the two 
substances, slate and granite, we found the following results:— 

Slate: flux lines parallel to cleavage 

(T) = 50°-2 a V (M) = 123°‘3 0. t; (B) - 202°*3 C. 

The distances between the junctions were cm. and 

MT = 2*6 cm. Hence by the formula of § 2, 

73T-r-2*6 _28*1_ 
k (2\ M) ~ 79-0 -f. 2-57 ~ 30*7 ~ ^ 

Aberdeen granite: 

V {T) = 81°*1 C. (if) = 146°-6 C. v (B) = 214°*6 C. 

The distances between the junctions were Bif=l*9 cm. and 
i/r=2*0 cm. 

k(MB) 64*6 - 2*0 32*2 

k (TM) 69*0 - 1*9 36*3 "" ^ 

13. Thus we see, that for slate, with lines of flux parallel to 
cleavage planes, the mean conductivity in the range fi:om 123° C. 
to 202° 0. is 91 per cent, of the mean conductivity in the range 
from 50° C. to 123° C., and for granite, the mean conductivity in 
the range from 145° C. to 214° C. is 88 per cent, of the mean 
conductivity in the range from 81° C. to 145° C. The general 
plan of apparatus, described above, which we have used only for 
comparing the conductivities at different temperatures, will, we 
believe, be found readily applicable to the determination of con¬ 
ductivities in absolute measure. 


JPhil. Mag., August, 1888, and Edinb. Roy. Soc. Proc., January 6, 1888. 
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155. On the Fuel-Supply and the Air-Supply 
OF THE Earth. 

[From British Association R&port^ 1897, pp. 553, 564.] 

All known fuel on the earth is probably residue of ancien 
vegetation. One ton average fuel takes three tons oxygen to bur] 
it, and therefore its vegetable origin, decomposing carbonic aci( 
and water by power of sunlight, gave three tons oxygen to ou 
atmosphere. Every square metre of earth’s surface bears ten ton 
of air, of which two tons is oxygen. The whole surface is 12( 
thousand millions of acres, or 510 million millions of square metres 
Hence there is not more than 340 million million tons of fuel oi 
the earth, and this is probably the exact amount, because probabb 
all the oxygen in our atmosphere came from primeval vegetation. 

The surely available coal supply of England and Scotland wai 
estimated by the Coal Supply Commission of 1871, which includec 
Sir Roderick Murchison and Sir Andrew Ramsay among its mem 
bers, as being 146 thousand million tons. This is approximate!] 
six-tenths of a ton per square metre of area of Great Britain. T( 
bum it all would take one and eight-tenths of a ton of oxygen, oi 
within two-tenths of a ton of the whole oxygen of the atmosphere 
resting on Great Britain. The Commission estimated fifty-sis 
thousand million tons more of coal as probably existing at preseni 
in lower and less easily accessible strata. It may therefore be 
considered as almost quite certain that Great Britain could not 
bum all its own coal with its own air, and therefore that the coal 
of Britain is considerably in excess of fuel supply of rest of world 
reckoned per equal areas, whether of land or sea. 
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166. The Age of the Eaeth as an Abode fitted foe 

Life* 


[From Journ. Victoria Imtitute, London^ Vol. xxxi. 1899, pp. 11—36, Pre- 

sidervtidl Address (1897); Ann. Rejp. Smithsn. Inst. 1897, 1898, pp. 337— 

357 ; Phil. Mag, VoL XLVii. Jan. 1899, pp. 66—90 [with additions t].] 

1. The age of the earth as an abode fitted for life is certainly 
a subject which largely interests mankind in general. For geology 
it is of vital and fundamental importance—as important as the 
date of the battle of Hastings is for English history—^yet it was 
very little thought of by geologists of thirty or forty years ago; 
how little is illustrated by a statement]:, which I will now read, 
given originally from the presidential chair of the Geological 
Society by Professor Huxley in 1869, when for a second time, 
after a seven years’ interval, he was president of the Society. 

“ I do not suppose that at the present day any geologist would he found 
...to deny that the rapidity of the rotation of the earth may be diminishing, 
that the sun may be waxing dim, or that the earth itself may be cooling. 
Most of us, I suspect, are Gallios, ‘ who care for none of these things,^ being 
of opinion that, true or fictitious, they have made no practical difference to 
the earth, during the period of which a record is preserved in stratified 
deposits.” 

2. I believe the explanation of how it was possible for 
Professor Huxley to say that he and other geologists did not care 
for things on which the age of life on the earth essentially 
depends, is because he did not know that there was valid foundation 
for any estimates worth considering as to absolute magnitudes; 
If science did not allow us to give any estimate whatever as to 
whether 10,000,000 or 10,000,000,000 years is the age of this earth 

* [Lord Kelvin inserted in his press-copy of this paper the account of **The 
Lava Lake of Kilauea,’’ signed S. E. Bishop, which appeared in Nature, 
September 4, 1902.] 

t Communicated by the Author, being the 1897 Annual Address of the Victoria 
Institute with additions written at different times from June 1897 to May 1898. 

$ In the printed quotations the italics are mine in every case, not so the 
capitals in the quotation from Page’s Teat-Book, 
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as an abode fitted for life, then I think Professor Huxley won 
have been perfectly right in saying that geologists should n 
trouble themselves about it, and biologists should go on in the 
own way, not enquiring into things utterly beyond the power 
human understanding and scientific investigation. This wou' 
have left geology much in the same position as that in whi( 
English history would be if it were impossible to ascertain wheth' 
the battle of Hastings took place 800 years ago, or 800 thousar 
years ago, or 800 million years ago. If it were absolutely in 
possible to find out which of these periods is more probable ths 
the other, then I agree we might be Gallios as to the date of tl 
Norman Conquest. But a change took place just about the tin 
to which I refer, and from then till now geologists have not coi 
sidered the question of absolute dates in their science as outsi( 
the scope of their investigations. 

3. I may be allowed to read a few extracts to indicate ho 
geological thought was expressed in respect to this subject, : 
various largely used popular text-books, and in scientific writinj 
which were new in 1868, or not so old as to be forgotten. I ha'^ 
several short extracts to read and I hope you will not find the: 
tedious. 

The first is three lines from Darwin's Origin of Species^ 18E 
edition, p, 287 :— 

“ In all probability a far longer period than 300,000,000 years has elaps( 
since the latter part of the secondary period.’^ 

Here is another still more important sentence, which I read ■ 
you from the same book:— 

“ He who can read Sir Charles Lyell’s grand work on the Principles 
Geology, which the future historian will recognize as having produced 
revolution in natural science, yet does not admit how incomprehenuhly 'vc 
have been the past periods of time, may at once close this 'volrnne.^'' 

I shall next read a short statement from Page's Advana 
Students’ Teoct-Book of Geology, published in 1859:— 

“Again where the FORCE seems unequal to the result, the stude; 
should never lose sight of the element TIME: an element to which we a 
set no hounds in the past, any more than we know of its limit in the future.’ 

“It will be seen from this hasty indication that there are two gre 
schools of geological causation—^the one ascribing every result to the ordina; 
operations of Kature, combined with the element of unlimited tinfie, the oth 




1899] AGE OF THE EARTH AS AN ABODE FITTED FOR LIFE 207 

appealing to agents that operated during the earlier epochs of the world with 
greater intensity, and also for the most part over wider areas. The former 
belief is certainly more in accordance toith the spirit of right philosophy^ though 
it must be confessed that many problems in geology seem to find their 
solution only through the admission of the latter hypothesis.” 

4 I have several other statements which I think you may 
hear with some interest. Dr Samuel Haughton, of Trinity College, 
Dublin, in his Manual of Geology, published in 1865, p. 82, 
says:— 

“ The infinite time of the geologists is in the past; and most of their 
speculations regarding this subject seem to imply the absolute infinity of time, 
as if the human imagination was unable to grasp the period of time requisite 
for the formation of a few inches of sand or feet of mud, and its subsequent 
consolidation into rock.” (This delicate satire is certainly not overstrained.) 

“ Professor Thomson has made an attempt to calculate the length of 
time during which the sun can have gone on burning at the present rate, 
and has come to the following conclusion:—‘ It seems, on the whole, most 
probable that the sun has not illuminated the earth for 100,000,000 years, 
and almost certain that he has not done so for 500,000,000 years. As for the 
future, we may say with equal certainty, that the inhabitants of the earth 
cannot continue to enjoy the light and heat essential to their life for many 
million years longer, unless new sources, now unknown to us, are prepared in 
the great storehouse of creation.’ ’’ 

I said that in the sixties and I repeat it now; but with 
charming logic it is held to be inconsistent with a later statement 
that the sun has not been shining 60,000,000 years; and that 
both that and this are stultified by a still closer estimate which 
says that probably the sun has not been shining for 30,000,000 
years! And so my efforts to find some limit or estimate for 
Geological Time have been referred to and put before the public, 
even in London daily and weekly papers, to show how exceedingly 
wild are the wanderings of physicists, and how mutually contra¬ 
dictory are their conclusions, as to the length of time which has 
actually passed since the early geological epochs to the present 
date. 

Dr Haughton further goes on:— 

“ This result (100 to 500 million years) of Professor Thomson’s, although 
very liberal in the allowa/nce of time, has offended geologists, because, hxming 
been accustomed to deal with time as cm infinite quantity at their disposal, they 
feel natwrally embarrassment and alarm at any attempt of the science of 
Physics to place a limit upon their speculations. It is quite possible that even 
a hundred million of years may be greatly in excess of the actual time during 
which the sun’s heat has remained constant.” 
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5. Dr Haughton admitted so much with a candid open mi ; 
but he went on to express his own belief (in 1865) thus:— 

“Although I have spoken somewhat disrespectfully of the geolo^ I 
calculus in my lecture, yet I believe that the time during which organic i 
has existed on the earth is practically infinite, because it can be shown t< ► 
so great as to be inconceivable by beings of our limited intelligence.” 

Where is inconceivableness in 10,000,000,000 ? There ; 
nothing inconceivable in the number of persons in this ro< 
or in London. We get up to millions quickly. Is there anyth 
inconceivable in 30,000,000 as the population of England, or 
38,000,000 as the population of Great Britain and Ireland, oy 
352,704,863 as the population of the British Empire ? Not at 
It is just as conceivable as half a million years or 500 millions. 

6. The following statement is from Professor Jukes’s Stude- 
Manual of Geology :— 

“ The time required for such a slow process to effect such enormous resi 
must of course be taken to be inconceivably great. The word *inconceival 
is not here used in a vague but in a literal sense, to indicate that the laps 
time required for the denudation that has produced the present surfaces 
some of the older rocks, is vast beyond any idea of time which the hun 
mind is capable of conceiving.” 

“Mr Darwin, in his admirably reasoned book on the origin of species. 
fuU of information and suggestion on all geological subjects, estimates 
time required for the denudation of the rocks of the Weald of iCent, or 
erosion of space between the ranges of chalk hills, known as the North £ 
South Downs, at three hundred millions of years. The grounds for form 
this estimate are of course of the vaguest description. It may be possil 
perhaps, that the estimate is a himdred times too great, and that the x 
time elapsed did not exceed three million years, but, on the other hand, ii 
just as likely that the time which actually elapsed since the first commen 
ment of the erosion till it was nearly as complete as it now is, was rea 
a himdred times greater than his estimate, or thirty thousand millions 
years.” 

7. Thus Jukes allowed estimates of anything from 3 millio 
to 30,000 millions as the time which actually passed during t 
denudation of the Weald. On the other hand Professor Philli 
in his Eede lecture to the University of Cambridge (186< 
decidedly prefers one inch per annum to Darwin’s one inch p 
century as the rate of erosion; and says that most observe 
would consider even the one inch per annum too small for all b 
the most invincible coasts! He thus, on purely geological grounc 
reduces Darwin^s estimate of the time to less than one-hundredt 
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And, reckoning the actual thicknesses of all the known geological 
strata of the earth, he finds 96 million years as a possible estimate 
for the antiquity of the base of the stratified rocks; but he gives 
reasons for supposing that this may be an over-estimate, and he 
finds that from stratigraphical evidence alone, we may regard the 
antiquity of life on the earth as possibly between 38 millions and 
96 millions of years. Quite lately a very careful estimate of the 
antiquity of strata containing remains of life on the earth has 
been given by Professor Sollas, of Oxford, calculated according 
to stratigraphical principles which had been pointed out by 
Mr Alfred Wallace. Here it is^:—''So far as I can at present 
see, the lapse of time since the beginning of the Cambrian system 
is probably less than 17,000,000 years, even when computed on an 
assumption of uniformity, which to me seems contradicted by the 
most salient facts of geology. Whatever additional time the 
calculations made on physical data can afford us, may go to the 
account of pre-Cambrian deposits, of which at present we know 
too little to serve for an independent estimate.^' 

8. In one of the evening Conversaziones of the British 
Association during its meeting at Dundee in 1867 I had a 
conversation on geological time with the late Sir Andrew Ramsay, 
almost every word of which remains stamped on my mind to this 
day. We had been hearing a brilliant and suggestive lecture by 
Professor (now Sir Archibald) Geikie on the geological history of 
the actions by which the existing scenery of Scotland was pro¬ 
duced. I asked Ramsay how long a time he allowed for that 
history. He answered that he could suggest no limit to it. I said, 
"You don’t suppose things have been going on always as they are 
now? You don’t suppose geological history has run through 
1,000,000,000 years ? ” " Certainly I do.^^ " 10,000,000,000 years ? ’’ 
"Yes.” "The sun is a finite body. You can tell how many tons 
it is. Do you think it has been shining on for a million million 
years ? ” "I am as incapable of estimating and understanding 
the reasons which you physicists have for limiting geological time 
as you are incapable of understanding the geological reasons for 
our unlimited estimates.” I answered, “ You can understand 
physicists’ reasoning perfectly if you give your mind to it.” 
I ventured also to say that physicists were not wholly incapable 


K. v, 


* The Age of the Earth,’' Nature^ April 4th, 1895. 
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of appreciating geological difficulties; and so the matter er 1, 
and we had a friendly agreement to temporarily differ. 

9. In fact, from about the beginning of the century 11 
that time (1867), geologists had been nurtured in a philos< y 
originating with the Huttonian system: much of it substant y 
very good philosophy, but some of it essentially unsound d 
misleading: witness this, from Playfair, the eloquent and e 
expounder of Hutton:— 

“ How often these vicissitudes of decay and renovation have been rep d 
is not for us to determine; they constitute a series of which as the autl Df 
this theory has remarked, we neither see the beginning nor the en a 
circumstance that accords well with what is known concerning other pa: Df 
the economy of the world. In the continuation of the different spec: Df 
animals and vegetables that inhabit the earth, we discern neither a begii ig 
nor an end; in the planetary motions where geometry has carried the e 30 
far both into the future and the past we discover no mark either of the d- 
mencement or the termination of the present order.” 

10. Led by Hutton and Playfair, Lyell taught the doctri: if 
eternity and uniformity in geology; and to explain plutonic a n 
and underground heat, invented a thermo-electric “perpet ” 
motion on which, in the year 1862, in my paper on the '' Sei ir 
Cooling of the Earth*,'' published in the Transactions of the 1 il 
Society of Edinburgh, I commented as follows:— 

“To suppose, as Lyell, adopting the chemical hypotliesis, has d t, 
that the substances, combining together, may be again separated el o- 
lytically by thermo-electric currents, due to the heat generated by dr 
combination, and thus the chemical action and its heat continued m 
endless cycle, violates the iDrinciples of natural philosophy in exactl le 

same manner, and to the same degree, as to believe that a clock constr 3 d 

with a self-winding movement may fulfil the expectations of its inge as 
inventor by going for ever.’’ 

It was only by sheer force of reason that geologists have m 

compelled to think otherwise, and to see that there was a de; fee 

beginning, and to look forward to a definite end, of this wor as 
an abode fitted for life. 

11. It is curious that English philosophers and writers si Id 
not have noticed how Newton treated the astronomical pro"! n. 
Playfair, in what I have read to you, speaks of the plan ry 

* Beprinted in Thomson and Tait, Treatise on Natural Philosophy, 1st ai nd 
Editions, Appendix D (g). 

t Principles of Geology, chap, xxxi. ed. 1863. 
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system as being absolutely eternal, and unchangeable: having 
had no beginning and showing no signs of progress towards an 
end. He assumes also that the sun is to go on shining for ever, and 
that the earth is to go on revolving round it for ever. He quite 
overlooked Laplace’s nebular theory; and he overlooked Newton’s 
counterblast to the planetary '‘perpetual motion.” Newton, com¬ 
menting on his own First Law of Motion, says, in his terse Latin, 
which I will endeavour to translate, “ But the greater bodies of 
planets and comets moving in spaces less resisting, keep their 
motions longer.” That is a strong counterblast against any idea 
of eternity in the planetary system. 

12. I shall now, without further preface, explain, and I hope 
briefly, so as not to wear out your patience, some of the arguments 
that I brought forward between 1862 and 1869, to show strict 
liiMtations to the possible age of the earth as an abode fitted 
for nfe. 

Kant^ pointed out in the middle of last century, what had 
not previously been discovered by ■ mathematicians or physical 
astronomers, that the frictional resistance against tidal currents 
on the earth’s surface must cause a diminution of the earth’s 
rotational speed. This really great discovery in Natural Philosophy 
seems to have attracted very little attention,—indeed to have 
passed quite unnoticed,—among mathematicians, and astronomers, 
and naturalists, until about 1840, when the doctrine of energy 
began to be taken to heart. In 1866, Delaunay suggested that 
tidal retardation of the earth’s rotation was probably the cause of 
an outstanding acceleration of the moon’s mean motion reckoned 
according to the earth’s rotation as a timekeeper found by Adams 
in 1853 by correcting a calculation of Laplace which had seemed 
to prove the earth’s rotational speed to be uniform f. Adopting 

* In an essay first published in the Kcenigsberg Nachrichten, 1764, Nos. 2S, 24; 
having been written with reference to the offer of a prize by the Berlin Academy of 
Sciences in 1754. Here is the title-page, in full, as it appears in Vol. vi. of Kant^s 
Collected Works, Leipzig, 1839;—XJntersuchung der Erage: Ob die Erde m ihrer 
Umdrehung um die Achse, wodurch sie die Abwechselung des Tages und der 
Nacht hervorbringt, einige Veranderung seit den ersten Eeiten ibxes Urspmnges 
erlitten habe, welches die XJrsache daYon sei, und woraus naan sich ihrer Tersichem 
h5nne? welche von der Kdniglichen Akademie der Wissenschaften zu Berlin zum 
Preise aufgegeben worden, 1754. 

t Treatise on Natural Philosophy (Thomson and Tait), § 830, ed. 1, 1867, and 

14—2 
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Delaunay’s suggestion as true, Adams, in conjunction with 
lessor Tait and myself, estimated the diminution of the ea .’s 
rotational speed to be such that the earth as a timekeeper, ir le 

course of a century, would get 22 seconds behind a thoror ly 

perfect watch or clock rated to agree with it at the heginnl of 

the century. According to this rate of retardation the e h, 

7,200 million years ago, would have been rotating twice as st 
as now: and the centrifugal force in the equatorial regions v Id 
have been four times as great as its present amount, which ii 
of gravity. At present the radius of the equatorial sea- el 
exceeds the polar semi-diameter by 21-^ kilometres, which i ^s 
nearly as the most careful calculations in the theory of the ee is 
figure can tell us, just what the excess of equatorial radius o le 

surface of the sea all round would be if the whole material o le 

earth were at present liquid and in equilibrium under the infix ce 

of gravity and centrifugal force with the present rotational s id, 
and ^ of what it would be if the rotational speed were twi as 
great. Hence, if the rotational speed had been twice as gre as 
its present amount when consolidation from approximate!} le 
figure of fluid equilibrium took place, and if the solid c -h, 
remaining absolutely rigid, had been gradually slowed dov in 
the course of millions of years to its present speed of rotatioi he 
water would have settled into two circular oceans round th' vo 
poles: and the equator, dry all round, would be 64*5 kilom es 
above the level of the polar sea bottoms. This is or he 
supposition of absolute rigidity of the earth after primitive n- 
solidation. There would, in reality, have been some degr of 
yielding to the gravitational tendency to level the great g ble 
slope up from each pole to equator. But if the earth, at the ne 
of primitive consolidation, had been rotating twice as fast at 
present, or even 20 per cent, faster than at present, traces its 

present figure must have been left in a great preponderar of 

land, and probably no sea at all, in the equatorial regions. T ng 
into account all uncertainties, whether in respect to Adams ti- 
mate of the rate of frictional retardation of the earth’s rol )ry 
speed, or to the conditions as to the rigidity of the earth ice 
consolidated, we may safely conclude that the earth was cer ily 

latex editions; also Popular Lectures and Addresses, Vol. ii. (Kelvin), “ Gee ical 

Time,” being a reprint of an article communicated to the Glasgow Ge( ical 
Society, February 27th, 1868. 
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not solid 5,000 million years ago, and was probably not solid 1,000 
million years ago 

13. A second argument for limitation of the earth’s age, 
which was really my own first argument, is founded on the 
consideration of underground heat. To explain a first rough 
and ready estimate of it I shall read one short statement. It 
is from a very short paper that I communicated to the Royal 
Society of Edinburgh on the 18th December, 1865, entitled, ‘'The 
Doctrine of Uniformity in Geology briefly refuted.” 

“The ^Doctrine of Uniformity’ in Geology, as held by many of the most 
eminent of British Geologists, assumes that the earth’s surface and upper 
crust have been nearly as they are at present in temperature, and other 
physical qualities, during millions of millions of years. But t/ie heat which 
we hnoxo^ hy observation^ to he now co7idxicted out of the earth yearly is so great, 
that if tliis action had been going on with any approach to uniformity for 
20,000 million years, the amount of heat lost out of the earth would have 
been about as much as would heat, by 100** C., a quantity of ordinary surface 
rock of 100 times the earth’s bulk. This would be more than enough to melt 
a mass of surhice rock equal in bulk to the whole earth. No hypothesis as to 
chemical action, internal fluidity, effects of pressure at great depth, or possible 
character of substances in the interior of the earth, possessing the smallest 
vestige of probability, can j ustify the supposition that the earth’s upper crust 
has remained nearly as it is, while from the whole, or from any part, of the 
earth, so great a quantity of heat has been lost.” 

14. The sixteen words which I have emphasized in reading 
this statement to you (italics in the reprint) indicate the matter- 
of-fact foundation for the conclusion asserted. This conclusion 
suflfices to sweep away the whole system of geological and biological 
speculation demanding an “ inconceivably ” great vista of past time, 
or even a few thousand million years, for the history of life on the 
earth, and approximate uniformity of plutonic action throughout 
that time; which, as we have seen, was very generally prevalent 
thirty years ago among British Geologists and Biologists; and 
which, I must say, some of our chiefs of the present day have not 
yet abandoned. Witness the Presidents of the Geological and 
Zoological Sections of the British Association at its meetings of 
1893 (Nottingham), and of 1896 (Liverpool). 

^ “The fact that the coutinents are arranged along meridians, rather than in 
an equatorial belt, affords some degree of proof that the consolidation of the earth 
took place at a time when the diurnal rotation differed but little from its present 
value. It is probable that the date of consolidation is oonsiderably.more recent 
than a thousand million years ago.’^—Thomson and Tait, Treatise on Natural 
Philosophy, 2nd ed., 188S, § 830. 
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Mr Teall: Presidential Address to the Geological Section, 1893. “Th 
good old British ship ‘ Uniformity,' built by Hutton and refitted by Lyel] 
has won so many glorious victories in the past, and appears still to be in sue! 
excellent fighting trim, that I see no reason why she should haul down he 
colours either to ‘ Catastrophe ’ or ‘ Evolution.' Instead, therefore, of accedin, 
to the request to ‘ hurry up' we make a demand for more time.” 

Professor Poulton: Presidential Address to the Zoological Section, 189( 
“ Our argument does not deal with the time required for the origin of life, o 
for the development of the lowest beings with which we are acquainted fror 
the first formed beings, of which we know nothing. Both these processe 
may have required an immensity of time; but as we know nothing whateve 
about them and have as yet no prospect of acquiring any information, we ar 
compelled to confine ourselves to as much of the process of evolution as w 
can infer from the structure of living and fossil forms—that is, as regard 
animals, to the development of the simplest into the most comx)lex Protozoj 
the evolution of the Metazoa from the Protozoa, and the branching of th 
former into its numerous Phyla, with all their Classes, Orders, Familiei 
Genera, and Species. But we shall find that this is quite enough to necessitat 
a very large increase in the time estimated hy the geologisV^ 

15. In my own short paper from which I have read you 
sentence, the rate at which heat is at the present time lost fror 
the earth by conduction outwards through the upper crust, a 
proved by observations of underground temperature in differen 
parts of the world, and by measurement of the thermal con 
ductivity of surface rocks and strata, sufficed to utterly refute th 
Doctrine of Uniformity as taught by Hutton, Lyell, and thei 
followers; which was the sole object of that paper. 

16. In an earlier communication to the Royal Society c 
Edinburgh I had considered the cooling of the earth due to thi 
loss of heat; and by tracing backwards the process of cooling ha 
formed a definite estimate of the greatest and least number c 
million years which can possibly have passed since the surface c 
the earth was everywhere red hot. I expressed my conclusion i 
the following statementf:— 

“ We are very ignorant as to the effects of high temperatures in alterir 
the conductivities and specific heats and melting temperatures of rocks, an 
as to their latent heat of fusion. We must, therefore, allow very wide limii 
in such an estimate as I have attempted to make; but I think we may wit 

* “ On the Secular Cooling of the Earth,” Tram. Roy. Soc. Edinburg 
Vol. XXIII. April 28th, 1882, reprinted in Thomson and Tait, VoL in. pp. 468- 
486, and Math, and Phys. Payers, Art. xciv. pp. 295—311. 

t “ On the Secular Cooling of the Earth,” Math, and Phys. Payers, Yol. i] 
I 11 of Art. xciv. 
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much probability say that the consolidation cannot have taken place less 
than 20 million years ago, or we should now have more underground heat 
than we actually have; nor more than 400 million years ago, or we should 
now have less underground heat than we actually have. That is to say, 
I conclude that Leibnitz^s epoch of emergence of the coii^stentior status [the 
consolidation of the earth from red hot or white hot molten matter] was 
probably between those dates.” 

17. During the 35 years which have passed since I gave this 
wide-ranged estimate, experimental investigation has supplied 
much of the knowledge then wanting regarding the thermal 
properties of rocks to form a closer estimate of the time which 
has passed since the consolidation of the earth, and we have now 
good reason for judging that it was more than 20 and less than 
40 million years ago; and probably much nearer 20 than 40. 

18. Twelve years ago, in a laboratory established by Mr 
Clarence King in connexion with the United States Geological 
Survey, a very important series of experimental researches on the 
physical properties of rocks at high temperatures was commenced 
by Dr Carl Barus, for the purpose of supplying trustworthy data 
for geological theory. Mr Clarence King, in an article published 
in the American Journal of Science*, used data thus supplied, to 
estimate the age of the earth more definitely than was possible 
for me to do in 1862, with the very meagre information then 
available as to the specific heats, thermal conductivities, and 
temperatures of fusion, of rocks. I had taken 7000° F. (3871° C.) 
as a high estimate of the temperature of melting rock. Even 
then I might have taken something between 1000'" 0. and 2000° C. 
as more probable, but I was most anxious not to under-estimate 
the age of the earth, and so I founded my primary calculation on 
the 7000° F. for the temperature of melting rock. We know now 
from the experiments of Carl Barus f that diabase, a typical basalt 
of very primitive character, melts between 1100° C. and 1170° C., 
and is thoroughly liquid at 1200° 0. The correction from 3871° C. 
to 1200° C. or l/3’22 of that value, for the temperature of solidifi¬ 
cation, would, with no other change of assumptions, reduce my 
estimate of 100 million to l/(3*22)^ of its amount, or a little less 
than 10 million years; but the effect of pressure on the tem¬ 
perature of solidification must also be taken into account, and 

* “ On the Age of the Earth,” Vol. xnv. January, 1893. 

t Phil. Mag. 1893, first half-year, pp. 186, 187, 301—305. 
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Mr Clarence King, after a careful scrutiny of all the data giv( 
him for this purpose hy Dr Barns, concludes that without furth 
data '' we have no warrant for extending the earth’s age beyor 
24 millions of years.” 

19. By an elaborate piece of mathematical book-keeping 
have worked out the problem of the conduction of heat outwan 
from the earth, with specific heat increasing up to the meltin 
point as found by Eiicker and Roberts-Austen and by Barns, b’ 
with the conductivity assumed constant; and, by taking in 
account the augmentation of melting temperature with pressu 
in a somewhat more complete manner than that adopted 1 
Mr Clarence King, I am not led to differ much from his estima 
of 24 million years. But, until we know something more than \ 
know at present as to the probable diminution of thermal co 
ductivity with increasing temperature, which would shorten tl 
time since consolidation, it would be quite inadvisable to publii 
any closer estimate. 

20. All these reckonings of the history of underground he^ 
the details of which I am sure you do not wish me to put befo 
you at present, are founded on the very sure assumption that t' 
material of our present solid earth all round its surface was at o: 
time a white hot liquid. The earth is at present losing heat fro 
its surface all round from year to year and century to centui 
We may dismiss as utterly untenable any supposition such as th 
a few thousand or a few million years of the present regime 
this respect was preceded by a few thousand or a few million yea 
of heating from without. History, guided by science, is bound 
find, if possible, an antecedent condition preceding every kno\ 
state of affairs, whether of dead matter or of living creatun 
Unless the earth was created solid and hot out of nothing, t 
regime of continued loss of heat must have been preceded ' 
molten matter all round the surface. 

21. I have given strong reasons * for believing that immediate 
before solidification at the surface, the interior was solid close i 
to the surface: except comparatively small portions of lava 
melted rock among the solid masses of denser solid rock whi 
had sunk through the liquid, and possibly a somewhat large spa 

* “ On the Secular Cooling of the Earth,” Vol. iii. Math, and Phys. Pape 
















1899] AGE OF THE EAETH AS AN ABODE FITTED FOE LIFE 217 

around the centre occupied by platinum, gold, silver, lead, copper, 
iron, and other dense metals, still remaining liquid under very 
high pressure. 

22. I wish now to speak to you of depths below the great 
surface of liquid lava bounding the earth before consolidation; 
and of mountain heights and ocean depths formed probably a few 
years after a first emergence of solid rock from the liquid surface 
(see § 24, below), which must have been quickly followed by 
complete consolidation all round the globe. But I must first ask 
you to excuse my giving you all my depths, heights, and distances, 
in terms of the kilometre, being about six-tenths of that very in¬ 
convenient measure the English statute mile, which, with all the 
other monstrosities of our British metrical system, will, let us 
hope, not long survive the legislation of our present Parhamentary 
session destined to honour the sixty years’ Jubilee of Queen 
Victoria’s reign by legalising the French metrical system for the 
United Kingdom. 

23. To prepare for considering consolidation at the surface 
let us go back to a time (probably not more than twenty years 
earlier as we shall presently see—§ 24) when the solid nucleus 
was covered with liquid lava to a depth of several kilometres; to 
fix our ideas let us say 40 kilometres (or 4 million centimetres). 
At this depth in lava, if of specific gravity 2'5, the hydrostatic 
pressure is 10 tons weight (10 million grammes) per square centi¬ 
metre, or ten thousand atmospheres approximately. According 
to the laboratory experiments of Clarence King and Carl Barus* 
on Diabase, and the thermodynamic theoryf of my brother, the 
late Professor James Thomson, the melting temperature of diabase 
is 1170° C. at ordinary atmospheric pressure, and would be 1420° C. 
under the pressure of ten thousand atmospheres, if the rise of 
temperature with pressure followed the law of simple proportion 
up to so high a pressure. 

24. The temperature of our 40 kilometres deep lava ocean of 
melted diabase may therefore be taken as but little less than 
1420° C. from surface to bottom. Its surface would radiate heat out 

* Fhil. Mag. 1893, first half-jear, p. 306. 

t Trails. Hoy. Soc. Edinburgh, Jan. 2, 1849; Camhridge and JOuhlin Mathe¬ 
matical Journal, Nov. 1850. Eeprinted in Math, and Phys. Papers (Eelvin), Tol. i. 
p. 156. 
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into space at some such rate as two (gramme-water) thermal uni 
Centigrade per square centimetre per second^. Thus, in a ye 
(31|- million seconds) 63 million thermal units would be lost p 
square centimetre from the surface. This is, according to Ci 
Barus, very nearly equal to the latent heat of fusion abandon' 
by a million cubic centimetres of melted diabase in solidifyii 
into the glassy condition (pitch-stone) which is assumed when t' 
freezing takes place in the course of a few minutes. But, as foui 
by Sir James Hall in his Edinburgh experiments "f* of 100 yea 
ago, when more than a few minutes is taken for the freezing, t 
solid formed is not a glass but a heterogeneous crystalline solid 
rough fracture; and if a few hours or days, or any longer time, 
taken, the solid formed has the well known rough crystalli: 
structure of basaltic rocks found in all .parts of the world. N( 
Carl Barus finds that basaltic diabase is 14 per cent, denser th; 
melted diabase, and 10 per cent, denser than the glass produc 
by quick freezing of the liquid. He gives no data, nor do Rlick 
and Roberts-Austen, who have also experimented on the thorn: 
dynamic properties of melted basalt, give any data, as to t 
latent heat evolved in the consolidation of liquid lava into rock 
basaltic quality. Guessing it as three times the latent heat 
fusion of the diabase pitch-stone, I estimate a million cubic cen 
metres of liquid frozen per square centimetre per three yea 
This would diminish the depth of the liquid at the rate of 
million centimetres per three years, or 40 kilometres in twel 
years. 

25. Let us now consider in what manner this diminution 
depth of the lava ocean must have proceeded, by the freezing 
portions of it; all having been at temperatures very little be! 
the assumed 1420'’ C. melting temperature of the bottom, when t 
depth was 40 kilometres. The loss of heat from the white-l 
surface (temperatures from 1420'’ C. to perhaps lf380® C. in dififen 
parts) at our assumed rate of two (gramme-water Centigra( 
thermal units per sq. cm. per sec. produces very rapid cooling of 1 
liquid within a few centimetres of the surface (thermal capac 

* This is a very rough estimate which I have formed from consideratioi 
J. T. Bottomley’s accurate determinations in absolute measure of thermal radiai 
at temperatures up to 920® C. from platinum wire and from polished and blaeke 
surfaces of various kinds in receivers of air-pumps exhausted down to one 
millionth of the atmospheric pressure. Phil, Tram. Moy. 8oc., 1887 and 1898. 

t Tram. Boy. Hoc. Edinburgh, 
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*36 per gramme, according to Barns) and in consequence great 
downward rushes of this cooled liquid, and upwards of hot liquid, 
spreading out horizontally in all directions when it reaches the 
surface. When the sinking liquid gets within perhaps 20 or 10 
or 5 kilometres of the bottom, its temperature* becomes the 
freezing-point as raised by the increased pressure; or, perhaps 
more correctly stated,. a temperature at which some of its in¬ 
gredients crystallize out of it. Hence, beginning a few kilometres 
above the bottom, we have a snow shower of solidified lava or of 
crystalline flakes, or prisms, or granules of felspar, mica, horn¬ 
blende, quartz, and other ingredients: each little crystal gaining 
mass and falling somewhat faster than the descending liquid 
around it, till it reaches the bottom. This process goes on until, 
by the heaping of granules and crystals on the bottom, our lava 
ocean becomes silted up to the surface. 

Prohahle Origin of Oranite. 

26. Upon the suppositions we have hitherto made we have, 
at the stage now reached, all round the earth at the same time a 
red hot or white hot surface of solid granules or crystals with 
interstices filled by the mother liquor still liquid, but ready to 
freeze with the slightest cooling. The thermal conductivity of 
this heterogeneous mass, even before the freezing of the liquid 
part, is probably nearly the same as that of ordinary solid granite 
or basalt at a red heat, which is almost certainly^ somewhat less 
than the thermal conductivity of igneous rocks at ordinary tem¬ 
peratures. If you wish to see for yourselves how quickly it would 
cool when wholly solidified take a large macadamising stone, and 
heat it red hot in an ordinary coal fire. Take it out with a pair 
of tongs and leave it on the hearth, or on a stone slab at a distance 
from the fire, and you will see that in a minute or two, or perhaps 
in less than a minute, it cools to below red heat. 

27. Half an hourj after solidification reached up to the 

* The temperature of the sinking liquid rock rises in virtue of the increasing 
pressure : but much less than does the freezing point of the liquid or of some of its 
ingredients. (See Kelvin, Math, and Phys. Papers^ Vol. iii. pp. 69, 70.) 

t Proc. B. S., May 30, 1895. 

X 'Witness the rapid cooling of lava running red hot or white hot from a 
volcano, and after a few days or weeks presenting a black hard crust strong enough 
and cool enough to be walked over with impunity. 
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surface in any part of the earth, the mother liquor among t 
granules must have frozen to a depth of several centimetres heh 
the surface and must have cemented together the granules a; 
crystals, and so formed a crust of primeval granite, comparative 
cool at its upper surface, and red hot to white hot, hut still 
solid, a little distance down; becoming thicker and thicker ve 
rapidly at first; and after a few weeks certainly cold enough 
its outer surface to be touched by the hand. 

Probable Origin of Basaltic Roch^, 

28. We have hitherto left, without much consideration, t 
mother liquor among the crystalline granules at all depths beh 
the bottom of our shoaling lava ocean. It was probably tl 
interstitial mother liquor that was destined to form the basal 
rock of future geological time. Whatever be the shapes and si 2 
of the solid granules when first falling to the bottom, they mi 
have lain in loose heaps with a somewhat large proportion of spa 
occupied by liquid among them. But, at considerable distanc 
down in the heap, the weight of the superincumbent granul 
must tend to crush corners and edges into fine powder. If t 
snow shower had taken place in air we may feel pretty sure (ev 
with the slight knowledge which we have of the hardnesses of t 
crystals of felspar, mica and hornblende, and of the solid granul 
of quartz) that, at a depth of 10 kilometres, enough of matt 
from the corners and edges of the granules of dififerent kin( 
would have been crushed into powder of various degrees of fir 
ness, to leave an exceedingly small proportionate volume of air 
the interstices between the solid fragments. But in reality t 
effective weight of each solid particle, buoyed as it was by hydi 
static pressure of a liquid less dense than itself by not more th; 
20 or 15 or 10 per cent., cannot have been more than from abo 
one-fifth to one-tenth of its weight in air, and therefore the sar 
degree of crushing effect as would have been experienced 
10 kilometres with air in the interstices, must have been e 
perienced only at depths of from 50 to 100 kilometres below t' 
bottom of the lava ocean. 

29. A result of this tremendous crushing together of t 
solid granules must have been to press out the liquid from amoi 

* See Addendum at end of Lecture. 
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them, as water from a sponge, and cause it to pass upwards 
through the less and less closely packed heaps of solid particles, 
and out into the lava ocean above the heap. But, on account of 
the great resistance against the liquid permeating upwards 30 or 
40 kilometres through interstices among the solid granules, this 
process must have gone on somewhat slowly; and, during all the 
time of the shoaling of the lava ocean, there may have been a 
considerable proportion of the whole volume occupied by the 
mother liquor among the solid granules, down to even as low as 
50 or 100 kilometres below the top of the heap, or bottom of the 
ocean, at each instant. When consolidation reached the surface, 
the oozing upwards of the mother liquor must have been still 
going on to some degree. Thus, probably for a few years after 
the first consolidation at the surface, not probably for as long as 
one hundred years, the settlement of the solid structure by mere 
mechanical crushing of the corners and edges of solid granules, 
may have continued to cause the oozing upwards of mother liquor 
to the surface through cracks in the first formed granite crust 
and through fresh cracks in basaltic crust subsequently formed 
above it. 

Leibnitz s Gonsistentior Status, 

30. When this oozing everywhere through fine cracks in the 
surface ceases, we have reached Leibnitz’s consistentior status] 
beginning with the surface cool and permanently solid and the 
temperature increasing to 1150° C. at 25 or 50 or 100 metres 
below the surface. 

Probable Origin of Continents and Ocean Depths 
of the Earth, 

31. If the shoaling of the lava ocean up to the surface had 
taken place everywhere at the same time, the whole surface of 
the consistent solid would be the dead level of the liquid lava all 
round, just before its depth became zero. On this supposition 
there seems no possibility that our present-day continents could 
have risen to their present heights, and that the surface of the 
solid in its other parts could have sunk down to their present 
ocean depths, during the twenty or twenty-five million years 
which may have passed since the consistentior status began or 
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during any time however long. Rejecting the extremely ii 
probable hypothesis that the continents were built up of meteoi 
matter tossed from without, upon the already solidified earth, a 
have no other possible alternative than that they are due 
heterogeneousness in different parts of the liquid which constitute 
the earth before its solidification. The hydrostatic equilibrium 
the rotating liquid involved only homogeneousness in respect 
density over every level surface (that is to say, surface perpe: 
dicular to the resultant of gravity and centrifugal force): 
required no homogeneousness in respect to chemical compositio 
Considering the almost certain truth that the earth was built v 
of meteorites falling together, we may follow in imagination tl 
whole process of shrinking from gaseous nebula to liquid lava ar 
metals, and solidification of liquid from central regions outwarc 
without finding any thorough mixing up of different ingredieni 
coming together from different directions of space—any mixir 
up so thorough as to produce even approximately chemical horn 
geneousness throughout every layer of equal density. Thus v 
have no difficulty in understanding how even the gaseous nebul 
which at one time constituted the matter of our present eart 
had in itself a heterogeneousness from which followed by dynamic 
necessity Europe, Asia, Africa, America, Australia, Greenlan 
and the Antarctic Continent, and the Pacific, Atlantic, India 
and Arctic Ocean depths, as we know them at present. 

32. We may reasonably believe that a very slight degree < 
chemical heterogeneousness could cause great differences in tl: 
heaviness of the snow shower of granules and crystals on differei 
regions of the bottom of the lava ocean when still 50 or 100 kib 
metres deep. Thus we can quite see how it may have shoak 
much more rapidly in some places than in others. It is ah 
interesting to consider that the solid granules, falling on tt 
bottom, may have been largely disturbed, bloAvn as it were ini 
ridges (like rippled sand in the bed of a flowing stream, or lik 
dry sand blown into sand-hills by wind) by the eastward horizonk 
motion which liquid descending in equatorial regions must acqiiir 
relatively to the bottom, in virtue of the earth’s rotation. It : 
indeed not improbable that this influence may have been largel 
effective in producing the general configuration of the great ridge 
of the Andes and Rocky Mountains and of the West Coasts ( 
Europe and Afnca. It seems, however,- certain that the mai 
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determining cause of the continents and ocean-depths was chemical 
differences, perhaps very slight differences, of the material in 
different parts of the great lava ocean before consolidation. 

33. To fix our ideas let us now suppose that over some great 
areas such as those which have since become Asia, Europe, Africa, 
Australia, and America, the lava ocean had silted up to its surface, 
while in other parts there still were depths ranging down to 
40 kilometres at the deepest. In a very short time, say about 
twelve years according to our former estimate (§ 24) the whole 
lava ocean becomes silted up to its surface. 

34. We have not time enough at present to think out all the 
complicated actions, hydrostatic and thermodynamic, which must 
accompany, and follow after, the cooling of the lava ocean sur¬ 
rounding our ideal primitive continent. By a hurried view, 
however, of the affair we see that in virtue of, let us say, 15 per 
cent, shrinkage by freezing, the level of the liquid must, at its 
greatest supposed depth, sink six kilometres relatively to the 
continents: and thus the liquid must recede from them; and 
their bounding coast-lines must become enlarged. And just as 
water runs out of a sandbank, drying when the sea recedes from 
it on a falling tide, so rivulets of the mother liquor must run out 
from the edges of the continents into the receding lava ocean. 
But, unlike sandbanks of incoherent sand permeated by water 
remaining liquid, our uncovered banks of white-hot solid crystals, 
with interstices full of the mother liquor, will, within a few hours 
of being uncovered, become crusted into hard rock by cooling at 
the surface, and freezing of the liquor, at a temperature somewhat 
lower than the melting temperatures of any of the crystals pre¬ 
viously formed. The thickness of the wholly solidified crust grows 
at first with extreme rapidity, so that in the course of three or 
four days it may come to be as much as a metre. At the end 
of a year it may be as much as 10 metres; with a surface, almost, 
or quite, cool enough for some kinds of vegetation. In the 
course of the first few weeks the regime of conduction of heal 
outwards becomes such that the thickness of the wholly solid crust, 
as long as it remains undisturbed, increases as the square root of 
the time; so that in 100 years it becomes 10 times, in 25 million 
years 6000 times, as thick as it was at the end of one year; thus, 
from one year to 25 million years after the time of surface freezing 
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the thickness of the wholly solid crust might grow from 10 met: 
to 50 kilometres. These definite numbers are given merely as 
illustration; but it is probable they are not enormously far fn 
the truth in respect to what has happened under some of the le; 
disturbed parts of the earth’s surface. 

35. We have now reached the condition described above 
§ 30; with only this difference; that instead of the upper surface 
the whole solidified crust being level we have in virtue of t 
assumptions of §§ 33, 34, inequalities of 6 kilometres from high* 
to lowest levels, or as much more than 6 kilometres as we plej 
to assume it. 

36. There must still be a small, but important, proportiou 
mother liquor in the interstices between the closely packed i 
cooled crystals below the wholly solidified crust. This liqu 
differing in chemical constitution from the crystals, has its freezir 
point somewhat lower, perhaps very largely lower, than the low* 
of their melting-points. But, when we consider the mode 
formation (§ 25) of the crystals from the mother liquor, we mi 
regard it as still always a solvent ready to dissolve, and to redepo! 
portions of the crystalline matter, when slight variations of te 
perature or pressure tend to cause such actions. Now as i 
specific gravity of the liquor is less, by something like 15 per cei 
than the specific gravity of the solid crystals, it must tend to fi 
its way upwards, and will actually do so, however slowly, ur 
stopped by the already solidified impermeable crust, or until its 
becomes solid on account of loss of heat by conduction outwar 
If the upper crust were everywhere continuous and perfectly rij 
the mother liquor must, inevitably, if sufficient time be given, fi 
its way to the highest places of the lower boundary of the cri 
and there form gigantic pockets of liquid lava tending to bre 
the crust above it and burst up through it. 

37. But in reality the upper crust cannot have been infinit 
strong; and, judging alone from what we know of properties 
•matter, we should expect gigantic cracks to occur from time 
time in the upper crust tending to shrink as it cools and preveni 
from lateral shrinkage by the non-shrinking uncooled solid bel 
it. When any such crack extends downwards as far as a poc] 
of mother liquor underlying the wholly solidified crust, we shoi 
have an outburst of trap rock or of volcanic lava just such as hi 
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been discovered by geologists in great abundance in many parts 
of the world. We might even have comparatively small portions 
of high plateaus of the primitive solid earth raised still higher by 
outbursts of the mother liquor squeezed out from below them in 
virtue of the pressure of large surrounding portions of the super¬ 
incumbent crust. In any such action, due to purely gravitational 
energy, the centre of gravity of all the material concerned must 
sink, although portions of the matter may be raised to greater 
heights; but we must leave these large questions of geological 
dynamics, having been only brought to think of them at all just 
now by our consideration of the earth, antecedent to life upon it. 

38. The temperature to which the earth’s surface cooled 
within a few years after the solidification reached it, must have 
been, as it is now, such that the temperature at which heat radiated 
into space during the night exceeds that received from the sun 
during the day, by the small difference due to heat conducted 
outwards from within*. One year after the freezing of the granitic 
interstitial mother liquor at the earth’s surface in any locality, the 
average temperature at the surface might be warmer, by 60" or 
80'’ Cent., than if the whole interior had the same average tem¬ 
perature as the surface. To fix our ideas, let us suppose, at the 
end of one year, the surface to‘be 80° warmer than it would be 

* Suppose, for example, the cooling and thickening of the upper crust has 
proceeded so far, that at the surface and therefore approximately for a few deci¬ 
metres below the surface, the rate of augmentation of temperature downwards is 
one degree per centimetre. Taking as a rough average *005 o.g.s. as the thermal 
conductivity of the surface rook, we should have for the heat conducted outwards 
•005 of a gramme water thermal unit Centigrade per sq. cm. per sec. (Kelvin, Math, 
and Phys. Papers, Vol, nr. p. 226). Hence if {ibid. p. 223) we take as the 
radiational emissivity of rook and atmosphere of gases and watery vapour above it 
radiating heat into the surrounding vacuous space (aether), we find 8000 x -005, or 
40 degrees Cent, as the excess of the mean surface temperature above what it 
would be if no heat were conducted from within outwards. The present augmenta¬ 
tion of temperature downwards may be taken as 1 degree Gent, per 27 metres as 
a rough average derived from observations in all parts of the earth where under¬ 
ground temperature has been observed. (See British Association Reports from 
1868 to 1895. The very valuable work of this Committee has been carried on fep^ 
these twenty-seven years with great skill, perseverance, and success, by Professor 
Everett, and he promises a continuation of his reports from time to time.) This 
with the same data for conductivity and radiational emissivity as in the preceding 
calculation makes 40°/2700 or^ 0*0148° Cent, per centimetre as the amount by 
which the average temperature of the earth’s surface is at present kept up by 
underground heat. 


K. V. 
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with no underground heat: then at the end of 100 years it wo 
be warmer, and at the end of 10,000 years it would be *8 o 
degree warmer, and at the end of 25 million years it would be *( 
of a degree warmer, than if there were no underground heat. 

39. When the surface of the earth was still white-hot liq 
all round, at a temperature fallen to about 1200° Cent., th 
must have been hot gases and vapour of water above it in 
parts, and possibly vapours of some of the more volatile of 1 
present known terrestrial solids and liquids, such as zinc, merci 
sulphur, phosphorus. The very rapid cooling which follow 
instantly on the solidification at the surface must have cause 
rapid downpour of all the vapours other than water, if any th 
were; and a little later, rain of water out of the air, as the te 
perature of the surface cooled from red heat to such moder 
temperatures as 40° and 20° and 10° Cent., above the average c 
to sun-heat and radiation into the ether around the earth. W. 
that primitive atmosphere was, and how much rain of water fell 
the earth in the course of the fiirst century after consolidati 
we cannot tell for certain; but Natural History and Natr 
Philosophy give us some foundation for endeavours to disco 
much towards answering the great questions,—Whence came < 
present atmosphere of nitrogen, oxygen, and carbonic ac; 
Whence came our present oceans and lakes of salt and fr 
water ? How near an approximation to present conditions ^ 
realized in the first hundred centuries after consolidation of 
surface ? 

40. We may consider it as quite certain that nitrogen j 
carbonic acid gas, and steam, escaped abundantly in bubbles fr 
the mother liquor of granite, before the primitive consolidatior 
the surface, and from the mother liquor squeezed up from be 
in subsequent eruptions of basaltic rock; because all, or nearly 
specimens of granite and basaltic rock, which have been tested 
chemists in respect to this question*, have been found to conh 
condensed in minute cavities within them, large quantities 
nitrogen, carbonic acid, and water. It seems that in no specin 
of granite or basalt tested has chemically free oxygen been ( 
covered, while in many, chemically fi:ee hydrogen has been foui 

* See, for example, Tilden, Proc, B, S.^ February 4th, 1897. “On the G 
enclosed in GrystaUine Rocks and Minerals.” 
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and either native iron or magnetic oxide of iron in those which do 
not contain hydrogen. From this it might seem probable that 
there was no free oxygen in the primitive atmosphere, and that if 
there was free hydrogen, it was due to the decomposition of steam 
by iron or magnetic oxide of iron. Going back to still earlier 
conditions we might judge that, probably, among the dissolved 
gases of the hot nebula which became the earth, the oxygen all 
fell into combination with hydrogen and other metallic vapours 
in the cooling of the nebula, and that although it is known to be 
the most abundant material of all the chemical elements consti¬ 
tuting the earth, none of it was left out of combination with other 
elements to give free oxygen in our primitive atmosphere. 

41. It is, however, possible, although it might seem not 
probable, that there was free oxygen in the primitive atmosphere. 
With or without free oxygen, however, hut with sunlight, we may 
regard the earth as fitted for vegetable life as now known in some 
species, wherever water moistened the newly solidified rocky crust 
cooled down below the temperature of 80*^ or 70"" of our present 
Centigrade thermometric scale, a year or two after solidification of 
the primitive lava had come up to the surface. The thick tough 
velvety coating of living vegetable matter, covering the rockj 
slopes under hot water flowing direct out of the earth at Banff 
(Canada)*, lives without help from any ingredients of the atmo¬ 
sphere above it, and takes from the water and from carbonic acid 
or carbonates, dissolved in it, the hydrogen and carbon needed for 
its own growth by the dynamical power of sunlight; thus leaving 
free oxygen in the water to pass ultimately into the air. Similar 
vegetation is found abundantly on the terraces of the Mammoth 
hot springs and on the beds of the hot water streams flowing from 
the Geysers in the Yellowstone National Park of the United States. 
This vegetation, consisting of confervse, all grows under flowing 
water at various temperatures, some said to be as high as 74^ Cent. 
We cannot doubt but that some such confervas, if sown or planted 
in a rivulet or pool of warm water in the early years of the first 
century of the solid earth's history, and if favoured with sunlight, 
would have lived, and grown, and multiplied, and would have 
made a beginning of oxygen in the air, if there had been none of it 
before their contributions. Before the end of the century, if sun- 


Eocky Mountains Park of Canada, on the Canadian Pacific Railway. 
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heat, and sunlight, and rainfall, were suitable, the whole earth 
under water must ha^e heeu fitted for all kinds of land pla 
which do not require much or any oxygen in the air, and wh 
can find, or make, place and soil for their roots on the rocks 
which they grow; and the lakes or oceans formed by that ti 
must have been quite fitted for the life of many or all of 
species of water plants living on the earth at the present tii 
The moderate warming, both of land and water, hy undergroi 
heat, towards the end of the century, would probably he favoura 
rather than adverse to vegetation, and there can be no doubt 1 
that if abundance of seeds of all species of the present day 1 
been scattered over the earth at that time, an important proport 
of them would have lived and multiplied by natural selection 
the places where they could best thrive. 

42. But if there was no free oxygen in the primitive atr 
sphere or primitive water, several thousands, possibly hundreds 
thousands, of years must pass before oxygen enough for support: 
animal life, as we now know it, was produced. Even if the aven 
activity of vegetable growth on land and in water over the wb 
earth was, in those early times, as great in respect to evolutior 
oxygen as that of a Hessian forest, as estimated by Liebig^ 50 ye 
ago, or of a cultivated English hayfield of the present day, a V' 
improbable supposition, and if there were no decay (eremacau 
or gradual recombination with oxygen) of the plants or of porti* 
such as leaves falling from plants, the rate of evolution of oxyg 
reckoned as three times the weight of the wood or the dry 1 
produced, would be only about 6 tons per English acre per ann 
or tons per square metre per thousand years. At this rate 
would take only 1533 years, and therefore in reality a much Ion 
time would almost certainly be required, to produce the 2*3 t( 
of oxygen which we have at present resting on every square me 
of the earth^s surface, land and seaf. But probably quit< 
moderate number of hundred thousand years may have suflSc 
It is interesting at all events to remark that, at any time, the tc 
amount of combustible material on the earth, in the form of liv; 

* Lielig, Chemistry in its application to Ayncidtv/re and Physiology^ Eng] 
2iid ed., edited by Playfair, 1842, 

t In our pr^enfc atmosphere, in average coDcUtions of barcmetei and ther 
meter vte have, resting on each square metre of the ea^rth’s surface, ten tons t' 
weight, of 'which 7*7 is nitrogen and 2*3 is oxy^sn. 
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plants or their remains left dead, must have teen just so much 
that to burn it all would take either the whole oxygen of the 
atmosphere, or the excess of oxygen in the atmosphere at the time, 
above that, if any, which there was in the beginning. This we can 
safely say, because we almost certainly neglect nothiug considerable 
in comparison with what we assert when we say that the free 
oxygen of the earth’s atmosphere is augmented only by vegetation 
liberating it from carbonic acid and water, in virtue of the power 
of sunlight, and is diminished only by virtual burning^ of the 
vegetable matter thus produced. But it seems improbable that 
the average of the whole earth—dry land and sea-bottom—con¬ 
tains at present coal, or wood, or oil, or fuel of any kind originating 
in vegetation, to so great an amount as *76T of a ton per square 
metre of surface; which is the amount at the rate of one ton of 
fuel to three tons of oxygen, that would be required to produce 
the 2*3 tons of oxygen per square metre of sur&ce, which our 
present atmosphere contains. Hence it seems probable that the 
earth’s primitive atmosphere must have contained free oxygen. 

43. Whatever may have been the true history of our atmo¬ 
sphere it seems certain that if sunlight was ready, the earth was 
ready, both for vegetable and animal life, if not within a century, 
at all events within a few hundred centuries after the rocky con¬ 
solidation of its surface. But was the sun ready ? The well 
founded dynamical theory of the sun’s heat carefully worked out 
and discussed by Helmholtz, ISTewcomb, and ray selff, says NO if 
the consolidation of the earth took place as long ago as 50 million 
years; the solid earth must in that ease have waited 20 or 50 
million years for the sun to be anything nearly as warm as he is 
at present. If the consolidation of the earth was finished 20 or 
25 million years ago, the sun was probably ready,—though probably 
not then quite so warm as at present, yet warm enough to support 
some kind of vegetable and animal life on the earth. 

44. My task has been rigorously confrned to what, humanly 
speaking, we may call the fortuitous concourse of atoms, ha the 

■* This “ virtaal burning’^ incslades erema^ausis of de<5ay of r^efeable matte, if 
there is aay eremacaiisis of decaj without thte interreEitioii of naierob^ or oUmt 
animals. It also includes the combination of & portion of the food with inbaiea 
oxygen in the regular animal eccnoiny of pro7ision for heat and power. 

•f See Poj^ular Ihectur^s amd Addresseis, Tol. l pp. 376—429, particolaily 
p. B97. 
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preparation of the earth as an abode fitted for life, except in so 
as I have referred to vegetation, as possibly having been concer; 
in the preparation of an atmosphere suitable for animal life as 
now have it. Mathematics and dynamics fail us when we c 
template the earth, fitted for life but lifeless, and try to imag 
the commencement of life upon it. This certainly did not t; 
place by any action of chemistry, or electricity, or crystal! 
grouping of molecules under the influence of force, or by i 
possible kind of fortuitous concourse of atoms. We must pax 
face to face with the mystery and miracle of the creation of liv. 
creatures. 


Addendum. —May 1898. 

Since this lecture was delivered I have received from P 
fessor Roberts-Austen the following results of experiments 
the melting-points of rocks which he has kindly made at 
request: 



Melting-point 

Error 

Felspar . . 

1520° C. 

+ 30° 

Hornblende 

. about 1400° 


Mica . . . 

1440° 

±30° 

Quartz . . 

1775° 

+ 15° 

Basalt . . 

. about 880° 



These results are in conformity with what I have said 
§§ 26—28 on the probable origin of granite and basalt, as tt 
show that basalt melts at a much lower temperature than felsp 
hornblende, mica, or quartz, the crystalline ingredients of grani 
In the electrolytic process for producing aluminium, now practk 
by the British Aluminium Company at their Foyers works, alumi: 
of which the melting-point is certainly above 1700° 0. or 1800° 
is dissolved in a bath of melted cryolite at a temperature of abc 
800° C. So we may imagine melted basalt to be a solvent 
felspar, hornblende, mica, and quartz at temperatures much bel 
their own separate melting-points; and we can understand h 
the basaltic rocks of the earth may have resulted from the soli< 
fication of the mother liquor fi-om Avhich the crystalline ingrediei 
of granite have been deposited 
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157. Blue Ray* of Sunrise over Mont Blanc. 

[From Letter to Nature^ Yol. lx. Aug. 31, 1899 [letter dated 
Aug. 27], p. 411.] 

Looking out at 4 o'clock this morning from a balcony of this 
hotel, 1545 metres above sea-level, and about 68 kilometres W. 
18° S. from Mont Blanc, I had a magnificent view of Alpine 
ranges of Switzerland, Savoy, and Dauphin4; perfectly clear and 
sharp on the morning twilight sky. This promised me an oppor¬ 
tunity for which I had been waiting five or six years; to see the 
earliest instantaneous light of sunrise through very clear air, and 
find whether it was perceptibly blue. I therefore resolved to 
watch an hour till sunrise, and was amply rewarded by all the 
splendours I saw. Having only vague knowledge of the orienta¬ 
tion of the hotel, I could not at first judge whereabouts the sun 
would rise; but in the course of half an hour rosy tints on each 
side of the place of strongest twilight showed me that it would 
be visible from the balcony; and I was helped to this conclusion 
by Haidinger’s brushes when the illumination of the air at greater 
altitudes by a brilliant half-moon nearly overhead, was overpowered 
by sunlight streaming upwards from beyond the mountains. A 
little later, beams of sunlight and shadows of distant mountains 
converged clearly to a point deep under the very summit of Mont 
Blanc. In the course of five or ten minutes I was able to watch 
the point of convergence travelling obliquely upwards till in an 
instant I saw a blue light against the sky on the southern profile 
of Mont Blanc; which, in less than one-twentieth of a second 
became dazzlingly white, like a brilliant electric arc-light. I had 
no dark glass at hand, so I could not any longer watch the rising 
sun. 

Hotel du Mont-Bevard, above Aix-les-Bains. 

August 27. 

* The Rayon Vert” of Jules Verne is the corresponding phenomenon at 
sunset; which I first saw about six years ago. 

158. On the Clustering of Gravitational Matter 

IN ANY PART OF THE UNIVERSE. 

[From British Assodatiou Report^ 1901, pp. 563—678 ; Natwre^ VoL LXiv. 

Oct. 24, 1901, pp. 626—629; Phil. Mag. Vol. ni. Jan. 1902, pp. 1—9; 

Baltirmre Lectures^ Appendix D, 1904, pp. 532—540.] 




159. On Homeb Lane’s Problem of a Spherical 
Gaseous Nebula. 


[From Ediyih Roy. Soc. Proc. Vol. xxvii. [read Jan. 21, 1907, title only 
p. 375; Nature^ Vol. Lxxv. Feb. 1907, pp. 368, 369.] 

1. A HIGHLY interesting problem of pure mathematics \ 
brought before the world in the American Journal of Scier 
July, 1870, by the late Mr Homer Lane, who, as we are told 
Mr T. J. J. See*, was for many years connected with the L 
Coast and Geodetic Survey at Washington. Lane’s problem 
the convective equilibrium, of density, of pressure, and 
temperature, in a rotationless spherical mass of gaseous flui( 
hot in its central parts, and left to itself in waveless quiesct 
ether. 

2. For the full discussion of this problem we must, accordi 
to the evolutionary philosophy of the physics of dead matt 
try to solve it for all past and future time. But we may fii 
after the manner of Fourier, consider the gaseous globe as bei 
at any time given with any arbitrarily assumed distribution 
temperature, subject only to the condition that it is unifoi 
throughout every spherical surface concentric with the bounda; 
And our subject might be the absolutely determinate probh 
of finding the density and pressure at every point necessary ; 

* “Researches on the Physical Constitution of the Heavenly Bodies,” Ai 
Nachr., November, 1895. 

t By a gaseous fluid I here mean what is commonly called a “ perfect ga 
that is, a gas which fulfils two laws:—(1) Boyle’s law. At constant temperati 
it exerts pressure exactly in proportion to its density, or in inverse proportion 
the volume of a given homogeneous mass of it. (2) A given mass of it, kept 
constant pressure, has its volume exactly proportional to its temperature, acco 
ing to the absolute thermodynamic definition of temperature (Preston’s Theory 
Heat, Article 290). According to the “Kinetic Theory of Gases,” every gas 
vapour approximates more and more closely to the fulfilment of these two laws, 1 
•smaller is the proportion of the sum of times in collision to the sum of times 
jnoving approximately in straight lines between collisions. 
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dynamical equilibrium. But for stability of this equilibrium 
Homer Lane assumed, rightly as I believe is now generally 
admitted, that it must be of the kind which eight years earlier* 
I called convective equilibrium. 

8. If the fluid globe were given with any arbitrary distribution 
of temperature, for example uniform temperature throughout, the 
cooling, and consequent augmentation of density of the fluid at 
its boundary, by radiation into space, would immediately give rise 
to an instability according to which some parts of the outermost 
portions of the globe would sink, and upward currents would 
consequently be developed in other portions. In any real fluid, 
whether gaseous or liquid, or liquid with an atmosphere of vapour 
around it, this kind of automatic stirring would tend to go on 
until a condition of approximate equilibrium is reached, in which 
any portion of the fluid descending or ascending would, by the 
thermodynamic action involved in change of pressure, always take 
the temperature corresponding to its level, that is to say, its 
distance from the centre of the globe. 

4. The condition thus reached, when heat is continually being 
radiated away from the spherical boundary, is not perfect equi¬ 
librium. It is only an approximation to equilibrium, in which 
the temperature and density are each approximately uniform at 
any one distance from the centre, and vary slowly with time, the 
variable irregular convective currents being insuflScient to cause 
any considerable deviation of the surfaces of equal density and 
temperature from sphericity. 

5. A very interesting and important theorem was given by 
Prof. Perry, on p. 252 of Nature for July, 1899, according to 
which, for cosmical purposes, it is convenient to divide gases into 
two species—species P, gases for which the ratio {k) of thermal 
capacity, pressure constant, to thermal capacity, volume constant, 
is greater than ; species Q, gases for which k is less than 1|-. 
On looking at the page of Nature referred to, it will be seen that 
Perry questioned or even denied the possibility of a gas of species 
Q. His theorem is:— A finite spherical globe of gas, given in 
equilibrium with any arbitrary distribution of temperature having 

* “ On the Convective Eq[uilibriuni of Temperature in the Atmosphere,’* 
luiterary and Philosophical Society of Manchester, January 21, 1862 ; re-published 
as Appendix E, Math, and Pkysi Papers, YoL m. pp. 255—260. 
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isothermal surfaces spherical, has less heat if the gas is of spi 
P, and more heat if of species Q, than the thermal equivalent of 
work which would he done hy the mutual gravitational attrac 
between all its parts, in ideal shrinkage from an infinitely 'i 
distribution of the whole mass to the given condition of density, 

6. From this we see that if a globe of gas Q is given i 
state of convective equilibrium, with the requisite heat givei 
it, no matter how, and left to itself in waveless quiescent et 
it would, through gradual loss of heat, immediately cease to b 
equilibrium, and would begin to fall inwards towards its cer 
until in the central regions it becomes so dense that it ce 
to obey Boyle's law; that is to say, ceases to be a gas. T1 
notwithstanding Perry's theorem, it can come to approxin 
convective equilibrium as a cooling liquid globe surrounded 
an atmosphere of ibs own vapour. 

7. But if, after being given as in § 6, heat be properly 
sufficiently supplied to the globe of Q-gas at its boundary, 
the interior be kept stirred by artificial stirrers, the wl 
gaseous mass can be brought into the condition of convec 
equilibrium. 

8. In the course of the communication to the Royal Soc 
of Edinburgh, curves were shown representing the distribut; 
of density and temperature in convective equilibrium for : 
different gases, corresponding to the four values of k: 

Gas (1) A = 1| (approximately the value of k for the n 
atomic gases, mercury vapour according to Kundt and Warb^ 
argon, helium, neon, krypton, and xenon). 

Gas (2) ^ = 1| (approximately the value of k for seven kn( 
diatomic gases, hydrogen, nitrogen, oxygen, carbon monox 
nitric oxide, hydrochloric acid, hydrogen bromide). 

Gas (3) k = l^ (approximately the value of k for water vap 
chlorine, marsh gas, bromine iodide, chlorine iodide). 

Gas (4) k —11 (approximately the value of k for sulp 
dioxide). 

Four of these curves agree practically with curves given 
Homer Lane for A; = l| and ^==1|, in his original paper to 
American Journal of Science, July, 1870, 
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9. In a communication to the Edinburgh Royal Society of 
February, 1887, “On the Equilibrium of a Gas under its own 
Gravitation only,” I indicated a graphical treatment of Lane’s 
problem by successive quadratures, which facilitated the accurate 
calculation of numerical results, and was worked out fully for 
the case Ar = 1-| by Mr Magnus Maclean, with results shown in a 
table on p. 117 of the Proceedings of the Royal Society of 
Edinburgh, Vol. xiv., and on p. 292 of the Phil. Mag., March, 
1887. The numbers in that table expressing temperature and 
density are represented by two of the curves now laid before the 
society. The other curves represent numerical results calculated 
by Mr George Green, according to a greatly improved process 
which he has found, giving the result by step by step calculation 
without the aid of graphical constructions. 

The mathematical interpretation of the solution for Perry’s 
critical case of A; = lJ,and for gases of the Q-species, is exceedingly 
interesting. 

The communication included also fully worked out examples 
of the general solution of Lane’s problem for gases of class P of 
different total quantities and of different specific densities. 

10, In my communication to the Royal Society of Edinburgh, 
of February, 1887. I pointed out that Homer Lane’s problem 
gives no approximation to the present condition of the sun, 
because of his great average density (1*4). This was emphasised 
by Prof Perry in the seventh paragraph, headed “Gaseous Stars,” 
of his letter to Sir Norman Lockyer on “The Life of a Star” 
{Nature, July 13,1899), which contains the following sentence: 

“It seems to me that speculation on this basis of perfectly 
gaseous stuff ought to cease when the density of the gas at the 
centre of the star approaches OT or one-tenth of the density of 
ordinary water in the laboratory.” 




160 . On the Foemation of Concrete Matter from 
Atomic Origins. 


[From Fhil, Mag, Yol. xv. April, 1908, pp. 397—413.] 


The following paper was written by Lord Kelvin some months before i 
death, and the subject with which it is concerned was occupying his atten 
down to the last few days of his life, in fact, till the commencement of his ; 

illness. Very shortly before his death he wrote out in detail a papei l 

^‘Horner Lane’s Problem,” which he had communicated to the Royal Soc 
of Edinburgh in January 1907, under the title ‘‘The Problem of a Sphei 
Gaseous Nebula”; and it is proposed to reprint this paper, along with 
appendix, written at Lord Kelvin’s desire by his Private Secretary, Mr Ge' i 
Green, in the next number of the Philosophical Magazine, 

The present paper has been carefully corrected by Mr Green and my , 

but it was left in a perfectly finished state, and little or no editing i 

necessary. J. T. Bottomley. 

1. Coalition, due to gravitational attraction betw 
materials given originally in small parts Avidely distribu 
through space, is probably the most ancient history of all s 
bodies in the universe. What the primitive forms or magnitu i 
of those pieces of matter may have been can never be m > 

known to us by historical evidence. If they had been all glo* , 

or irregular broken solids, of diameters a few kilometres, or a 
thousandths of a millimetre, and if among them all there exis i 
all the atoms which at present exist, the present condition of 
universe might be very much the same as it is. Toward 
speculative answer we might be guided, and perhaps wror 
guided, by what we see of meteorites, stony or iron. We l 

hardly regard it as probable that those broken looking lumpi F 

solid matter, with their comers and edges rounded oflF by melt ^ 
in their final rush through our atmosphere before arriving } 
the Earth's surface, were primitive forms in which matter eit 
was created, or existed through all infinity of past time. On s 
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contrary, it may seem to ns quite probable that the primitive 
condition of matter was atomic; perhaps every primitive particle 
was a separate indivisible atom; or perhaps some of the primitive 
particles were atoms, and some of them doublets such as the 
O 2 , N 2 , H 2 , which we know as the molecular constituents of 
gaseous oxygen, gaseous nitrogen, gaseous hydrogen, according 
to modern chemical doctrine. Or perhaps some of the primitive 
particles may have been given in groups consisting of a moderate 
number of atoms ready for building into crystals; or they may 
have been given as very small complete crystals each consisting 
of a very large number of atoms. 

2. To illustrate the dynamics of the real conglomeration, 
which we believe to be an event of ancient history, consider an 
ideal case of 1083 million million million cubic metres of solid 
matter; the sum of their volumes being equal to the Earth's 
volume. Let the density of the material of each cube be equal 
to the Earth's mean density, 5*67. The sum of their masses will 
be 6T4 thousand million million million metric tons, being equal 
to the Earth’s mass. Place them at rest in cubic order, equally 
distributed through a vast spherical space, of radius one thousand 
times the Earth’s radius, and therefore of volume equal to a 
thousand million times the Earth’s volume. Let every one of# 
the cubes be oriented with its faces and edges parallel to the 
planes and lines of the cubic order. In this order, the lines of 
shortest distance between the centres of constituents are perpen¬ 
dicular to the three pairs of parallel faces of the cubes. The 
distance from centre to centre would be one metre, if the cubes 
were given in contact, occupying a sphere equal in bulk to the 
Earth. The distance between the centres of nearest neighbours 
is therefore a kilometre, when they are given in their wide-spread 
initial arrangement. 

3. Leave now the cubes all free to fall inwards in virtue of 
mutual gravitation. Each one of those on the bounding surface 
of the whole group will commence falling towards the centre of 
the sphere, with acceleration one millionth of the acceleration of 
a body falling freely near the Earth’s surface: that is to say 
9*8 millionths of a metre jper second ‘per second. The centreward 
acceleration of all the others will be in simple proportion to their 
distances from the centre of the assemblage. This is easily seen 
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by remarking that, according to Newtonian principles, the resul t 

force on each cube is the same as if all the cubes at less dista; s 

than its own from the centre were condensed in a point tl; 
and all the cubes at greater distances than its own were annu. [. 
Hence as long as the cubes all fall freely inwards their distribu i 
remains uniform, and their boundary spherical. 

4. Hence the cubes, if all similarly oriented as in § 2, 

at one instant of time, all come into contact, each with all its c 

nearest neighbours; and for an instant they will be fitted toge' r 

making a great globe of the same size as the Earth, but \ i 

angular projections at the spherical boundary according to t r 

cubic arrangement. All the parts of this composite globe , 
at the instant of first contact, moving inwards at speeds sin: r 

proportional to their distances from the centre. If the ci 5 

were perfectly elastic, they would rebound outwards with veloci 5 

equal to those they had at the instant of first contact; an l 

periodic falling inwards and rebounding outwards would foil ; 

which would continue for ever, if there were no ether to re } 

this gigantic oscillatory movement. But what would be done 
cubes of real matter, with its true molecular constitution ; 
imperfect elasticity, in and after such a prodigious, purely pressn 
^collision, is not a subject for profitable conjecture. 

5. Let now the cubes be placed initially at rest, with tl 
centres arranged as in § 2, but with orientations given at rand 
and let them fall freely. Contacts between some neighbours ' 
begin to occur when the shortest distances between centres 

equal to 3^, or 1*’732, metres, being the length of the bodydiagc 
of each cube. At this instant the whole assemblage occu] 

3^, or 5*196, times the Earth's bulk: and the average densit; 
somewhat greater than the density of water. 

6. The velocity of the outermost cubes at the instant ' 
impact, in the case of the similar orientations of § 2, is 11,! 
metres per second. If the cubes were reduced to infinitely sn 
material points at their centres, and so could continue to 
freely to the centre of the sphere, they would all reach that pc 

in *897 of a year from the time of our ideally assumed ini 
state of rest. As the material points fall towards the centre 
the sphere, the mean density of the assemblage continuou 
increases. The following table shows the number of minu 
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during which the system must continue to fall to reach the centre, 
after it has attained the densities indicated: 


Time before reaching the 


centre * 

Mean Density 

47‘7 minutes 

01 

21-3 „ 

0-5 

15-1 „ 

1-0 

6-3 „ 

6-67 


If the beginning is an assemblage of cubes oriented at random, 
as in § 5, and with their centres in cubic order, as in § 2, contacts 
would commence at a time about 8 minutes earlier than the 
time of coming to fit exactly on the supposition of uniform 
orientation. 

7. In the case of cubes initially oriented at random, collisions 
will not begin simultaneously as in § 4; but will begin with a 
crushing to powder at colliding edges or corners. The stupendous 
system of collisions which follows the commencement would, if 
the material of the cubes is of any known substance, metallic or 
rocky, cause, in the course of a few minutes, melting of the whole 
mass: unless the prodigious pressure in the central parts should 
have the effect of preventing fluidity in those parts, which does 
not seem probable. 

8. The same general description is applicable to the ideal 
case of a vast number of large and small fragments of any shapes, 
instead of our equal cubic metres of homogeneous matter; provided 
only that the initial distribution through the great spherical space 
is of uniform average density all through. 

9. Let us now, instead of masses large or small of concrete 
matter, begin with a vast number of atoms; or of atoms, and 
doublets such as Og, Na, Ha, given at rest distributed uniformly 
in respect to average density through a sphere of a thousand 
million times the Earth's bulk: and having the sum of their 
masses equal to the Earth's mass. Every particle (atom or doublet) 
will have the same centreward velocity at the same time, as that 
found for the ideal cubes in § 6; until some of the atoms or 
doublets get into touch with neighbours, that is, come so near 
one another that mutual molecular forces become effective. This 

* Calculated by means of a formula given on page 538 of Lord Kelvin’s 
Baltimore Lectures, Appendix D. 
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must be the case when the mean density is considerably less n 
one-tenth of the density of water, as we see by considering .e 

known properties of gases and vapours, and of liquids of g 11 

density. Hence the time during which the atoms will cont le 

to fall freely without jostling one another must be a few mir is 

less than the time of getting into touch at mean density s< 3 - 

what greater than that of water, on the supposition of c is 

randomly oriented at rest, as defined in § 5. 

10. When the density becomes so great that the atoms t n 

to seriously jostle one another, we have the first step to le. 

formation of concrete matter from atomic origins. Our pr( it 
knowledge of the properties of matter does not suffice to i w 
us to follow, with definite and complete understanding, the prO] 3S 
after this step. We can see a prodigious cloud of atoms crow g 
turbulently around the centre. Atoms coming from all direc is 
meet and collide. The energy of the relative motions of the a is 
is still, let us suppose, sufficient to prevent them from 3 r 
remaining in contact except during very short times when if 

two of them are in collision. And let us suppose the ce al 

mean density to be still considerably less than I of the de: y 

of water. The whole assemblage now constitutes the gas is 
fluid mass which forms the subject of Homer Lane’s celeb d 
problem*. As long as the whole mass remains thus in gag is 

condition, loss of heat to the surrounding ether allows mi al 

gravitation to condense the whole assemblage, doing its wor >y 

increasing the kinetic energy of the relative motions. A n .t^ 

as found by the mathematical solution of Homer Lane’s prol n, 
is that all of the assemblage outside a certain distance fron; le 

centre sinks in temperature, while all within that distance 3 S 

in temperature. I may here explain that the temperature a 
‘"perfect gas” means the kinetic energy per unit mass of al le 
relative translatory motions of its molecules in free paths m 
collision to collision. 

11. During the whole time of the gaseous stage whic] /e 

* J. Homer Lane, Americcm Journal of Science^ Jvly, 1870; A. Bitter, 1 ?e- 

mann’s Annalen, 1878—1882; Prof. A. Schuster, Brit. Assoc. JReport, 188c 5ir 
William Thomson, Bhil. Mag. Vol. xxiii. p. 287, 1887; Prof. J. Perry, N '•e, 

Vol. LX. 1899; T. J. J. See, Astr. Nachr. No. 4053, Bd. 169, 1905; T. J. J }e, 

Astr. Nachr. No. 4104, Bd. 171, 1906; Lord Kelvin, Royal Society of Edin 7*, 
Jan. 21, 1907; Lord Kelvin, Nature^ Feb. 14, 1907. 
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have been considering, the crowding becomes denser and denser 
in the central regions, until there every atom comes to be always 
in collision with all its nearest neighbours. Throughout all the 
space around the centre in which this condition has been reached 
the crowd constitutes a fluid of the species called liquid. In the 
outlying parts the crowd is much less dense; each atom, instead 
of being always in collision, is in collision only during comparatively 
short intervals of time; and, for the rest of its time, is moving in 
approximately straight lines, not perceptibly disturbed by other 
atoms far or near. The less dense crowd of atoms in those parts 
constitutes a fluid of the species called gas or vapour. Every 
collision between two atoms in those outlying parts, and in the 
central region every change of speed and of direction of atomic 
motions, due to mutual forces between neighbouring atoms, sets 
ether locally in motion. The motion thus produced in ether gives 
rise to etherial weaves which travel outwards through the outlying 
parts of the assemblage; and continue their outward course into 
void ether all around the assemblage. These etherial waves carry 
away gradually into infinite space the kinetic energy of the atoms, 
originally given to them by gravitation between all parts of the 
contracting assemblage. A first effect of this loss of energy would 
l3e to continue the raising of temperature in the central region, 
which in § 10 w^as said to take place during the whole of the 
gaseous stage of the evolution. As time advances, the dense gas 
or liquid in the central parts comes to a maximum of temperature. 
After this there is a general diminution of temperature, by the 
conduction and radiation of heat outwards; the whole mass goes 
on cooling, and is automatically kept largely stirred by irregular 
convection-currents, of cooled liquid flowing downwards from the 
surface, and of hotter and less dense liquid rising from below, 

12. If, as would be the case were the liquid melted iron, or 
water, the solidified material is less dense than the liquid at the 
same temperature and pressure, a continuous crust would fonn 
all over the surface of the globe; which would grow thicker and 
thicker inwards, by freezing of the interior liquid in contact with 
it, in virtue of conduction of heat outwards through the crust. 
This solid crust, completely enclosing a liquid, would be burst by 
the liquid expanding as it freezes (just as a closed water-pipe is 
burst by water freezing inside it). If the spherical shell bursts 
into many fragments these would all float. The freezing of the 

16 


K. V. 
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liquid exposed in the openings thus produced in the crust yrc 
quickly ill up the gaps; and thus the process of freezing 
around ^vould spread inwards to the centre. Such may poss: 
he the history of the earliest solidification of part of the Ear 
mass, forming a metallic central nucleus by coalition of pritiK 
atoms of iron, nickel, gold, platinum, or other dense metals. 

13. But the Earth, -while not improbably metallic in 
central parts, is probably in the main of earthy ” or ro 
materials. It seems highly probable that, unlike the mater 
mentioned in § 12 which expand in freezing, all the '^eartl 
materials of the Earth contract in freezing. Bischoff^, in exp 
ments made about eighty years ago, found that melted gran 
slate, and trachyije, all contract by more than ten per cent, 
freezing; and sixteen years ago, Carl Barnsf found that diab 
(a partially crystalline basaltic rock) is fourteen per cent, der 
than melted diabase. He found the melting temperature 
diabase to be about 1170"^ C.; and the late Professor Eobe: 
Austen, by experiments which he kindly made at my requ 
found the melting temperatures of several different rocks un 
ordinary atmospheric pressure]: to be as follows: 


Melting-point Error 

Felspar . 1520^0. ± 30'^ 

Hornblende .about 1400° „ 

Mica . 1440° „ ± 30° 

Quartz . 1775° „ ± 15° 

Basalt .about 880° „ 


14. Go back now to the end of § 11, and consider the Ea 
after the gaseous stage of its evolution has ended in liquefact 
at the centre. The temperature will sink throughout, in vir 
of the automatic stirring, and of. outward thermal conducti 
and the amount of material in the thoroughly liquid condition ^ 
increase until the whole glohe becomes liquid, except a vapor 
or gaseous atmosphere of comparatively small total mass, rest 
on the liquid all around its spherical surface. The density 
this liquid increases from surface to centre, in its earlier sta 

^ de la Boc, (r^oL, 2nd series, Vol. rv. p. IS 12. 

t JPhiL Mag, 189S, first lalf-year, pp. 173—175, 

t See AMenduia to “ The Age of the Earth as an Abode fitted for Life,” i 
Mag, 1899, first lialf-year, p. S9. 
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probably only because of the greater pressure; but ultimately 
also in^consequence of subsidence of the denser chemical ingredients, 
after the convective currents have become too slack for thorough 
mixing up of all the materials. 

15. Crystalline freezing may begin at the surface, because 
of the rapid loss of heat by radiation outwards, but each solid 
crystal sinks because its density is greater than that of the fluid 
in contact with it. In sinking, it is melted and redissolved by 
the hotter fluid below. This process goes on until the temperature 
at every part of the liquid is reduced to that at which some of 
the ingredients such as quartz, felspar, hornblende, mica, crystallize 
out of the liquid, under the hydrostatic pressure at the depth 
of the portion considered. This formation of crystals leaves a 
mother liquor consisting of ingredients which freeze at a lower 
temperature. At this stage the portions frozen at the surface do 
not melt in sinking through the liquid, and they fall down to the 
centre, or to the central nucleus if there is one. Thus the main 
rigidification commences in the central region, by conglomeration 
into a granite of crystals descending through a vast surrounding 
lava ocean. The solid granite thus formed extends outwards till 
it comes to the surface. 

16. The views regarding the solidification of the Earth, 
described in § 15, were first published in the Proceedings of the 
Victoria Institute, for 1897, in an article on '‘The Age of the 
Earth as an Abode fitted for Life,” republished in the Phil. Mag., 
Jan., 1899. From this article the following passage is quoted:— 
'Tf the shoaling of the lava ocean up to the surface had taken 
place everywhere at the same time, the whole surface of the 
consistent solid would be the dead level of the liquid lava all 
round, just before its depth became zero. On this supposition 
there seems no possibility that our present-day continents could 
have risen to their present heights, and that the surface of the 
solid in its other parts could have sunk down to their present 
ocean depths.” 

17. Our question is:—How can we explain why the Earth 
is not at present a mass of solid granite of approximately spherical 
surface, deviating from sphericity just so much that, if it were 
covered with water, the water would be at the same depth in 
every part, when in equilibrium under the combined influence of 

16—2 
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gravitation and centrifugal force due to its diurnal rotation ? A 
possible, but it seems to me an almost infinitely improbable, 
explanation is that ocean depths are scars due to collisions with 
outside bodies, and mountain heights are due to matter left on 
the Earth by such collisions. When we look at the scarred surface 
of the Moon, we cannot but feel that it would be pushing possi¬ 
bilities beyond the verge of absurdity to attribute the geographical 
features of the Earth, and the corresponding features of the Moon, 
all to blows received by them, or matter shot down on them, from 
without. 

18. After solidification, as described in § 15, contraction by 
loss of heat would almost certainly produce abundance of vertical 
cracks, proceeding inwards from all parts of the spherical surface 
(on the same dynamical principle as that which explains the well- 
known “crackling’’ seen on the glaze of many kinds of pottery)* 
But there seems no possibility that the wide-spread hollows of the 
Antarctic, Pacific, Atlantic, and Indian Oceans, and the great 
areas of elevation in the continents, Europe and Asia, Africa, 
America, and Australia, and the seven to ten kilometre heights 
in the Andes and Himalayas, can have followed, hy any natural 
causes, merely from the condition described in § 15. I have come 
to this conclusion after careful consideration of the dynamics of 
cooling and shrinkage, and possible cavitations, through two 
hundred kilometres below the surface all round the globe. It 
seems indeed quite certain that when the Earth came to he 
almost wholly solid, it must have had in itself some great hetero- 
geneousnei^ of constitution or figure, from which its present 
geographical condition had its origin. This heterogeneousness 
must have had its origin in some heterogeneousness of the pri¬ 
mordial distributions of atoms: and we must abandon the uniform 
distribution which we chose in § 9 merely as an illustration. But 
ve have much more than geography to account for. W e have to 
account for:—(1) the diurnal rotation of the Earth; (2) the 
Earth’s motion through space, at about thirty kilometres per 
second, relatively to the Sun; (3) the Sun’s motion through space 
towMds a point in the constellation Hercules, first indicated by 
Sir Wilham Hersc^el, and more recently estimated at about 
irineteen kilometre per second, relatively to the average of 
sufticieiitly well ol^rved stars. These three deviations from tbe 
and iriotational conditions of ^ 2—16 are, it seems to 
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me, essentially connected with the explanation of merely geo¬ 
graphical heterogeneousness demanded in §§ 16, 17. 

19. Any system of bodies large or small, or of atoms, given 
at rest, and left subject only to mutual gravitational and collisional 
forces, fulfils throughout all time two laws:— 

Law (1). The centre of inertia of the whole system remains 
at rest. 

Law (2). The sum of moments of momentum* of the motions 
of all the parts, relatively to any axis through the centre of inertia, 
is zero. 

The corresponding laws for a system set in motion in any 
manner, and left to move under the action of mutual forces only, 
are as follows:— 

Law (!'). The centre of inertia of the whole system moves 
uniformly in a straight line. 

Law (2'). The sum of moments of momentum of the motions 
of all the parts, relatively to any axis through the centre of inertia, 
parallel to any fixed line in space, is constant. 

Law (3). There is a certain definite line, fixed in direction, 
through the centre of inertia of the system, such that the sum of 
moments of momentum round it is greater than that round any 
other axis through the centre of inertia; and the moment of 
momentum round every axis perpendicular to it, through the 
centre of inertia, is zero. 

That maximum moment of momentum is called the resultant 
moment of momentum of the system. Its axis may be called the 
rotational axis of the system. 

(1) The momentum (a name first given in the seventeenth century when 
mathematicians wrote in Latin, and retained in the nineteenth and twentieth 
centuries) of a moving particle is the product of its mass into its velocity. 

(2) The moment (a nineteenth century name) of momentum of a particle 
round any axis is the product of its momentum into the shortest distance of its 
line of motion from that axis, into the sine of the inclination of its line of motion 
to that axis. 

(3) The moment of momentum round any axis of any number of moving 
particles is the name given to the sum of their moments of momentum round that 
axis. 

It makes no difference to this definition if any set or sets of the particles arei 
rigidly connected to make a rigid body or rigid bodies. . 





246 


COSMICAL AND GEOLOGICAL PHYSICS 


[160. 


20. Consider a vast assemblage of atoms, or of small bodies, 
given at rest at any time, distributed in. any manner, uniformly 
or non-uniformlyj through any finite volume of space. According 
to § 19, Law (1), the centre of inertia of the whole assemblage • 
would remain at rest, and the total moment of momentum round 
every axis through it would remain zero, whatever motions the 
atoms receive in virtue of mutual gravitational attractions, and 
mutual repulsions in collision. 

21. Consider now separately some part of the whole assem¬ 
blage, which to avoid circumlocution I shall call part /S^, including 
all the primitive atoms or particles which at present form the 
Solar System, but not including any other great quantity of 
matter. Part S has, at each instant, a definite resultant moment 
of momentum round a definite axis through its centre of inertia; 
and its centre of inertia is, at each instant, moving with a definite 
velocity in a definite direction. In a vast assemblage such as w^e 
were considering in § 20, which may be the whole matter of the 
universe (finite^ in quantity as it may with all probability be 
supposed to be), let there be denser parts and less dense parts. 
In the denser parts, there will be gravitational coalition; in the 
less dense parts, there will consequently be rarefaction. The 
present existence of the Sun is undoubtedly due to gravitational 
coalition in some of the denser parts. The velocity of the centre 
of inertia of the Solar System is due to the gravitational attractions 
of matter outside S, so also is the moment of momentum of the 
Solar System round any axis through its centre of inertia. The 
rarefaction of the distribution of particles, large or small, around 
S, leaves the matter belonging to S more and more nearly free 
from force acting on it from without; and it becomes more and 
more nearly subject to Laws (1') and (2') of § 19. 

22. The approximately constant momentum of the Solar 
System in its motion through space is chiefly the momentum 
of the Sun’s motion, because his mass is much greater than the 
sum of the masses of Jupiter and all the other planets and 
satellites. On the other hand, the resultant moment of momentum 
of the motions of all j^irts of the Solar System, relatively to the 
fix^ line of greatest moment of momentum through the inertial 

centre of all, is chiefly due to the orbital motion of Jupiter and 
Saturn, and but in small part (about ^ of the whole) due to the 
* liord Edlvln^fi BalMtmre LectureSy Lcet, XTL § 15. 
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Sutt's axial rotation; as we see by the following table of moments 
of momentum, giyen by Mr See^ in Ms paper of 1905/''ReseaTehes 
on the physical constitution of the heavenly bodies.’’ 

M. of m. of orbital motion, 
that of Sun’s axial rotation 
being unity. 


Sun ... 

. 1-0000000 

Mercury... 

. 0-00069654 

Venus.. 

. 0-035444 

Earth.... 

. 0-0517385 

Mars ..... 

. 0-00676526 

Jupiter .. 

. 36-98288 

Saturn ... 

. 14-98S74 

IJranus .. 

. 3-26959 

Neptune .. 

. 4-83260 


We haYe not noyr the simple and direct gravitational coalition, 
by motions towards the centre of a spherical assemblage, which 
we had in §§ 1—16, and which gave us Homer Lane’s beautiful 
problem of a spherical gaseous nebula. Our vast assemblage 8 
has moment of momentum ; and its main condensation has led to 
the formation of our rotating Sun. Local condensations of smaller 
portions of 8, each having some share of the moment of momentum 
of the -whole, have produced the planets, all revolving round the 
Sun, and rotating round their axes, in the same general direction; 
anti-clockwise, -when viewed from the northern side of the general 
plane of their orbits. 

23. In Kant’s and Laplace’s Nebular Theory the local con¬ 
densations, from which have been evolved the planets moving in 
their orbits round the Sun, and the satellites moving in their 
orbits round the planets, were, according to the suggestion 
presented to us by Saturn’s rings, supposed to begin as rings of 
detached particles, which later became gravitationally drawn 
together into spheroidal groups, and formed ultimately liquid or 
solid approximately spherical bodies. This may probably be the 
true history of many of the planets and satellites; but Sir George 
Darwin-f has given the very important suggestion that the 

^ Astr, 2^achr. Bd, 16S, Nov. 1905. 

t JPhil. TraTis. 1879, p. 447, On the Precession of a Viscous Liquid and on 
the remote Bfistary of the Earth;” Phil. Tmns. 1680, p, 713, “On the Secular 
Changes in the Elements of the Orbit of a, Satellite revolving about a tidally 
distorted Planet British Association Report, 1905, p. 3, Presidential Address. 
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sopsratioD. from a planet of material to become a satellite may in 
some eases have been a single portion of the mass, breaking away 
from what was earlier a rotating mass of liquid, in the shape of 
a figure of revolution, contracting by loss of heat, and therefore 
rotating with greater and greater angular velocity as it became 
denser. 

24 Suppose for example the mass which is now Earth and 
Moon to have been at one time a single oblate spheroid of 
revolution. Its figure would then have been exactly elliptic, if 
ite rotational angular velocity, and its density, were each equal 
from surface to centre. If it was denser in the central regions, 
ite figure would have been an oblate figure of revolution, but not 
in general exactly elliptic in its meridional sections. While the 
spheroid shrinks in cooling it becomes more and more oblate, till, 
all round the equator, gravity is exactly balanced by centrifugal 
force; or till the spheroid becomes lopsided, as suggested in § 25 
belo'w. Farther continued shrinkage cannot give a stable oblate 
figure of revolution. It might cause an equatorial belt to be 
detached from the main body; or the result might be as suggested 
in g 25, 26, below. 

25. Poincare’s “pear-shaped” figure of equilibrium of a 
rotating liquid suggests the idea that the first instability pro¬ 
duced by cooling and shrinkage, with constant moment of 
momentum, may possibly give rise to a stable figure with a 
protrusion on one side of the centre of what was the equatorial 
circle, and a flattening of the surface on the other side of the 
centre of inertia. This idea is to some degree supported by the 
elaborate and powerful mathematical investigations of Poincare^ 
and Darwint on “pear-shaped” figures of liquids rotating in 
stable equilibrium, under the influence of gravity and centrifugal 
force, 

26. Continued cooling and shrinkage would produce more 
and more protrusion on one side of the centre of inertia, until the 
protrusion becomes unstable, and a comparatively small portion 

* H. Poincar4, ‘‘Sur la Stability de PEqailibre des Figures Pyriformes," Phil 
Trwi. I'SCte. 

t Sir Gfeorge Darwin, “On tbe Pear-sh&ped form of Equilibrium of a rotating 
Ha® of Liqmd/"PML Trms. 19(^; “On the Stabilit 7 of the Pear-shaped figure 
ctf Iqmlibiicm of a rotating Mass of liquid,” PhiL Trans. 1903; “ On tie Figure 
a liqttM Sstellit®,” PML rruns. 1906. - 
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of the whole liquid "breaks away from the main mass, at the thin 
end of the ‘"pear.” 

That separation must have been a sudden and violent cata¬ 
strophe, however gradual may' have been the changes of figure 
and distribution of matter which led to it. If at the time when 
it took place, the whole material was perfectly liquid, the act of 
separation would leave no permanent marks on either of the two 
bodies. After some moderate time of subsidence from the violent 
oscillations suddenly produced by the catastrophe, the Earth and 
JMoon would have subsided into the comparatively tranquil con¬ 
ditions of rotating liquid spheroids, revolving round the centre of 
inertia of the two; disturbed from hydrostatic equilibrium only 
by the interior convective currents due to cooling at the surfaces ; 
and with no prospect of ever freezing into the largely unsym- 
inetrical shapes which we now see on the visible half of the Moon’s 
surface, and over the whole surface of the Earth. 

27. To account for the evolution of present configurations 
and conditions, it seems to me that we must suppose the material 
of Moon and Earth, at the time of the separational catastrophe, 
to have reached some such condition as that described in § 15:— 
a conglomeration of crystals with still liquid lava filling all the 
interstices between them. Such a conglomeration would have 
plasticity enough to pass through the changes of figure which, 
according to Darwin’s theory, the material of Moon and Earth 
must have experienced before the separational catastrophe: and 
yet may have possessed sufficient subpermanent or permanent 
resistance against change of shape to allow them to keep permanent 
traces of the wounds left on the two bodies by the convulsive 
separation. 

28. The scar, and subsequent surgings, left on the semi- 
plastic Earth by the tearing away of the Moon from it might 
account for persisting deviation from rotational symmetry, and 
from equilibrium of gravity and centrifugal force, as great as that 
which is presented by the elevations of Africa, Asia, Europe, 
America, and the depths of the Atlantic, Pacific, and Indian 
Oceans. If, at the -time when the Moon left the Earth, the 
material was all in the semi-solid semi-plastic condition of granite 
conglomerate, with a mother liquor of melted basalt In the inter¬ 
stices ‘ among the crystals, this quasi unset Portland cement, 
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constituting the two bodies, might well in the course of fiftj or 
one hundred million years become as nearly solid as we know both 
the Earth and Moon to be at present. It must however be quite 
understood that the present features of the Earth, with mountains 
and ravines, and ocean depths, have been produced by long 
continued geological actions of upheavals and erosion. 

29. Immediately after the separation, the Moon, about of 
the Earth’s mass, would begin moving from the perigee of a 
somewhat approximately elliptic orbit round the centre of inertia 
of Earth and Moon, much disturbed on account of the great and 
violently changing deviations from sphericity of the two masses. 
The period of this orbital motion of the two bodies round their 
centre of inertia would be longer than the rotational period of the 
Earth, which would be but little changed by the catastrophe. In 
lecoming rounded into a spheroidal form, the Moon would come 
to rotate round its o^vn axis in a somewhat shorter period than 
that of the whole mass before the separation. Thus, in the 
beginning of the new regime, we have three different periods; 
the shortest being the rotational period of the Moon round an 
axis through her centre of inertia; somewhat longer than this 
the rotational period of the Earth; and considerably longer than 
it, the orbital period of the two bodies round tbeir centre of 
inertia. 


30, The changes of shape of the two semi-plastic spheroids 
in their subsequent motions under the influence of mutual gravi¬ 
tation between all their parts, would give rise to a loss of energy : 
while the total moment of momentum would remain unchanged. 
The main action would be loss of kinetic energy of the Earth and 
Moon, by transformation into heat of quasi-tidal work within the 
two bodies. Essentially concomitant features would be augmen¬ 
tation of the distance between them, involving work done against 
mutual gravity, and gradual transformation of the moment of 
momentum of their rotations into augmentation of the moment 
of momentum of their orbital motions round the centre of inertia 
of the two. The energy of the initial rotation of the Moon would 
compared with that of the Earth, The whole kinetic 
mergy of the rotations, and the motions of centres of inertia, of 
the two Wdies, at the present time exceeds by a relatively small 
qiiwiliiy tiie present kinetic eneqgy of the Earth’s rotation. The 
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work done in separating the Moon to its present distance from 
the Earth, and in giving it the kinetic energy of its orbital motion, 
has been wholly drawn from the Earth's rotational kinetic energy 
at the time of the disruption, with the exception of a small 
contribution derived from the Moon’s initial kinetic energy of 
rotation, A comparatively early result of the motions of the two 
bodies must have been to bring the Moon to keep always the same 
face to the Earth as she does at the present time. 

31. Sir George Darwin, with comprehensively penetrating 
dynamical insight, has traced the course of events following the 
stage reached in § 29. He has given a reasonable account of the 
evolution of the present eccentricity of the Moon’s orbit; and he 
has made the remarkable and important discovery that the axis 
of the Earth’s rotation could not remain as it is at the stage of 
§ 29, perpendicular to the plane of the orbital motion of Earth 
and Moon. We might readily enough work out the general 
character of the motions and transformations that would follow 
the stage of § 29, if the Earth’s and Moon’s rotational axes did in 
reality remain perpendicular to the plane of their orbital motions. 
But Darwin finds that this possible and easily understood association 
of motions would be unstable; and that the slightest deviation 
from exact perpendicularity of the Earth’s axis to the orbital plane 
would become, not diminished but, augmented by the Earth’s 
viscous resistance against change of shape. With this hint it is 
almost as easy for us to see, by dynamical reasoning, that; the 
Earth’s axis must, through millions of years, have become more 
and more oblique to the orbital plane, as it is, for us, with 
Archibald Smith’s hint*, to see that a "teetotum” or a boy’s 
spinning-top, having a well rounded bearing point, and set to 
spin at a sufficiently high speed round an axis oblique to the 
vertical, and dropped on a hard horizontal plane, will in a short 
time, perhaps less than a minute, be found spinning round a fixed 
exactly vertical axis ("sleeping”), and will go on so for ever, if 
the materials of the top and plane are perfectly hard, and if there 
is no resistance of the air. 

32. Darwin’s theory of the birth of the Moon might seem 
improbable; might seem even an extravagant attempt in evolu- 

* ^‘Note on the Theory of the Spinning Top,” Camb. Math. Journal^ 1839, 
Vol. I. p. 42. 
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tioriarj philosophy, insufficiently founded on knowledge. In 
reality it is rendered highly probable, it is indeed forced upon us, 
by tracing backwards to earlier and earlier times the dynamical 
antecedents of the present conditions of Earth, Moon, and Sun. 

M. A hundred years before the doctrine of energy thoroughly 
entered the minds of mathematieiaus and naturalists, Kant made 
known the truth that the Earth^s rotational velocity is diminished 
by tidal friction. When we consider the dynamics on which this 
statement is founded, we see that it implies reactive forces gravi¬ 
tationally exerted on the Sun and Moon by terrestrial waters. 
Ignoring the Sun, as less influential than the Moon in respect to 
the tides, we ‘‘see that the mutual action between the Moon and 
the Earth must tend, in virtue of the tides, to diminish the 
rapidity of the Earth’s rotation, and increase the moment of the 
Moons motion round the Earth“The tidal deformation of the 
water exercises the same influence on the Moon as if she were 
attracted not precisely in the line towards the Earth^s centre, but 
in a line slanting very slightly, relatively to her motion, in the 
direction forwards. The Moon, then, continually experiences a 
force forward in her orbit by reaction from the waters of the sea, 
Jfow, it might he supposed for a moment that a force acting 
forwards would quicken the Moon’s motion; but, on the contrary, 
the action of that force is to retard her motion. It is a curious 
fact easily explained, that a force continually acting forward with 
the Moon’s motion will tend, in the long run, to make the Moon’s 
motion slower, and increase her distance from the Earth*.” 

34. Thus we see that in the present regime the Moon is 
getting farther and farther from the Earth, and the Earth’s 
rotational velcxjity is becoming less and less; the sum of moments 
of iiionientiim being thus kept constant. Hence in more and 
more ancient tiin«, the Moon must have been nearer and nearer 
to the mi the Earth’s rotational velocity must have been 

greater and gremter. Trace then the course of motions backwards 
for a sufficient mimtmr of millions of years, and we find the Earth 
laa-ch hotter than at present, and in the semi-solid semi-plststic 
d€«rib^ in | 28 above. The distance of the Moon 

• imm 7 and 14 of an address by Sir William 

Tktmitw, 10 of Glasgo'w, “ On Geological Time,” Peb. 27, 

1^*. in Lead L^turm md Addresses, VoL rl; see 

m mi m, . ..V' 
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from the Earth must then as now have been increasing, and the 
Earth’s rotational velocity then as now diminishing. But these 
two changes must have been much more rapid then than now, 
because of the viscosity of the semi-solid material of the Earth, 
and because of the Moon’s shorter distance from the Earth and 
therefore greater gravitational influence on the Earth, then 
than now. Sir George Darwin had perfect right to trace the 
regime backwards, until there was contact and continuity between 
the Earth and Moon. The continuity of the whole mass must 
have come to an end with the sudden and violent catastrophe 
described in § 28 above, to which Sir George Darwin boldly went 
back with sober truthfulness. It is conceivable that meteorites 
large or small may have at various times produced disturbances; 
but I cannot see any probability for any other history of Earth 
and Moon, differing materially from that which Darwin has 
given us. 

35. Returning now to § 1, an unanswerable question occurs:— 
Were the primordial atoms relatively at rest in the most ancient 
time, or were they moving with velocities, relative to fixed axes 
through the centre of inertia of the whole, sufficiently great to 
give any considerable contribution to the present kinetic energy 
of the universe? It is conceivable that all the atoms were 
relatively at rest in the most ancient time, and that ‘‘the potential 
energy of gravitation may be in reality the ultimate created 
antecedent of all the motion, heat, and light at present in the 
universe 

* Quoted from “On Mechanical Antecedents of Motion, Heat, and Light,” 
Brit. Assoc. Report, Part II. 1854; Edin. New Phil. Journal, Vol. i. 1865 ; Comptes 
Rendus, Vol. xl. 1855; republished in Sir William Thomson’s Math, and Phys, 
Papers, Vol. ii. p. 34. 
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161. The Problem of a Spherical Gaseous Nebula"^. 


[From EtiinL Ro^, Soc. Iroc. VoL xxviir. [MS. reed. March 9, 1908], Issued 
seimrately Maj 6, 1908, pp. 259—302; PkiL Mag. Yol. xv. June 1908, 
pp. 687—711 ; ToL kyi. July 1908, pp. 1—23.] 


This }mj>er was begun about the close of 1906, in order to fulfil a promise 
gireo at the end of the paper “On the Convectiv^e Equilibrium of a Gas under 
its own Gravitation only,’^ published in the Philosoj>hi€(il Magazine, 1887 ; 
and |>ait of it was communicated by Lord Kelnn to the Eoyal Society of 
Minboigh at its meeting on the 21st January, 1907. Since then, however, 
important additions have been made to it, and the subject has been dealt 
with more fully than was originally intended. Unfortunately the maDiiscripb 
was left incomplete at Lord Kelvin’s death. It ended with § 35. 

However, from information which I received from Lord Kelvin while 
carrying out the earlier work connected with the paper, I have been able to 
write the sections from § 36 to the end. These complete all that Lord Kelvin 
d«ired to include in this communication; and they express, I believe, the 
idews he held while writing the earlier sections. 

The statement of mathematical solutions and numerical results separately, 
as m Appendix to the paper, under my own name, is in accordance with Lord 
Kelvin’s wishes. 

George Green, 
Secretary. 


l.t If a fluid globe -were given vith any arbitrary distribution 
of temperature, subject only to the condition that it is uniform 
throughout every spherical surface concentric with the boundary, 
the cooling, hy radiation into space, and consequent augmentation 
of density of the fluid at its boundary, would immediately gi've 
rise to an instability according to which some parts of the outer¬ 
most portions of the glohe would sink, and upward currents would 

* Cb^iQittum»ted by Br J. T. Bottomley, P.R.S. 

m 7.^ Eomei lane’s Iroblem of a Spherical Gaseous 

Afetere, leh. 14, 1907. 
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consequently be developed in other portions. In any real fluid, 
whether gaseous or liquid, this kind of automatic stirring would 
tend to go on until a condition of approximate equilibrium is 
reached, in which any portion of the fluid descending or ascending 
would, by the thermodynamic action involved in change of 
pressure, always take the temperature corresponding to its level, 
that is to say, its distance from the centre of the globe. The 
condition thus reached, when heat is continually being radiated 
away from the spherical boundary, is not perfect equilibrium. It 
is only an approximation to equilibrium, in which the temperature 
and density are each approximately uniform at any one distance 
from the centre, and vary slowly with time, the variable irregular 
convective currents being insufficient to cause any considerable 
deviation of the surfaces of equal density and temperature from 
sphericity. 

2. The problem of the convective equilibrium of temperature, 
pressure, and density, in a wholly gaseous, spherical fluid mass, 
kept together by mutual gravitation of its parts, was first dealt 
with by the late Mr Homer Lane, who, as we are told by Mr 
T. J. J. See, was for many years connected with the U.S. Coast 
and Geodetic Survey at Washington. His work was published in 
the American Journal of Science, July 1870, under the title On 
the Theoretical Temperature of the Sun*.'' 

In a letter to Joule, which was read before the Literary and 

^ The real subject of this paper is that stated in the text above. The applica¬ 
tion of the theory of gaseous convective equilibrium to sun heat and light is very 
largely vitiated by the greatness of the sun’s mean density (1*4 times the standard 
density of water). Common air, oxygen, and carbonic acid gas show resistance to 
compression considerably in excess of the amount calculated according to Boyle’s 
Law, when compressed to densities exceeding four, or five, or six, tenths of the 
standard density of water. There seems strong reason to believe that every fluid 
whose density exceeds a quarter of the standard density of water resists com¬ 
pression much more than according to Boyle’s Law, whatever be the temperature 
of the fluid, however high, or however low. We may consider it indeed as quite 
certain that a large proportion of the sun’s interior, if not indeed the whole of the 
sun’s mass within the visible boundary, resists compression much more than 
according to Boyle’s Law. It seems indeed most probable that the boundary, 
which we see when looking at the sun through an ordinary telescope, is in reality 
a surface of separation between a liquid and its vapour; and that all the fluid 
within this boundary resists compression so much more than according to Boyle’s 
Law that it does not even approximately satisfy the conditions of Homer Lane’s 
problem; and that in reality its density increases inwards to the centre vastly less 
than according to Homer Lane’s solution (see § 56 below)* 
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Philosophical Society of Manchester, January 21, 1862, and 
published in the Memoirs of the Society under the title, On the 
Convective Equilibrium of Temperature in the Atmosphere^, 
it was shown that natural up and down stirring of^ the earth’s 
atmcisphere, due to upward currents of somewhat warmer air, and 
return downwaiil flow of somewhat cooler air, in. different localities, 
causes the average temperature of the air to diminish from the 
earth’s surface upwards to a definite limiting height, beyond which 
there is no air. It was also shown that, were it not for radiation 
of heat across the air, outwards from the earth’s surface, and 
inwards from the sun, the temperature of the highly rarefied air 
close to the bounding surface would he just over absolute zero; 
that is to say, temperature and density would come to zero at the 
same height as we ideally rise through the air to the boundary 
of the atiiK^phere. Homer Lane’s problem gives us a corre¬ 
sponding law of zero density and zero temperature, at an absolutely 
defined spherical bounding surface (see § 27 below). In fact it is 
clear that if in Lane’s problem we first deal only with a region 
^idjoining the spherical boundary, and hawing all its dimensions 
very small in comparison with the radius, we have the same 
problem of convective equilibrium as that which was dealt with 
in my letter to Joule. 

3. According to the definition of ^‘convective equilibrium^’ 
given in that letter, any fluid under the influence of gravity is 
md to be in convective equilibrium if density and temperature 
are so distributed throughout the whole fluid mass that the 
surfaces of equal temperature, and of equal pressure, remain un¬ 
changed when currents are produced in it by any disturbing 
influence so gentle that changes of pressure due to inertia of the 
motions are negligible. The essence of convective equilibrium is 
that if a small spherical or cubic portion of the fluid in any 
pCBition F is ideally enclosed in a sheath inopermeable to heat, 
and e^ipanded or contracted to the density of the fluid at any 
other place , its temperature will be altered, by the expansion, 
or conkaction, from the temperature which it had at P, to the 
^tual temi^rature of the fluid at F', The formulas to express 
lh» condition were first given by Poisson. They are now generally 
Inown as the ^uations of adiabatic expansion or contraction, so 

• ia Sir WiUl&m YhoiBsoii’s Math, and, Phys, Papers, Vol in. 

f. tSI. 
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named by Kankine. They may be written as follows, for the ideal 
case of a perfect gas: 


P 

P' 



Hf 


(1), (2), (3); 


where (t, p, p), {t\ p\ p') denote the temperatures, densities, and 
pressures, at any two places in the fluid (tenoperatures being 
reckoned from absolute zero); and k denotes the ratio of the 
thermal capacity of the gas when kept at constant pressure to its 
thermal capacity at constant volume, which, according to a common 
usage, is for brevity called "‘the ratio of specific heats.For 
dry air, at any temperature, and at any density within the range 
of its approximate fulfilment of the gaseous laws, we have 


^=T41, ^-^=-291, 


k 

k-l 


= 3-44 


(4). 


For monatomic gases we have 

,_ 5 h—l _ 2 k 5 
3 ’ k ^ 5 ’ k^l’^2 


( 5 ). 


For real gases, we learn from the Kinetic Theory of Gases, and 
by observation, that k may have any value between 1 and 1|, 
but that it cannot have any value greater than If, or less than 1. 


4. To specify fully the quality of any gas, so far as concerns 
our present purpose, we need, besides the ratio of its specific 
heats, just one other numerical datum, the volume of a unit mass 
of it at unit temperature and unit pressure. This, which we 
shall denote by S, is commonly called the specific volume; and 
its reciprocal, l/S, we shall call the specific density (D) of the 
gas. In terms of this notation, the Boyle and Charles gaseous 
laws are expressed by either of the equations 

pv = St, or p = pSt .(6), (6'); 

where p, v, p, denote respectively the pressure, the volume of unit 
mass, and the density of the gas at temperature t, reckoned from 
absolute zero. Our unit of temperature throughout the present 
paper will be 273° C. Thus the Centigrade temperature corre¬ 
sponding to t in our notation is 273 (^ — 1). 

5. In virtue of § 4, what is expressed by (1), (2), (3), equi¬ 
valent as they are to two equations, may now, for working 

17 


K. V. 
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pur|K>ses, be expressed much more conveniently by the single 
formula {U'h together with the following- equation 

p = Ap^ .C^)> 


where -J. denotes 'what we may call the Adiabatic Constant^ "which 
is what the pressure would be, in adiabatic convective equilibrium, 
at unit densitv, if the fiuid could be gaseous at so great a density 

that. 

6. Looking to (6), remark that p being pressure per unit of 
area, the dimensions of pv are Z““ x D or 1, if we express force in 
teniis of an arbitrary unit, as in § 10 below; therefore S, though 
we cal! it specific v^olume, is a length. It is in fact, as we see by 
(9) below, equal to the height of the homogeneous atmosphere 
at unit temperature, in a place for which the heaviness of a unit 
roa® is the force which we call unity in the reckoning of p. 

7. In the definition of what is commonly called the “ height 
of the homogeneous atmosphere,"’ and denoted by H, an idea very 
convenient for our present purpose is introduced. Let p be the 
pressure and p the density, at any point T within a fluid, liquid 
or gaseous, homogeneous or heterogeneous, in equilibrium under 
the iniiuence of mutual gravitation between its parts; and let g 
be the gravitational attraction on a unit of mass at the position 
P. Let 

ffpPr=p .( 8 ). 

This means that H is the height to which homogeneous liquid, 
of uniform density /?, ideally under the influence of uniform 
gravity equal to g, must stand in a vertical tube to give pressure 
at its foot equal to j>. 

8. The idea expressed by (8) is useful in connection with 
cjoesfcions connected with internal pressure throughout a spherical 
liquid mass, such as the sun. It is also useful when we are 
considering pimsure and temperature in gaseous fluids, such as 
our teiTOtriai atmosphere, or the outermost parts of the sun; 
wMch may be regarded as practically gaseous where the density 
M anything less than T. 

i. For a perfect gas, (8) divided by p, becomes 

gjS^St .( 9 ), 

By Mm we see, what is interring to remark, that for the same 
md mme gaseous material, the height of the 
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homogeneous atmosphere ’’ is the same for the air at the earth's 
surface and for the air at any height above the surface; and is 
the same for different barometric pressures. For different tem¬ 
peratures, it varies as the absolute temperature. For different 
gases at the same temperature, it is proportional to their specific 
volumes. For different forces of gravity, it is inversely proportional 
to them. 

10. Even for cosmical reckonings in respect to our present 
subject, and in many and varied terrestrial reckonings, it is 
convenient to take as unit of force the heaviness in mid¬ 
latitudes of the unit of mass. The unit of mass, for all nations 
and peoples of the earth, must for general convenience be founded 
on the existing French Metrical System. The unit may, according 
to the particular magnitude or character of substance of which 
the mass or quantity is to be specified, be conveniently taken as a 
milligram, or a gram, or a kilogram, or a metric ton (one thousand 
kilograms), or 10® tons. 

11. The choice of unit force as mean terrestrial heaviness 
of unit mass is very convenient for ordinary earthly purposes, but 
language in which it is adopted is, unless properly guarded and 
tacitly understood, always liable to ambiguity as to whether force 
or quantity of matter is meant. Thus if (using for a moment the 
moribund British Engineering reckonings in pounds, inches, etc.) 
we speak of 73 pounds of lead, there is no doubt that we mean 
quantity of a particular kind of matter; but if we speak of 
73 pounds per square inch (which might be 73 pounds of lead, or 
of iron, or of stone) we mean a force. If we call the pressure on 
the boiler of a ship 73 pounds per square inch, we mean a some¬ 
what greater pressure when the ship is in middle or northern 
latitudes than when she is on the equator; though the difference 
is, for pressures on safety-valves, practically negligible, being for 
example three-tenths per cent, between the equator and the 
latitude of Glasgow or Edinburgh. 

12. In the present paper we shall take as unit of mass the 
mass of a cubic kilometre of water at standard density (which is 
10® metric tons); and we shall take its heaviness in mid-latitudes 
as unit of force. This means taking for g in (8) and (9), and 
in all future formulas, the ratio of gravity at the place under 
consideration to terrestrial gravity in mid-latitudes. Hence 
(remembering that in § 4 we have chosen for our unit temperature 

17—2 
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rt*€ki)iit‘d from absolute zero the temperatuxe of melting ice, being 
lo 273'' Centigrade above absolute zero) we see by (8) 
that S k siiiiplj the height in kilometres of the Homogeneous 
Alifiisphere in iiiid-latitiides, at the freezing temperature. Thus, 
from known measurements of densities, we have the fallowing 
table of values of for several different gases;— 


Cias 

Air 

Aniiiionia 

Argon 

Ciirlkm dioxide 

Carbon monoxide 

Chlorine 

Helium 

Hydrogen 

]S"itrogeii 

Oxygen 

Sulphur dioxide 


7*988 kilometres 
13*414 
5*767 
5*232 
8*370 
3*297 
58*354 
114*76 
8*256 
7-233 
3-709 


13. Consider now convective equilibrinm in any part of a 
wholly gaseous globe, or in any part of a fluid globe so near the 
boundary as to have density small enough to let it fulfil the 
gaseous laws. Let z he depth measured inwards from, any 
convenient point of reference. The differential equation of fluid 
equilibriam is 

dl^ = gpdz ..(10). 

Now, if the equ.ilibriuin is convective, we have by (3) 


Using ^is, and (2), in 

! 

(10), and dividing both 

members 

|f we find 

djs k p . 

.(12). 

Whence, by (6), ve find 

dt k — 1 ^ 

.(13); 

ds k S .. 

a»d, ((2) reputed) 

^(r‘ . 

.(14). 


wffl thea be fee nUaes of S 
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14. These are exceedingly important and interesting results. 
By (13) we see that in any part of a wholly gaseous spherical 
nebula, or in a gaseous atmosphere around a solid or liquid 
nucleus, in convective equilibrium, sufficiently stirred to have the 
same chemical constitution throughout, the temperature-gradient 
of increase inwards is in simple proportion to the force of gravity 
at different distances from the centre. We also see that in gaseous 
spherical nebulas of different chemical constitutions, or in gaseous 
atmospheres of different chemical constitutions, around solid or 
liquid nucleuses, the temperature-gradients at places of the same 
gravity are simply proportional to the values of (k — l)/(kS) for the 
different gases or gaseous mixtures. 

15. For the terrestrial atmosphere we have by (4) 
1) = 3*44, and by the table in § 12, ^ = 7*988 kilometres. 

The temperature-gradient according to (13) is therefore, at the 
rate of our unit of temperature, or 273 degrees Centigrade, per 
27*5 kilometres; or 1° C. in 100*6 metres. This is much greater 
than the temperature-gradient found by Welsh, in balloon ascents 
of about fifty years ago, which was only 1® C. in 161 metres*. 
Joule, with whom I had been in discussion on the subject in 
1862, suggested to me that the discrepance might be accounted 
for by the condensation of vapour in upward currents of air. In 
endeavouring to test this suggestion, I made some calculations 
of which results are shown in the following table, extracted from 
a table given in my paper of 1862, referred to in § 2 above. 


Temperature centigrade 
or t-273*7 

Elevation from Earth’s 
surface required to cool 

moist air by 1° C. 

. 


dx 

0 

~dt 

0 

Metres 152 

5 

168 

10 

186 

15 

207 

20 

229 

25 

252 

30 

274 

35 

284 


* Mr Shaw informs me that much investigation in later times gives a general 
average mean gradient of 1° C. per 164 metres. This is very nearly the same as it 
would he with no disturbance from radiation in air saturated with moisture, at 
4° C. 
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16. From this we see that an ascending current of moist^air 
■At A C would sink in temperature at about the rate of 1 C. 
Ill 161 metres of ascent. This is exactly Welsh’s ^adient; -and 

may eoiichide that at the times and places of his observations 
the lowering of temperature upwards was nearly the same as that 
which air satiimtccl with moisture [at 3° CJ would experience in 
a^Heending*.” But it is not to be supposed, indeed it cannot have 
Wen the cfise., that his observations were made in a single ascent 
through cloud. -It is to be remarked that except when the air 
is aatiirated, and when, therefore, an ascending current will always 
keep forming cloud, the effect of vapour of water, however near 
saturation, will be scarcely sensible on the cooling effect of 

17. But, considering our terrestrial atmosphere as a whole, 
and the complicated circumstances of winds, and rain, and snow, 
and its heatings by radiations from the sun, and its coolings by 
radiation into starlit space, and its heatings and coolings by 
radiations to land and sea in different latitudes, we may feel sure 
that Joule s suggestion shows a cause contributing importantly to 
the general average temperature-gradient being less than it wonld 
be in dry^ air in convective equilibrium. 

18. For the solar atmosphere, we have approximately, 

r28 times middle latitude gravity at the earth’s surface). By 
way of example, we may take S and k the same as for the 
terrestrial atmosphere, as we have not suflScient knowledge from 
s{>ectru!n analysis to allow us to guess other probable values of S 
and k for the mixture of gases constituting the upper parts of the 
siiii s atmosphere, than those we know for the mixture of Oxygen, 
^Nitrogen, Argon, and Carbonic Acid, which in the main constitutes 
oiif terrestrial atmmphere. Thus in the upper atmosphere of 
the mm, if in purely convective equilibrium, and undisturbed by 
radiations and other complications, the temperature would increase 
at thc^ rate of 280 degrees Centigrade per kilometre downwards, 
aid, IcM^king forward to | 27 below, we see that the increase of 
teinpmtiire would start from absolute zero at the boundary, 
whew density, pre^ure, and temperature, are all zero. It would 

* ftmt. tlie piper above referred- to. Math, mid Phm, Papers 

f Jiii. 
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require very robust faith in the suggestion of convective equili¬ 
brium for the gaseous atmosphere of the sun to believe in + 7° C. 
being the actual temperature of the sun’s atmosphere at one 
kilometre below the boundary. I am afraid I cannot quite profess 
that faith. It seems to me that the enormous radiation from 
below would, if the upward and downward currents were moderately 
tranquil, overheat the air in the uppermost kilometre of the sun’s 
atmosphere to far above the temperatures ranging from - 273° 
Centigrade to + 7° Centigrade, calculated as above from the adia¬ 
batic convective theory. 

19. Keeping, however, for the present by way of example, 
to the calculated results of this theory, with the data for S and k 
chosen in § 15, we find at ten and at fifty kilometres below the 
boundary, the temperatures, reckoned in Centigrade degrees above 
absolute zero, would be respectively 2800 and 14000. Calling 
these temperatures t' and t, and the densities at the same places 
p' and p, we find by (14) 


p _ /14000 
p'"” V 2800 


55-9 


(15). 


Suppose for example p to be *001 (1/1000 of the density of water), 
we shall have p = ‘056. This last is nearly but not quite too 
great a density for approximate fulfilment of the gaseous laws for 
the same gaseous mixture as our air. Thus, if not too much 
disturbed by radiation of heat from below, the uppermost fifty 
kilometres of the sun’s atmosphere might be quite approximately 
in gaseous convective equilibrium; with density and temperature 
augmenting from zero at the boundary, to density *056, and 
temperature 14000 Centigrade degrees above absolute zero, at 
the fifty kilometres depth. But, going down fifty kilometres 
deeper, we find that the temperature at one hundred kilometres 
depth would be 28000°, and the density would be *316. This 
density is much too great to allow even an approximate fulfilment 
of the gaseous laws, by any substance known to us, even if its 
temperature were as high as 28000°. This single example is 
almost enough to demonstrate that the approximately gaseous 
outer shell of the sun cannot be as much as 100 kilometres thick 
—a conclusion which may possibly be tested, demonstrated, or 
contradicted, by sufficiently searching spectroscopic analysis. The 
character of the test would be to find the thickness of the 
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outenBost laver from which the bright spectrum ^nes 

If it were -1" as seen from the earth, it would be 73 kilometres 

tlicls. 

20. Considering the great force of gravityat the sun’s surface 
,alxHU 28 times terrestrial gravity), it is scarcely Poss^blejo 
conceive that anv fluid, composed of the chemical elements 
known to us. could be gaseous iu the sun’s atmosphere at depths 
exceeding one hundred kilometres. I am forced to conclude that 
the uprwrmost luminous bright-line-emittmg layer of our own 
sun's atmosphere, and of the atmosphere of any other sun of equal 
mass, and of not greater radius, cannot probaWy be as muc as 
one hundred kilometres thick. 


2L There must have been a time, now very old, in the 
history of the sim when the gravity at his boundary was much 
less than 28, and the thickness of his brightdine-emitting outer- 
most lav€^r very much greater than one hundred kilometres. 
Going fer enough back through a sufficient number of million 
V€?ars, in cill probability we find a time when the sun was holly 
a gfiseoiis spherical nebula from boundary to centre, and a splendid 
realisation of Homer Lane’s problem. The mathematical solution 
of Homer Lane’s problem will, for a spherical gaseous nebula of 
given mass, tell exactly what, under the condition of convective 
equilibrium, the density and temperature were at any point within 
the whole gaseous mass, when the central density was of any 
stated amount less than T j on the assumption that we know the 
specific volume (S) and the ratio of specific heats (k) for the actual 
mixture of gases constituting the nebula. It will also allow us 
to find, at the particular time when any stated quantity of heat has 
teen radiakxi from the gaseous nebula into space, exactly what 
its mditis was, what its central temperature and density were, 
and what were the temperature and density at any distance from 
the centre. Thus, on the assumption of S and k known, we have 
a complete histoiy of the sun (or any other spherical star) for 
all the time before the central density had come to be as large 
m T. 


ft. To from the ease of convective equilibrium in a 
pmuus atmosphere so thin that the force of gravity is practically 
eoiistoiBt throughout iis thickn^, to the problem of convective 
eqiiilibrittia through any depth, considerable in comparison with 
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the radius, or through the whole depth down to the centre, provided 
the fluid is gaseous so far, we have only to use (13) and (14), with 
the proper value of g, varying according to distance from the 
centre. Eemembering that we are taking g in terms of terrestrial 
gravity, and that the mean density of the earth is 5*6, in terms 
of the standard density of water, which we are taking as our unit 
density, we have the following expression for g, in any spherical 
mass, m, having throughout equal densities, p, at equal distances, 
r, from the centre:— 


_ mjr^ __ 3 



(16), 


where E denotes the earth’s mass, and e the earth’s radius. This 
expression we find by taking g as the force of gravity due to 
matter within the sphere of radius r, according to Newton’s 
gravitational theorem, which tells us that a spherical shell of 
matter having equal density throughout each concentric spherical 
surface exerts no attraction on a point within it. Using this in 
(13) of § 13, with dz — — dr; multiplying both members by r^, and 
introducing m to denote the mass of matter within the spherical 
surface of radius r, we find 


3 /c-i r _ 3 k-l m 
dr 5'6 .e kS Jo ^ 5*6. e kS 47r 


...(17). 


Differentiating (17) with reference to r, we find 


d 

dr 


^dt 

dr 


3 *-1 
5*6.6 kS 


r^p 


23, By (6), and (7), of §§ 4, 5, we find 
St\ 


/> = (j j , where /c = 


< k-1 


Eliminating p from (18) by (19), we find 


dr 


r^ 


dt 

dr 


, 5*6.6(/c q-1) 

= —, where cr^ =-- - - 


24. By putting 

r = alx .. 

we reduce (21) to the very simple form, 

d^t ___ 
da^ oc^ 


.(18). 


.(19), (20). 

.( 21 ), ( 22 ). 

.(23), 


( 24 ); 
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the *>.jnation of the first and third membeis of (17), modified hy 

Jimi gives 

m (fc + 1 ) dt ...( 25 ). 

JiJ 0“ doD 

25. Let be any parfeicnlar solution, of this equation; 

we find as a general solution, with one disposable constant C, 

.( 26 ), 

whiefi we may immediately verify by substitution in (24). Here 
^ (.r) niav denote a solution for a gaseous atmosphere around a 
solid c^r liquid nucleus, or it may be the solution for a wholly 
gast^oiis globe, in which case 3 (^) finite, and S (^) will be 

zero, when .f*== x. Each solution % (^) must belong to one or 
other of tw^o classes:— 

Class A: that in which the density increases continuously 
from the spherical boundary to a finite maximum at the centre. 
Ill this class we have dp/dr = 0 (dt/dr = 0), when r = 0 ; or, which 
ainoimts to the s<inie, dp/d^* = 0 (di/(fa = 0), when co. 

Class B: that in which, in progress from the boundary inwards, 
we come to a place at which the density begins to diminish, or is 
infinite; or that in "which the density increases continuously to an 

infinite value at the centre. 

With unittS chosen to make 5^(oo) = l, we shall denote the 
function % of chiss A by 0^, and call it Homer Lane^s Function; 
because he first used it, and expressed in terms of it all the 
features of a wholly gaseous spherical nebula in convective equi¬ 
librium, and calculated it for the cases, /c = 1*5 and fc= 2*5 (A; = 1| 
aad iT«l*4). He did not give tables of numbers, hut he repre¬ 
sent^ his solutions by curves.*' He did give some of his numbers 
for three points of each curve, and Mr Green, bjr very different 
iiietlKxls of calculation, has found numbers for the case at = 2*5, 
agrc^eing with them to within ^th per cent 

2il. By improvements which Mr Green has made on previous 
methods of calculation of Homer Lane's Function, and which he 
de^riWs in an Api^ndix to the present paper, he has calculated 
mines of the function 0*(a?), and of its differential coefficient 
^ which are shown in five tables corresponding to the following 


dwmrk'^ of Science^ July 1 B 70 , p. 60 . 






1908 ] PROBLEM OF A SPHERICAL GASEOUS NEBULA 


267 


five values of k, 1’5, 2* * * § 5, 3, 4, oo. For the four finite values of tc 
the practical range of each table is from x=^qto ^ ,q denoting 
the value of x which makes t = 


27. There is such a value of x which is real in every case in 
which K is positive and less than 5. This we see exemplified in 
the four diminishing values of q found by Mr Green (*2737, *1867, 
T450, *0667)^ for the four finite values of k, 1*6, 2*5, 3, 4, and 
in the zero value of qfoxK = 5, the case described in § 29 below. 
In this case equation (24) has a solution in finite terms, which 
gives t=z .X ioY infinitely small values of x, and therefore makes 
g = 0 for ^ = 0. 

28. Two interesting cases, /c = 1 and ac = 5, for each of which 
the differential equation (24) is soluble in finite terms, have been 
noticed, the former by Ritterf, the latter by SchusterRitters 
case yields in reality Laplace’s celebrated law§ of density for the 
earth’s interior (sin nrjr), which Laplace suggested as a consequence 
of supposing the earth to be a liquid globe, having pressure 
increasing from the surface inwards in proportion to the aug¬ 
mentation of the square of the density. With Ritter, however, the 
value of n is taken equal to tt/jR, so as to make the density zero 
at the bounding surface (r = R), With Laplace, n is taken equal 
to Itt/jR to fit terrestrial conditions, including a ratio of surface 
density to mean density which is approximately 1/2*5. The ratio 
of surface density to mean density given by Laplace’s law, with 
n = ^7rjR, is in fact 1/2*4225, which is as near to 1/2*5 as our 
imperfect knowledge of the surface density of the earth requires. 

29. For the case /c = 5, Schuster found a solution in finite 
terms, which with our present notation may be written as 
follows:— 



==^ = @5(^) = 


X 

7 ( 3 ^^^) 


(27). 


This makes t — 1 at the centre (<r/r = = oo ). At very great 
distances from the centre {x = 0) it makes 


jt = ^\/3 = 


or a/3 


and p — 




x^ 



* See Appendix to the present paper. Tables I.—IV. 

t Wiedemann’s Annalen, Bd. xi. 1880, p. 338. 

X Brit. Assoc. Report, 1883, p. 428. 

§ MScaniqiie Celeste, Yol. v. Hvre xi. p. 49. 
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Usiilf? (27) ill (25), we find 

\/S 

aiid if in this we put 0, we find 

i¥ (A:4-l)iy^V^3 

E 


.(29); 


(30), 


where 31 denotes the whole tnass of the fluid. Thus we see that 
while the temperature and density both diminish to zero at 
infinite distance from the centre, the whole mass of the fluid is 

finite 

30. It is both mathematically and physically very interesting 
to pursue our solutions beyond /c=5, to larger and larger values 
ol\c up to 3C: though we shall see in § 43 below^ that, for all 
Talues of X greater than 3 (or k<l^), insufficiency of gravitational 
energy causes us to lose the practical possibility of a natural 
realisation of the convective equilibrium on which we have been 
founding. But notwithstanding this large failure of the convective 
approximate equilihrium, we have a dynamical problem of true 
fluid equilibrium, continuous through the whole range of k from 
— 1 to ~ oo , and from -f oo to 0; that is to say, for all values of k 
from 0 to oc. In fact, looking back to the hydrostatic equation 
(10), and the physical equations (1), or (7), and (16), we have the 
whole foundations of equations (17) to (26), in which we may 
regard t merely as a convenient mathematical symbol defiined by 
(S') in § 4 Any positive value of k is clearly admissible in (1), 
if we concern ourselves merely with a conceivable fluid having any 
law of relation between pressure and density which we please to 
^ve it, subject only to the condition that pressure is increased 
by increase of density. It is interesting to us now to remark, 
what is mathematically proved in § 44 below, that unless fc> IJ, 
the repulsive quality in the fluid represented by k in equation (1) 
is not vigorous enough to give stable equilibrium to a very large 
globe of the fluid, in balancing the conglomerating effect of 
gravity. 

31. As to the range of eases in which k has finite values 

grmter than 5, we leave it for the present and pass on to fc = oo , 
m In this case equation (1) becomes 
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which is simply Boyle's law of the “Spring of air," as he called it. 
It was on this law that Newton founded his calculation of the 
velocity of sound, and got a result that surprised him by being 
much too small. It was not till more than a hundred years later 
that the now well-known cause of the discrepance was discovered 
by Laplace, and a perfect agreement obtained between observation 
and dynamical theory. But at present we are only concerned 
with an ideal fluid which, irrespectively of temperature, exerts 
pressure in simple proportion to its density. This ideal fluid we 
shall call for brevity a Boylean gas. 

32. For this extreme case of a: = oo , our differential equation 
(24) fails; but we deal with the failure by expressing t in terms 
of p by (19), and then modifying the result by putting /sc=oo. 
We thus find 

^ ~ : where = ~.(32); 


0 - denoting a linear constant given by (37) below. Equation (32) 
is the equation of equilibrium of any quantity of Boylean gas, 
when contained within a fixed spherical shell, under the influence 
of its own gravity, but uninfluenced by the gravitational attraction 
of any matter external to it. The value of a might, but not 
without considerable difficulty, be found from (22) by putting 
a; = 00 . But it is easier and more clear to work out afresh, as in 
§ 33 below, the equation of equilibrium of a Boylean gas, unen¬ 
cumbered by the exuviae of the adiabatic principle from which 
our present problem emerges. 


33. Let 




(33), 


where B denotes what we may call the Boylean constant for the 
particular gas considered; being its pressure at unit density. 
According to our units, as explained in §§ 10, 11, 12, 5 is a linear 
quantity. The analytical expression of the hydrostatic equili¬ 
brium is 

dp=^--gpdr .(34), 

where [(16) repeated] 


mjr^ 


3 

5-6. e 



( 35 ). 
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ElinunAi.ng i. from (:^4) bj (33), and multiplying both members 

r% ’we tiiiii 

= S .(36)- 

' ilr 5-6.e.BJo BB 

l>itT..n ini.itmg this with reference to r, and then transforming 
tn.m r L. .rs in equations (21)...{24) above, we find (32), with 

l.ht‘ expression for <r: 

= m. 

The eqnation of the first and third members of (36) gives 

m (38). 

^ dx 


34. Let now Fix) be any particular solution of (32); we 
fiiiii as a general solution with one disposable constant G, 

.<"»)• 

which we may immediately verify by substitution in (32) (compare 
I 25 alx)ve). The particular solution F must belong to one or 
other of the two classes, class A and class B, defined in § 25 

alxive. 

We shall denote by (x) what F (x) of § 34 hecomes, when 
the partieiikr solution of (32), denoted by F, is of class A, with 
units so i%djlisted as to make ^(oo ) = 1; that is to say, central 
density unity. Mr Green in his Appendix to the present paper 
has calculated ^ (x) and W (x)/^ (x), through the range from 
j«30 to if = T. His results are shown in Table V. of the 
Apl^mdix. Thus we may consider and its diflPerential co¬ 

efficient W (x) as known for all values of x through that range. 

S4l Using this solution, instead of jP in (33) above, 

ve find that the solution of class A, which makes the central 

deasilf U is 

. 

mi when we inrort this expression for p in equation (38) we 

obtain 


( 41 ). 
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37. From equations (40) and (41), with values of ^{xjsJG) 
and {xl\/C) obtained from the curves of 'F(^) and 

'^'{x)l'^(x) in the range from ^=oo to i» = *l, and with the 
relation r = (rjx where a is given by (37) above, we can tell 
exactly the density at any point of a spherical mass of an ideal 
Boylean gas, and the mass of gas within each spherical surface 
of radius r, when the gas is in equilibrium under its own gravi¬ 
tation only, and has a density at its centre of any stated amount 
C. It is interesting to examine by means of these solutions the 
changes in p and m at any given distance from the centre when 
the central density G increases by any small amount dC ; and to 
find also the changes in the radius of the spherical cell enclosing 
a given mass m, required to allow the mass to continue in equili¬ 
brium when the central density is increasing or diminishing 
continuously. The following table shows the values of p or 
C^(xj^C), and e^mjEBa- or {xl^/G)j\/C^ {xjsjC), for several 
of the larger values of r, corresponding to the central densities 1 
and 1*21 respectively. 


(T 

r 

00 

P 

1 

^2 

0 

P 

1*21 

7)1 

liBcr 

0 

■275 

•2491 

6*697 

•2511 

7-19 

•250 

•2076 

7*905 

•2069 

8*39 

•225 

•1673 

9*38 

•1647 

9-86 

'200 

•1295 

11*20 

•1260 

11-64 

'195 

•1223 

11*61 

•1189 

12-03 

'190 

*1153 

12-04 

•1118 

12*46 

•185 

•1085 

12-50 

•1048 

12*89 

'180 

'1017 

12*97 

•0982 

13*35 

*175 

•0952 

13-47 

•0918 

13*83 

•170 

•0889 

13*99 

•0855 

14-34 

•165 

i -0828 

14‘53 

•0795 

14*80 

•160 

•0769 

15-1() 

•0738 

15-40 

•155 

•0712 

15*71 

•0681 

16-10 

'150 

•0657 

16-34 

•0528 

16-59 

•145 

•0605 

17-01 

•0577 

17-22 

•140 

•0554 

17-71 

•0529 

18-04 

•135 

•0506 

18-45 

•0483 

18-61 

•130 

•0461 

19-23 

•0439 

19-35 

•125 

•0418 

20-06 

•0398 

20-14 

•120 

•0377 

20-95 

•0359 

20-98 

•115 

•0339 

21-89 

•0322 

21-88 

•110 

•0303 

22-88 

•0288 

22-82 

•105 

•0269 

23*95 

•0257 

23*83 

•100 

*0238 

25-10 

•0227 

24-94 
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:|8. From this table we see that it is possible to have the 
same imms of an ideal Boylean gas {^mjEBa'^ 21*9) distributed 
lo twoi ilifforeiit equilibrium conditions within a given sphere 
10 r = lloi. We see also that in all smaller spheres the mass 
hm iiiereaseti and in greater spheres it has decreased, through 
the ahemtiim of density at the centre from 1 to 1*21. Indeed, 
whrii we trmv the changes in the condition of any stated mass 
ivf a Bovlt-an gcks m its central density ideally increases from very 
sinall to veiy great values, we find that its radius diminishes till 
a ct rtaiii central density has been reached, after which it increases 
till it Wn!ii€« infinite. 

Sfi By taking any two values of G in equation (26) above. 
Mid ounparing the two solutions thus obtained as in § 37, it may 
W verified that results similar to those found in the case of a 
mass of an ideal Boylean gas, are found also in the case of a 
tiiiite mass of any gas for which a: > 3, or/t < 1-J; while for any 
hiiitt’ niiiss of a gas for which a: < 3, an increase in the density at 
the centre is always accompanied hy a decrease in the radius of 
the shell cmclosiiig the mass in equilibrium. These differences in 
the behavioiir of the Boylean gas from that of gases for which 
€ < 3, and the resemblances of the Boylean gas and of gases for 
which ir>3 (of which it may be regarded as the limiting case, 

X * X K become of interest when we come to the question of the 
piteibility of equilibrium of a mass of gas which is gradually 
losing energy hy radiation into space. The result found above 
that there are two equilibrium conditions of a mass of any gas 
for w hieh k > 3, and one equilibrium condition of a mass of any 
gm$ for which /c< 3, within a given sphere, makes it desirable to 
iiivestigate the nature of the equilibrium in each case, and leads 
im 14). the consideration of the energy required to maintain a mass 
of gM in c^iuilibrium, within a sphere of radius jR, in balancing 
the eondensiag influent of gravity. 

m. Ut denote the thermal capacity at constant volume 
of the |»rti€ular gas considered. The energy within unit volume 
cl the gm m tempemture t m and the total energy/ 

witMn a sphere of r«iuis- J2, is given by 
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By using equation (6), and then integrating by parts, we obtain 


7 = 


4i7rK^ 


fB 

I drr^p' 
Jo 


4i7rKy 


3 1 


drr^ - 


dp 


dr 


...(43); 


and since p = 0 at the outer boundary of the sphere and r = 0 at 
the centre, we have 


7=- 


4i7rKv r-® 


drr^^ 

dr 


(44). 


Substituting now the expression given for — dpjdr in the equation 
of hydrostatic equilibrium (34), we obtain finally 

.(45). 

41. The work which is done by the gravitational attraction 
of the matter within any layer of gas 4i7rr^pdr in bringing that 
layer, from an infinite distance to its final position in the sphere is 
given by 

dw ^ 4i7rr^p dr, gr .(46); 

and the work done by gravity in collecting the whole sphere of 
radius R is therefore 

If = 4*77 I drr^gp == / dm — .(47). 

j 0 J 0 ^ 


42. From equations (45) and (47) we obtain, as the ratio 
of the intrinsic energy within the sphere of gas to the work done 
by gravity in collecting the whole mass from an infinite distance. 


W^3S 


(48). 


If Kp be the specific heat of the gas at constant pressure, we 
have S = Kp— Kv> and equation (48) may now be written in the 
form 

^ __1_ 

W’^S(Kp^K,) 3 (^ - 1) 3 . 

43. According to this theorem, it is convenient to divide 
gases into two species: species P, gases for which the ratio (k) 
of thermal capacity pressure constant to thermal capacity volume 
constant is greater than 1J; species Q, gases for which k is less 
than 1|-. And the theorem expressed mathematically in equations 
(48) and (49) may be stated thus:—'' A spherical globe of gas, 
given in equilibrium, with any arbitrary distribution of temperature 

18 


K . V. 
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having isothermal surfaces spherical, has less heat if the gas is of 
species P, and more heat if of species Q, than the thermal equi¬ 
valent of the work which would be done by the mutual gravitational 
attraction between all its parts, in ideal shrinkage from an infinitely 
rare distribution of the whole mass to the given condition of 
density*.” 

44. It is easy to show from the theorem of §§ 42, 43 that 
the equilibrium of a globe of Q gas is essentially unstable. Let 
us first suppose for a moment that by a slight disturbance of the 
equilibrium condition the ratio //IT for the globe of Q gas 
becomes greater than that required for equilibrium by equation 
(49). Unless the excess of internal energy were quickly radiated 
away, the repulsive force which the globe of gas possesses by 
virtue of its internal energy would more than balance the con¬ 
densing influence of gravity, and the globe would tend to expand. 
Since the internal energy lost in expansion is exactly equivalent 
to the work done against gravity, we see that the ratio 1/W 
would continue to increase and the globe would become farther 
from an equilibrium condition than before. The expansion of the 
globe would therefore go on at an ever increasing speed till the 
density of the gas becomes infinitely small throughout. 

If, on the other hand, through a slight disturbance of the 
equilibrium condition, the ratio IjW becomes less than that 
required for equilibrium, the globe of gas would in this case tend 
to contract. The increase in the internal energy due to any 
slight condensation would be exactly equal to the thermal 
equivalent of the work done by gravitation; and the ratio I/W 
would therefore go on diminishing instead of increasing, as it 
would require to do if the gas is to be restored to a condition of 
equilibrium. 

45. '‘From this we see that if a globe of gas Q is given in a 
state of equilibrium, with the requisite heat given to it no matter 
how, and left to itself in waveless quiescent ether, it would, through 
gradual loss of heat, immediately cease to be in equilibrium, and 
would begin to fall inwards towards its centre, until in the central 
regions it becomes so dense that it ceases to obey Boyle’s Law; 
that is to say, ceases to be a gas. Then, notwithstanding the 

* Quoted from “ On Homer Lane^s Problem of a Spherical Gaseous Nebula,” 
Mature, Feb. 14, 1907. 


1908 ] PEOBLEM OF A SPHERICAL GASEOUS NEBULA 


275 


above theorem, it can come to approximate convective equilibrium 
as a cooling liquid globe surrounded by an atmosphere of its own 
vapour^.” 

46. But if, after being given in convective equilibrium as in 
§ 45, heat be properly and sufficiently supplied to the globe of Q 
gas at its centre, the whole gaseous mass can be kept in the 
condition of convective equilibrium. 


j47. The theorem of §§ 42, 43 is given by Professor Perry on 
page 252 of Nature for July 13, 1899; and in the short article 
'‘On Homer Lane's Problem of a Spherical Gaseous Nebula," 
published in Nature, Pebruary 14, 1907,1 have referred to it as 
Perry’s theorem. Since this was written, however, I have found 
the same theorem given by A. Ritter on pp. 160—162 of 
Wiedemann's Annalen, Bd. 8, 1879, with the same conclusion 
from it as that stated in § 44 above, namely, that when k<l^ the 
equilibrium of the spherical gaseous mass is unstable. 


48. In the theorem of Ritter and of Perry, given in § 42, 
convective equilibrium is not assumed. For the purposes of our 
problem, indicated in § 21, it is desirable to obtain expressions for 
the energy and the gravitational work of a mass M in equilibrium 
with a stated density at its centre, in terms of the notation of 
§§ 23—25 above. Thus, taking as our solution with central 
temperature G (equation 26), 

t = G@(z) .(50), 

where z = r = 


and where cr is given in terms of the Adiabatic Constant, A, by 
(22); we have from equations (25) and (50) 


m (a: + 1) SaC 


&(z) 


(51), 


and by differentiating this we obtain 

^ (ji+i) (,) dz 


(52). 


* Quoted from “ On Homer Lane's Problem of a Spherical Gaseous Nebula," 
Nature, Feb. 14, 1907. 


18~~2 
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49. With these values of t and dm substituted in the third 
member of equation (42), the expression for the internal energy, % 
of the gas within a sphere of radius r becomes 


^ 0 




f dz®\z)%{z),..{b?>), 

J z 


By putting {£) = — [@ {z)Y\z^ in this, and then integrating by 
parts as in § 40, equation (43), we may write i in the form 


.( 54 .). 

Similarly, from the third member of (47), with the values of m 
and dm given in (51) and (52) above, we obtain the following 
expression for the gravitational work, Wy done in collecting the 
gas within a sphere of radius r from infinite space 


■[© {z)Y^^ 
3-s^ 


+ 


/t 4-1 


J Z 




w 


= dz^^-^&{z) ...(55). 


It is easy to verify from these equations for i and w that with 
8 = Kp — K.„, a.s in § 42, 

^ + 3 w .(56). 


50. For the complete mass of gas, M, which can he in con¬ 
vective equilibrium under the influence of its own gravitation 
only, with central temperature O, we have the following results: 


with 


M_(K + l)S<rC . 

£ --^''(S).(57); 

=- — .(58); 

I =- &(z)...(59); 

- 1^ ...(60); 

^ ~ ..t(22) repeated]. 
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The two equations (59) and (60) give as before 

I 

w~s . 


(61). 


51. The equations of §§ 48—50, with equation (19), give the 
solution of Homer Lane’s problem for all values of k for which 
the function ( 2 ) and its derivative ( 2 ) have been completely 
determined, namely for /c = 1 and /c = 5, referred to in §§ 28, 29 
above, and for the values 1*5, 2*5, 3, 4, for which the Homer Lane 
functions and their derivatives are given in the Appendix to the 
present paper (Tables 1.—IV.). It is important to remark that 
these equations indicate clearly the critical case /^ == 3, and that 
they also reveal some interesting peculiarities of the case k = 5; 
which we have found to be the smallest value of jc for which a 
finite mass of gas is unable to arrange itself in equilibrium within 
a finite boundary (see §§ 27, 29). 

Equation (57) shows that in spherical nebulas for whose gaseous 
stuff a: = 3 the total mass of any gas which can exist in the equi¬ 
librium condition corresponding to a definite central temperature, 
when so distributed throughout its whole volume that the tem¬ 
perature and density at every point are related to each other in 
accordance with a chosen value of the adiabatic constant A, can 
also be brought into the equilibrium condition corresponding to 
any smaller central temperature, through gradual loss of energy, 
without disturbing the relation of temperature and density at 
any point of the mass. 

Equations (59) and (60) show that in spherical gaseous nebulas 
for whose gaseous stuff /c = 5 the total internal energy, and the 
gravitational work, corresponding to each equilibrium distribution 
of gas, has the same value, whatever be the central temperature 
or total mass, provided temperature and density at each point 
within the mass are related to each other in accordance with the 
same value of the adiabatic constant in each case. 


62. We may now apply the above equations to obtain the 
complete solution of our problem of § 21:—to determine for any 
spherical gaseous nebula of given mass, initially in convective 
equilibrium, exactly what its radius was, what its central tem¬ 
perature and density were, and what were the temperature and 
density at any distance from the centre, at the time when a 
stated quantity of heat has been radiated into space. Looking 
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to equation (57), we see that throughout all approximate equili¬ 
brium conditions of a constant total mass the relation 


cr(7-i('c-3) = ^ (a constant) .(62) 

holds: and, with this condition, equation (51) shows that, during 
the gradual loss of heat from the nebula, the value of ^ for each 
stated mass m, concentric with the boundary, is constant, 
have accordingly for the mass m 

r ^ z'C . 


We 


r = - 


.(63), 


where G varies slowly as time goes on. If we suppose G^ to be 
the initial central temperature of the nebula, and G^ its central 
temperature after a quantity of heat H. has been lost by radiation, 
by applying (62) in the equations given above, we easily find 
(with suffixes 1 and 2 referring to the initial and final conditions 
respectively) the following results: 


.(64); 


t-%- 

P^- pi 




Oi ; 

p2} P\^ ^2> ^If 

all refer to points 


surface enclosing a stated mass m. The total heat lost by radiation 
may now be written 

(F,- F,)-(/,-/,) = - /,) ...(65); 

and for an infinitesimal change in the condition of the whole mass 
at any time this becomes 

8J3- = ^(F-/) .(66). 


53. These are interesting results. Eemembering that 
/i = /c/3.Tfi,we see by(65) and (66) that the central temperature 
of a globe of gas P in equilibrium increases, through gradual loss 
of heat by radiation into space. We then see also by (64) that 
the internal energy of a globe of gas P, continuing in a condition 
of approximate equilibrium while heat is being radiated away 
across its boundary, would go on increasing, and the work done 
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by the mutual gravitation of its parts would go on increasing, till 
the gas in the central regions became too dense to obey Boyle’s 
Law. At the same time the radius of the globe would diminish. 
In other words, the repulsive power which the globe of gas P 
possesses by virtue of its internal energy, while in approximate 
equilibrium, is, owing to gradual loss of energy by radiation, at 
each instant just insufficient to exactly balance the attractive 
force due to the mutual gravitation of its parts. The globe is 
therefore compelled to contract: and, as the heat due to the 
contraction is not radiated away so quickly as it is produced, the 
shrinkage of the globe is accompanied by augmentation of its 
internal energy. 

In figures 1 and 2 curves are shown illustrating five successive 
stages, numbered 1, 2, 3, 4, 5 respectively, in the history of a 
constant mass of any monatomic gas («= 1*5 ; /r = 1|-) in approxi- 



Pig. 1 . TiRi, T 2 B 2 , Ts R 3 , nB,, 

are temperature curves for a constant 
mass of monatomic gas in equili¬ 
brium, at five stages of its history, 
numbered 1, 2, 3, 4, 5, in order of 
time, while it is losing heat by radia¬ 
tion into space. 



Fig. 2. DiRit D 2 B 2 iD^ItsfD 4 ,R 4 .jD^Bi^ 
are density curves, corresponding 
respectively to the temperature 
curves Ti jBi, B^^ Tz B 3 , ^4 R 4 , 
Pfi R 5 , of figure 1 . 
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mate convective equilibrium while heat is being radiated from it 
into space. The abscissas represent distance from the centre. 
The ordinates in figure 1 represent temperature reckoned from 
absolute zero; OTj...OTb being proportional to 1, 1-052, 1*108, 
1*169, 1*235: figure 2 gives the corresponding density curves. 

54. The remarkable result we have arrived at for P gases 
(for which alone, as we have seen, convective equilibrium can be 
realised), that the internal energy of a given mass in approximate 
convective equilibrium increases through gradual loss of heat by 
radiation into space, was first suggested as a possibility by Homer 
Lane; the suggestion being given in his paper referred to in § 2. 
To understand it more fully, go back to equation (62), and observe 
that in the case of P gases a is continually diminishing, while the 
globe is shrinking through loss of heat. The adiabatic constant 

which determines the relation between temperature and density 
throughout the fluid at any instant, must therefore also continually 
diminish as time goes on [see (22) above]. Thus, we find from 
equation (19) that, although the density and temperature of the 
gas near the centre of the sphere are increasing, as we see from 
figures 1 and 2, and the total energy is increasing, in reality the 
temperatures at places of the same density are continually 
diminishing. And this diminution of temperature at places of 
the same density causes a diminution of the elastic resistance 
of the gas to compression which allows the gravitational forces to 
effect a contraction of the gaseous mass. 

55. It seems certain that, as the condensation illustrated in 
figures 1 and 2 continues with increasing total energy, a time 
must come when the resistance to compression of the matter in 
the central regions must become much more than in accordance 
with the laws of perfect gases; and after that occurs, the cooling 
at the surface, with continual mixing of cooled fluid throughout 
the interior mass, must ultimately check the process of becoming 
hotter in the central regions, and bring about a gradual cooling of 
the whole mass. 

56. The application of the above theory of approximate 
convective equilibrium to the sun, regarded as a mass of matter 
in the monatomic state, requires that the law” of increase of 
density fi:om the surface inwards should be such that the density 
at the centre is about six times the mean density (see Appendix, 
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§ 16). The mean density of the sun is about 1*4, the density of 
water being taken as unity. From this fact itself it seems certain 
that the sun is not gaseous as a whole. Disregarding, therefore, 
the high velocities which we know to exist in portions of the sun’s 
atmosphere, and which are, according to the definition given in 
§ 3, inconsistent with a condition of convective equilibrium, we 
are still forced to conclude that Homer Lane’s exquisite mathe¬ 
matical theory gives no approximation to the present condition of 
the sun, because of his great average density. '"This was empha¬ 
sised by Professor Perry in the seventh paragraph, headed 'Gaseous 
Stars,’ of his letter to Sir Norman Lockyer on 'The Life of a Star’ 
{Nature, July 13,1899), which contains the following sentence: 

'It seems to me that speculation on this basis of perfectly 
gaseous stuff ought to cease when the density of the gas at the 
centre of the star approaches 0*1, or one-tenth of the density of 
ordinary water in the laboratory*.’” 

57. According to a promise in the 1887 paper to the Philo¬ 
sophical Magazine "On the equilibrium of a gas under its own 
gravitation only,” I now give examples of the application of this 
theory of convective equilibrium to spherical masses of argon and 
of nitrogen; choosing, for illustration, amounts of matter equal to 
masses of the sun, earth, and moon, with density at the centre OT 
in each case. 


Assuming t = (7@ .(67) 

as the solution of (24), which gives central density O'l, we find 
from equation (19) 

fSCy 


0-1 = (■ 


a) 


•(68); 


and, as in this case we suppose the total mass AT of the nebula to be 
known, we can determine G by applying equation (25) above. Thus 




(69), 


where q denotes the value of x for which («) = 0. Eliminating 
A and er by means of equations (22) and (68), we obtain 



* Quoted from “ On Homer Lane’s Problem of a Spherical Gaseous Nebula,” 
Nature, Feb. 14, 1907. 
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From equations (68) and (22) we can determine the following 
expressions for A and cr: 


K—O ^ 

r •! /M\^ 

.(71), 


/c-3 


^(eS) 


r 1 ^ *1 ^ /M\^ 

= (J) 1-366 [r366.e'.(?)J ...(72). 

The radius of the outer boundary of the nebula is given by 

B = a-/a^, where = ? .(73), (74). 


We have therefore which, by means of equations 

(70) and (72), may be written in the form 


- = 2-6527 
e 




(75). 


For argon we have i = lf, or k—V5; and 5*767 kilo¬ 
metres; and for nitrogen we have &=1*4, or /c = 2*5; and 
5=8*256 kilometres. With these values of S and k, inserted 
in the above formulas, we obtain the results shown in the 
following table: 


Matter in 
nebula 

Total 

mass, 

that 

of 

Central 

density 

Central tem¬ 
perature in 
Centigrade 
degrees 
above abso¬ 
lute zero 

Central 
pressure in 
metric tons 
per sq. 
kilometre 

Radius of 
boundary 
in 

kilometres 

Adiabatic 

Constant 

in 

kilometres 

Argon 

Sun 

.1 

1-105 xlO« 

2-33x10** 

3-04x10“ 

1-08x10* 


Earth 

*1 

2%342xlO< 

4*95xl0*« 

4-42x10* 

2-30x103 

?? 

Moon 

•1 

1-243x103 

2-63x10® 

1 -02x10* 

1-22x103 

Kitrogen 

Sun 

*1 

6-383x103 

1-92 X10** 

4-79 X 10“ 

4-82 X 10“ 


Earth 

•1 

1-353x10* 

4-07 X 10*0 

6-97 x 10* 

1-02x103 


Moon 

*1 

7-185x103 

2-16x10“ 

1-61x10* 

54-3 


58. The curves of figures 3 and 4 represent temperature and 
density at different distances from the centres of nebulas for which 
fc has the values 1*5, 2*5, 3, and 4. The temperature curves are 
drawn from the numbers given in the third columns of Tables 
I.—IV. of the Appendix: the density curves, from the numbers 
given in the fourth columns. With properly chosen scales of 
ordinates and abscissas, the curves shown may represent the 
condition of any gaseous mass, corresponding to any of the 
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solutions (26) above. ■ Thus, with scales so chosen that 
= and OT—C, each curve, represents 

the temperature reckoned from absolute zero; and with 
OJ)^ = (SCIAy, each curve JD^R^, represents the density, in a 
aobula composed of gas for which k has one of the values given 
a.t>ove, when the central temperature is 0. 



ig. 3. T Ri-s is the curve of tempera¬ 
ture, and Di-n Ri-q is the curve of 
density, for a monatomic gas 
(7c=l|). T R 2 - 6 > and -^2-6 
corresponding curves for a diatomic 
gas (A: = 1-4). 



Fig. 4. T Rz is the curve of tempera¬ 
ture, and Rz Rn is curve of 
density, for a gas for which &= 1 J. 
T Ri and P 4 R 4 are corresponding 
curves for a gas for which A:= IJ. 


Each curve shown meets the axis of i2 at a finite angle; this 
ag-le being 90 small for the deasity curves that they appear to 
leet OR tangentially. 


APPENDIX. 

By Geoege Gbebn. 

[From Edmb. Roy.’Soc. Proc. Vol. xxviii. 1908, pp. 289—302; 
Phil. May. Vol. xvi. July 1908, pp. 10—23.] 
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162. Note on Gravity and Cohesion. 


[From Edinh. Roy, Soc. Proc. Yol. iv. [read April 21, 1862], pp. 604—606; 
Edinh. Few Phil. Journ. Vol. xvi. 1862, pp. 146—148; Popular Lectures., 
Vol. I. pp. 59—63.] 


163. Voltaic Potential Differences and Atomic SizEvS. 

[From Marichester Phil, JSoc. Proc, Yol. ix. [March 22, 1870], pp. 136—141 ; 
Les Mondes, Yol. xxn. 1870, pp. 701—708, Vol. xxvir. 1872, pp. 616— 
623; Annal. Chem. Pharm. Vol. CLVii. 1871, pp. 54—66; Amer, Journ. 
Eci. Vol. L. (2iid ser.) 1870, pp. 258—261; Nature., Vol. ii. May 19, 1870, 
pp. 56, 57.] 

The following extract of a letter, dated March 21, 1870, from 
Sir Wm. Thomson, D.C.L., F.R.S., Hon. Member of the Society? 
to the President, [Dr Joule,] was read:— 

I have now at last got into good working order measurements 
of electrostatic capacity (which, perhaps, you may remember I was 
working on the first time you ever came to see me,* and more or 
less almost ever since). I have two students of last year, junior 
assistants in my laboratory, measuring electrostatic capacities of 
condensers, and variations of specific inductive capacities of 
dielectric, with sensibility of per cent., and with constancy in 
spite of accidental variations, generally within J or ^ per cent. 

* See also Baltimore Lectures, 1904 , •passim. 
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My occupation on the Kinetic Theory of gases has led me at 
last to come to definite terms as to the size of molecules. Ever 
since about the first year of my professorship I have taught rny 
students that Cauchy's theory of Dispersion proves heterogeneous¬ 
ness, or molecular structure, to become sensible in contiguous 
portions of glass or water, of dimensions moderately small in 
comparison with the wave lengths of ordinary light. I have 
spoken to you also, I think, of the argument deducible from the 
contact electricity of metals. This, I now find, proves a limit to 
the dimensions of the molecules in metals quite corresponding to 
that established for transparent solids and liquids by the dynamics 
of dispersion. In experiments made about ten years ago, of which 
a slight sketch is published in the Proceedings of the Literary 
and Philosophical Society of Manchester, I found that a plate of 
zinc and a plate of copper kept in metallic connection with one 
another (by a fine wire or otherwise) act electrically upon electrified 
bodies in their neighbourhood, and upon one another, as they 
would if they were of the same metal and kept at a difference of 
potentials equal to about three-quarters of that produced by a 
single cell of DanielFs. Hence, and from my measurement of the 
electrostatic effects of a DanielFs battery, published in the 
Proceedings of the Royal Society, for February and April, 1860, 
I find that plates of zinc and copper held parallel to one another 
at any distance, i), apart which is a small fraction of the linear 
dimensions of their opposed surfaces, and kept in metallic com¬ 
munication with one another, exercise a mutual attraction 
equal to 

2 X X grammes weight. 

Hence if they were allowed to approach from any greater distance, 
D', to the distance i), the work done by their mutual attraction is 

2 X 10”^^ X centimetre grammes; 

which, if D is very small in comparison with is very approxi¬ 
mately equal to 

2xlO~'"xA/i). 

Now suppose a pile to be made of a great number {N -f 1) of 
very thin plates alternately of zinc and copper, kept in metallic 
connection while they are brought towards one another. Let 
their positions in the pile be parallel, with narrow spaces inter- 
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veiling. For simplicity let the thickness of each metal plate and 
intervening space be D. The whole work done will be 

2 X 10-'» X NA/R 

The whole mass of the pile (if we neglect that of one of the end 
plates) is 

IfADp, 

where p denotes the mean of the densities of zinc and copper. 
Hence, if h be the height to which the whole mass must be raised 
against a constant force equal to its weight at the earth's surface, 
to do the same amount of work, we have 

NADph == 2 X X NAjD, 

which gives A = 2 x 

or, as p = 8, nearly enough for the present rough estimate, 

A = l/(200000i))l 

Hence if 

D == centimetre, A = 1 centimetre. 

The amount of energy thus calculated is not so great as to afford 
any argument against the conclusion which general knowledge of 
divisibility, electric conductivity, and other properties of matter 
indicates as probable: that, down to thicknesses of ^ 

centimetre for the metal plates and intervening spaces, the contact 
electrification, and the attraction due to it, follow with but little 
if any sensible deviation the laws proved by experiment for plates 
of measurable thickness with measurable intervals between them. 
But let D be a two-hundred-millionth of a centimetre. If the 
preceding formulae were applicable to plates and spaces of this 
degree of thinness we should have 

A = 1,000,000 centimetres or 10 kilometres. 

The thermal equivalent of the work thus represented is about 
248 times the quantity of heat required to warm the whole mass 
(composed of equal masses of zinc and copper) by I"* Cent. This 
is probably much more than the whole heat of combination of 
equal masses of zinc and copper melted together. For it is not 
probable that the compound metal when dissolved in an acid 
would show anything approaching to so great a deficiency in the 
heat evolved below that evolved when the metallic constituents 
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are separately dissolved^, and their solutions mixed; but the 
experiment should be made. Without any such experiment how¬ 
ever we may safely say that the fourfold amount of energy indicated 
by the preceding formula, for a value of D yet twice as small, is* 
very much greater than any estimate which our present knowledge 
allows us to accept for the heat of combination of zinc and copper. 
For something much less than the thermal equivalent of that 
amount of energy would melt the zinc and copper; and therefore 
if in combining they generated by their mutual attraction any 
such amount of energy, a mixture of zinc and copper filings would 
rush into combination (as the ingredients of gunpowder do) on 
being heated enough in any small part of the whole mass to melt 
together there. Hence we may infer that the electric attraction 
between metallically-connected plates of zinc and copper of only 
ir(jiruhjwj^ of a centimetre thickness, at a distance of only 
^ centimetre asunder must be greatly less than that 
calculated from the magnitude of the force and the law of its 
variation observed for plates of measurable thickness, at measur¬ 
able distances asunder. In other words, plates of zinc and copper 
so thin as a four-hundred-millionth of a centimetre, and placed at 
as short a distance as a four-hundred-millionth of a centimetre 
from one another, form a mixture closely approaching to a molecular 
combination, if indeed plates so thin could be made without 
splitting atoms. 

Wishing to avoid complication,'! have avoided hitherto noticing 
one important question as to the energy concerned in the electric 
attraction of metallically connected plates of zinc and copper. Is 
there not a change of temperature in molecularly thin strata of 
the two metals adjoining to the opposed surfaces, when they are 
allowed to approach one another, analogous to the heat produced 
by the condensation of a gas, the changes of temperature produced 
by the application of stresses to elastic solids which you have 
investigated experimentally, and the cooling effect I have proved 
to be produced by drawing out a liquid film which I shall have 
to notice particularly below I Easy enough experiments on the 
contact electricity of metals will answer this question. If the 
contact-difference diminishes as the temperature is raised, it will 
follow from the Second Law of Thermodynamics, by reasoning 


Will you try this experiment ? You would easily make a good thing of it. 
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precisely corresponding with that which I applied to the liquid 
film in my letters to you of February 2 and February 3, 1858^, 
that plates of the two metals kept in metallic communication and 
allowed to approach one another will experience an elevation of 
temperature. But if the contact difference increases with tern- 
perature, the effect of mutual approach will be a lowering of 
temperature. On the former supposition, the diminution of 
intrinsic energy in quantities of zinc and copper, consequent on 
mutual approach with temperature kept constant, will be greater, 
and on the latter supposition less, than I have estimated above. 
Till the requisite experiments are made, farther speculation on 
this subject is profitless: but whatever be the result, it cannot 
invalidate the conclusion that a stratum of Ymruumu ^ centi¬ 
metre thick cannot contain in its thickness many, if so much as 
one, molecular constituent of the mass. 

Besides the two reasons for limiting the smallness of atoms or 
molecules which I have now stated, two others are afforded by 
the theory of capillary attraction, and Clausius’s and Maxwell’s 
magnificent working out of the Kinetic theory of gases. 

In my letters to you already referred to, I showed that the 
dynamic value of the heat required to prevent a bubble from 
cooling when stretched is rather more than half the work spent 
in stretching it. Hence if we calculate the work required to 
stretch it to any stated extent, and multiply the result by f, we 
have an estimate, near enough for my present purpose, of the 
augmentation of energy experienced by a liquid film when stretched 
and kept at a constant temperature. Taking *08 of a gramme 
weight per centimetre of breadth as the capillary tension of a 
surface of water, and therefore T6 as that of a water bubble, 
I calculate (as you may verify easily) that a quantity of water 
extended to a thinness of ^ centimetre would, if its 

tension remained constant, have more energy than the same mass 
of water in ordinary condition by about 1,100 times as much as 
suffices to warm it by 1° Cent. This is more than enough (as 
Maxwell suggested to me) to drive the liquid into vapour. Hence 
if a film of ^ centimetre thick can exist as liquid at 

all, it is perfectly certain that there cannot be many molecules in 
its thickness. 



Proceedings of the Royal Society for April, 1858. 
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The argument from the Kinetic theory of gases leads me to 
quite a similar conclusion. 

I need not trouble you with it at present, as I am writing a 
short sketch of those of the results of Maxwell and Clausius which 
I use in it, to form part of an article on the Size of Atoms for 
Nature. 


On the Size op Atoms. 

[From Nature^ Vol. i. March 31, 1870, pp. 551—553; Amer. Jowrn. ScL 
Vol. L. 1870, pp. 38—44. Heprinted in Thomson and Tait’s Nattiral 
Philosophy^ Part ir. pp. 495—602.] 

The idea of an atom has been so constantly associated with 
incredible assumptions of infinite strength, absolute rigidity, 
mystical actions at a distance, and indivisibility, that chemists and 
many other reasonable naturalists of modern times, losing all 
patience with it, have dismissed it to the realms of metaphysics, 
and made it smaller than ‘'anything we can conceive.'' But if 
atoms are inconceivably small, why are not all chemical actions 
infinitely swift? Chemistry is powerless to deal with this question, 
and many others of paramount importance, if barred by the hardness 
of its fundamental assumptions, from contemplating the atom as a 
real portion of matter occupying a finite space, and forming a not 
immeasurably small constituent of any palpable body. 

More than thirty years ago naturalists were scared by a wild 
proposition of Cauchy’s, that the familiar prismatic colours proved 
the "sphere of sensible molecular action” in transparent liquids 
and solids to be comparable with the wave-length of light. The 
thirty years which have intervened have only confirmed that 
proposition. They have produced a large number of capable 
judges; and it is only incapacity to judge in dynamical questions 
that can admit a doubt of the substantial correctness of Cauchy's 
conclusion. But the "sphere of molecular action” conveys no very 
clear idea to the non-mathematical mind. The idea which it 
conveys to the mathematical mind is, in my opinion, irredeemably 
false. For I have no faith whatever in attractions and repulsions 
acting at a distance between centres of force according to various 

19 


K. V. 
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laws. What Cauchy’s mathematics really proves is this: that in 
palpably homogeneous bodies such as glass or water, contiguous 
portions are not similar when their dimensions are moderately 
small fractions of the wave-length. Thus in water contiguous 
cubes, each of one one-thousandth of a centimetre breadth are 
sensibly similar. But contiguous cubes of one ten-millionth of a 
centimetre must be very sensibly different. So in a solid mass 
of brickwork, two adjacent lengths of 20,000 centimetres each, may 
contain, one of them nine hundred and ninety-nine bricks and 
two half bricks, and the other one thousand bricks: thus two 
contiguous cubes of 20,000 centimetres breadth may be considered 
as sensibly similar. But two adjacent lengths of forty centimetres 
each might contain one of them, one brick, and two half bricks, 
and the other two whole bricks; and contiguous cubes of forty 
centimetres would be very sensibly dissimilar. In short, optical 
dynamics leaves no alternative but to admit that the diameter 
of a molecule, or the distance from the centre of a molecule to the 
centre of a contiguous molecule in glass, water, or any other of 
our transparent liquids and solids, exceeds a ten-thousandth of 
the wave-length, or a two-hundred-millionth of a centimetre. 

By experiments on the contact electricity of metals made eight 
or ten years ago, and described in a letter to Dr Joule, which was 
published in the Proceedings of the Literary and Philosophical 
Society of Manchester, I found that plates of zinc and copper 
connected with one another by a fine wire attract one another, as 
would similar pieces of one metal connected with the two plates 
of a galvanic element, having about three-quarters of the electro¬ 
motive force of a Daniell’s element. 

Measurements published in the Proceedings of the Royal 
Society for 1860 showed that the attraction between parallel 
plates of one metal held at a distance apart small in comparison 
with their diameters, and kept connected with such a galvanic 
element, would experience an attraction amounting to two ten- 
thousand-millionths of a gramme weight per area of the opposed 
surfaces equal to the square of the distance between them. Let 
a plate of zinc and a plate of copper, each a centimetre square 
and a hundred-thousandth of a centimetre thick, be placed with 
a corner of each touching a metal globe of a hundred-thousandth 
of a centimetre diameter. Let the plates, kept thus in metallic 
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communication with one another be at first wide apart, except at 
the corners touching the little globe, and let them then he gradually 
turned round till they are parallel and at a distance of a hundred- 
thousandth of a centimetre asunder. In this position they will 
attract one another with a force equal in all to two grammes 
weight. By abstract dynamics and the theory of energy, it is 
readily proved that the work done by the changing force of 
attraction during the motion by which we have supposed this 
position to be reached, is equal to that of a constant force of two 
grammes ^veight acting through a space of a hundred-thousandth 
of a centimetre; that is to say, to two hundred-thousandths of a 
centimetre gramme. Now let a second plate of zinc be brought 
by a similar process to the other side of the plate of copper; a 
second plate of copper to the remote side of this second plate of 
zinc, and so on till a pile is formed consisting of 50,001 plates of 
zinc and 50,000 plates of copper, separated by 100,000 spaces, 
each plate and each space one hundred-thousandth of a centimetre 
thick. The whole work done by electric attraction in the formation 
of this pile is two centimetre grammes. 

The whole mass of metal is eight grammes. Hence the amount 
of work is a quarter of a centimetre-gramme per gramme of metal. 
Now 4,030 centimetre-grammes of work, according to Joule’s 
dynamical equivalent of heat is the amount required to warm a 
gramme of zinc or copper by one degree Centigrade. Hence the 
work done by the electric attraction could warm the substance by 
only of a degree. But now let the thickness of each piece 
of metal and of each intervening space be a hundred-millionth of 
a centimetre instead of a hundred-thousandth. The work would 
be increased a millionfold unless a hundred-millionth of a centi¬ 
metre approaches the smallness of a molecule. The heat equivalent 
would therefore be enough to raise the temperature of the 
material by 62'’ C. This is barely, if at all, admissible, according 
to our present knowledge, or, rather, want of knowledge, regarding 
the heat of combination of zinc and copper. But suppose the 
metal plates and intervening spaces to be made yet four times 
thinner, that is to say, the thickness of each to be a four hundred 
millionth of a centimetre. The work and its heat equivalent 
will be increased sixteen-fold. It would therefore be 990 times 
as much as that required to warm the mass by 1° Cent., which 
is very much more than can possibly be produced by zinc and 

19—2 
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copper in entering into molecular combination. Were there in 
reality anything like so much heat of combination as this, a mixture 
of zinc and copper powders would, if melted in any one spot, run 
together, generating more than heat enough to melt each through¬ 
out ; just as a large quantity of gunpowder if ignited in any one 
spot burns throughout without fresh application of heat. Hence 
plates of zinc and copper of a three hundred-millionth of a centi¬ 
metre thick, placed close together alternately, form a* near 
approximation to a chemical combination, if indeed such thin 
plates could be made without splitting atoms. 

The theory of capillary attraction shows that when a bubble— 
a soap-bubble for instance—^is blown larger and larger, work is 
done by the stretching of a film which resists extension as if it 
were an elastic membrane with a constant contractile force. This 
contractile force is to be reckoned as a certain number of units 
of force per unit of breadth. Observation of the ascent of water 
in capillary tubes shows that the contractile force of a thin film 
of water is about sixteen milligrammes weight per millimetre of 
breadth. Hence the work done in stretching a water film to any 
degree of thinness, reckoned in millimetre-milligrammes, is equal 
to sixteen times the number of square millimetres by which the 
area is augmented, provided the film is not made so thin that there 
is any sensible diminution of its contractile force. In an article 
‘‘On the Thermal effect of drawing out a Film of Liquid,’’ published 
in the Proceedings of the Royal Society for April 1858,1 have 
proved from the second law of thermodynamics that about half as 
much more energy, in the shape of heat, must be given to the 
film to prevent it from sinking in temperature while it is being 
drawn out. Hence the intrinsic energy of a mass of water in the 
shape of a film kept at constant temperature increases by twenty- 
four millimetre-milligrammes for every square millimetre added 
to its area. 

Suppose then a film to be given with a thickness of a milli¬ 
metre, and suppose its area to be augmented ten thousand and 
one fold: the work done per square millimetre of the original 
film, that is to say per milligramme of the mass, would be 240,000 
millimetre-milligrammes. The heat equivalent of this is more 
than half a degree Centigrade of elevation of temperature of the 
substance. The thickness to which the film is reduced on this 
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supposition is very approximately a ten-thousandth of a millimetre. 
The commonest observation on the soap-bubble (which in con¬ 
tractile force differs no doubt very little from pure water) shows 
that there is no sensible diminution of contractile force by reduction 
of the thickness to the ten-thousandth of a millimetre; inasmuch 
as the thickness which gives the first maximum brightness round 
the black spot, seen where the bubble is thinnest, is only about an 
eight-thousandth of a millimetre. 

The very moderate amount of work shown in the preceding 
estimates is quite consistent with this deduction. But suppose 
now the film to be farther stretched until its thickness is reduced 
to a twenty-millionth of a millimetre. The work spent in doing 
this is two thousand times more than that which we have just 
calculated. The heat equivalent is 1,130 times the quantity 
required to raise the temperature of the liquid by one degree 
Centigrade. This is far more than we can admit as a possible 
amount of work done in the extension of a liquid film. A smaller 
amount of work spent on the liquid would convert it into vapour 
at ordinary atmospheric pressure. The conclusion is unavoidable, 
that a water-film falls off greatly in its contractile force before it 
is reduced to a thickness of a twenty-millionth of a millimetre. 
It is scarcely possible, upon any conceivable molecular theory, that 
there can be any considerable falling off in the contractile force 
as long as there are several molecules in the thickness. It is 
therefore probable that there are not several molecules in a 
thickness of a twenty-millionth of a millimetre of water. 

The kinetic theory of gases suggested a hundred years ago by 
Daniel Bemouilli has, during the last quarter of a century, been 
worked out by Herapath, Joule, Clausius, and Maxwell, to so 
great perfection that we now find in it satisfactory explanations 
of all non-chemical properties of gases. However difficult it may 
be to even imagine what kind of thing the molecule is, we may 
regard it as an established truth of science that a gas consists of 
moving molecules disturbed from rectilineal paths and constant 
velocities by collisions or mutual influences, so rare that the 
mean length of nearly rectilineal portions of the path of each 
molecule is many times greater than the average distance from 
the centre of each molecule to the centre of the molecule nearest 
it at any time. If, for a moment, we suppose the molecules to be 
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hard elastic globes all of one size, influencing one another onb 
through actual contact, we have for each molecule simply a zigzag 
path composed of rectilineal portions, with abrupt changes o; 
direction. On this supposition Clausius proves, by a simph 
application of the calculus of probabilities, that the average lengtl: 
of the free path of a particle from collision to collision bears tc 
the diameter of each globe, the ratio of the whole space in which 
the globes move, to eight times the sum of the volumes of the 
globes. It follows that the number of the globes in unit volume 
is equal to the square of this ratio divided by the volume of a 
sphere whose radius is equal to that average length of free path. 
But we cannot believe that the individual molecules of gases in 
general, or even of any one gas, are hard elastic globes. Any two 
of the moving particles or molecules must act upon one another 
somehow, so that when they pass very near one another they shall 
produce considerable deflexion of the path and change in the 
velocity of each. This mutual action (called force) is different at 
different distances, and must vary, according to variations of the 
distance so as to fulfil some definite law. If the particles were 
hard elastic globes acting upon one another only by contact, the 
law of force would be—zero force when the distance from centre 
to centre exceeds the sum of the radii, and infinite repulsion for 
any distance less than the sum of the radii. This hypothesis, 
with its “hard and fast” demarcation between no force and infinite 
force, seems to require mitigation. Without entering on the 
theory of vortex atoms at present, I may at least say that soft 
elastic solids, not necessarily globular, are more promising than 
infinitely hard elastic globes. And, happily, we are not left 
merely to our fancy as to what we are to accept for probable in 
respect to the law of force. If the particles were hard elastic 
globes the average time from collision to collision would be inversely 
as the average velocity of the particles. But Maxwells experi¬ 
ments on the variation of the viscosities of gases with change of 
temperature prove that the mean time from collision to collision 
is independent of the velocity if we give the name collision to 
those mutual actions only which produce something more than a 
certain specified degree of deflection of the line of motion. This 
law could be fulfilled by soft elastic particles (globular or not 
globular); but, as we have seen, not by hard elastic globes. Such 
details, however, are beyond the scope of our present argument. 



1870 ] 


ON THE SIZE OF ATOMS 


295 


What we want now is rough approximations to absolute values, 
whether of time or space or mass—not delicate differential results. 
By Joule, Maxwell, and Clausius we know that the average velocity 
of the molecules of oxygen or nitrogen or common air, at ordinary 
atmospheric temperature and pressure, is about 50,000 centimetres 
per second, and the average time from collision to collision a five- 
thousand-millionth of a second. Hence the average length of 
path of each molecule between collisions is about ^ centi¬ 

metre. Now, having left the idea of hard globes, according to 
which the dimensions of a molecule and the distinction between 
collision and no collision are perfectly sharp, something of apparent 
circumlocution must take the place of these simple terms. 

First, it is to be remarked that two molecules in collision 
will exercise a mutual repulsion in virtue of which the distance 
between their centres, after being diminished to a minimum, will 
begin to increase as the molecules leave one another. This 
minimum distance would be equal to the sum of the radii, if the 
molecules were infinitely hard elastic spheres; but in reality we 
must suppose it to be very different in different collisions. 
Considering only the case of equal molecules, we might, then, 
define the radius of a molecule as half the average shortest distance 
reached in a vast number of collisions. The definition I adopt 
for the present is not precisely this, but is chosen so as to make 
as simple as possible the statement I have to make of a combination 
of the results of Clausius and Maxwell. Having defined the radius 
of a gaseous molecule, I call the double of the radius the diameter; 
and the volume of a globe of the same radius or diameter I call 
the volume of the molecule. 

The experiments of Cagniard de la Tour, Faraday, Regnault, 
and Andrews, on the condensation of gases do not allow us to 
believe that any of the ordinary gases could be made forty thousand 
times denser than at ordinary atmospheric pressure and tempera¬ 
ture, without reducing the whole volume to something less than 
the sum of the volumes of the gaseous molecules, as now defined. 
Hence, according to the grand theorem of Clausius quoted above, 
the average length of path from collision to collision cannot be 
more than five thousand times the diameter of the gaseous 
molecule; and the number of molecules in unit of volume cannot 
exceed 25,000,000 divided by the volume of a globe whose 
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radius is that average length of path. Taking now the precedii 
estimate, ^ centimetre, for the average length of pa 

from collision to collision we conclude that the diameter of tl 
gaseous molecule cannot be less than ^ centimetr 

nor the number of the molecules in a cubic centimetre of the g 
(at ordinary density) greater than 6 x 10^^ (or six thousand millic 
million million). 

The densities of known liquids and solids are from five hundre 
to sixteen thousand times that of atmospheric air at ordinal 
pressure and temperature; and, therefore, the number of molecule 
in a cubic centimetre may be from 3 x 10^ to 10^^ (that is, fror 
three million million million million to a hundred million millio: 
million million). From this (if we assume for a moment a cubi 
arrangement of molecules), the distance from centre to neares 
centre in solids and liquids may be estimated at from 
^ centimetre. 

The four lines of argument which I have now indicated leac 
all to substantially the same estimate of the dimensions o: 
molecular structure. Jointly they establish with what we cannot 
but regard as a very high degree of probability the conclusion 
that, in any ordinary liquid, transparent solid, or seemingly opaque 
solid, the mean distance between the centres of contiguous mole¬ 
cules is less than the hundred-millionth, and greater than the two 
thousand-millionth of a centimetre. 

To form some conception of the degree of coarse-grainedness 
indicated by this conclusion, imagine a rain drop, or a globe of 
glass as large as a pea, to be magnified up to the size of the earth, 
each constituent molecule being magnified in the same proportion. 
The magnified structure would be coarser grained than a heap of 
small shot, but probably less coarse grained than aheap of cricket- 
balls. 


164. On THE Size of Atoms. 

[From Rot/. ImHtut. Froc. Vol. x. 1884 [Feb. 2, 1883], pp. 185—213; J!^ature, 
Yol. xxvm. Jime 28, 1883, pp. 203—205, July 12, 1886, pp. 250—254, 
July 19, 1883, pp. 274—278. Reprinted in Popular I/ectures, Yol. i. 
pp. 147—217.] 
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165. On the Division of Space with Minimum 
Partitional Area. 

[From Phil. Mag. Vol. xxiv. Dec. 1887, pp. 503—514; Acta Math. 

VoL XL 1887-1888, pp. 121—134.] 

1. This problem is solved in foam, and the solution is interest¬ 
ingly seen in the multitude of film-enclosed cells obtained by 
blowing air through a tube into the middle of a soap-solution in a 
large open vessel. I have been led to it by endeavours to under¬ 
stand, and to illustrate, Green's theory of '‘extraneous pressure" 
which gives, for light traversing a crystal, Fresnel's wave-surface, 
with Fresnel's supposition (strongly supported as it is by Stokes 
and Rayleigh) of velocity of propagation dependent, not on the 
distortion normal, but solely on the line of vibration. It has been 
admirably illustrated, and some elements towards its solution 
beautifully realised in a manner convenient for study and instruc¬ 
tion, by Plateau, in the first volume of his Statique des Liquides 
soumis auw seules Forces Moleculaires. 

2. The general mathematical solution, as is well known, is 
that every interface between cells must have constant curvature* 
throughout, and that where three or more interfaces meet in a 
curve or straight line their tangent-planes through any point of 
the line of meeting intersect at angles such that equal forces in 
these planes, perpendicular to their line of intersection, balance. 
The minimax problem would allow any number of interfaces to 
meet in a line; but for a pure minimum it is obvious that not 

* By “ curvature ” of a surface I mean sum of curvatures in mutually perpen¬ 
dicular normal sections at any point; not Gauss’s **curvatura Integra,” which is 
the product of the curvature in the two “principal normal sections,” or sections of 
greatest and least curvature. (See Thomson and Tait’s Natural Philosophy^ Part i. 

130,136.) 
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more than three can meet in a line, and that therefore, in the 
realisation by the soap-film, the equilibrium is necessarily unstable 
if four or more surfaces meet in a line. This theoretical conclusiox 
is amply confirmed by observation, as we see at every intersectior 
of films, whether interfacial in the interior of groups of soap- 
bubbles, large or small, or at the outer bounding-surface of a group 
never more than three films, but, wherever there is intersection 
always just three films, meeting in a line. The theoretical con¬ 
clusion as to the angles for stable equilibrium (or pure minimun 
solution of the mathematical problem) therefore becomes, simply 
that every angle of meeting of film-surfaces is exactly 120°. 

3. The rhombic dodecahedron is a polyhedron of plane sides 
between which every angle of meeting is 120°; and space car; 
be filled with (or divided into) equal and similar rhombic dodeca- 
hedrons. Hence it might seem that the rhombic dodecahedror 
is the solution of our problem for the case of all the cells equal 
in volume, and every part of the boundary of the group either 
infinitely distant from the place considered, or so adjusted as not 
to interfere with the homogeneousness of the interior distribution 
of cells. Certainly the rhombic dodecahedron is a solution of iht 
minimax, or equilibrium-problem ; and certain it is that no other 
plane-sided polyhedron can be a solution. 

4. But it has seemed to me, on purely theoretical consideration, 
that the tetrahedral angles of the rhombic dodecahedron^, giving) 
when space is divided into such figures, twelve plane films meeting 
in a point (as twelve planes from the twelve edges of a cube 
meeting in the centre of the cube) are essentially unstable. That 
it is so is proved experimentally by Plateau (Vol. 1.1 182, fig. 71) 
in his well-known beautiful experiment with his cubic skeleton 
frame dipped in soap-solution and taken out. His fig. 71 is re¬ 
produced here in fig. 1. Instead of twelve plane films stretched 


* The rhombic dodecahedron has six tetrahedral angles and eight trihedral 
angles. At each tetrahedral angle the plane faces cut one another successively at 
120°, while each is perpendicular to the one remote from it; and the angle between 
successive edges is cos”i or 70° 32'. The obtuse angles (109° 28') of the rhombs 
meet in the trihedral angles of the solid figure. The whole figure may be regarded 
as composed of six square pyramids, each with its alternate slant faces perpendi¬ 
cular to one another, placed on six squares forming the sides of a cube. The long 
diagonal of each rhombic face thus made up of two sides of pyramids conterminous 
in the short diagonal, is ^2 times the short diagonal. 
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inwards from the twelve edges and meeting in the centre of the 
cube, it shows twelve films, of which eight 
are slightly curved and four are plane*, 
stretched from the twelve edges to a small 
central plane quadrilateral film with equal 
curved edges and four angles each of 
109° 28'. Each of the plane films is an 
isosceles triangle with two equal curved 
sides meeting at a corner of the central 
curvilinear square in a plane perpendi¬ 
cular to its plane. It is in the plane 
through an edge and the centre of the 
cube. The angles of this plane curvili¬ 
near triangle are respectively 109° 28', at 
the point of meeting of the two curvilinear 
sides, and each of the two others half of 
this, or 64° 44'. 

5. I find that by blowing gently upon 
the Plateau cube into any one of the 
square apertures through which the little central quadrilateral 
film is seen as a line, this film is caused to contract. If I stop 
blowing before it contracts to a point, it springs back to its 
primitive size and shape. If I blow still very gently but for a 
little more time, the quadrilateral contracts to a point, and the 
twelve films meeting in it immediately draw out a fresh little 
quadrilateral film similar to the former, but in a plane perpen¬ 
dicular to its plane and to the direction of the blast. Thus, again 
and again, may the films be transformed so as to render the little 
central curvilinear square parallel to one or other of the three 
pairs of square apertures of the cubic frame. Thus we see that 
the twelve plane films meeting in the centre of the cube is a 
configuration of unstable equilibrium which may be fallen from in 
three different ways. 

6. Suppose now space to be filled with equal and similar 
ideal rhombic dodecahedrons. Draw the short diagonal of every 
rhombic face, and fix a real wire (infinitely thin and perfectly 
stiff) along each. This fills space with Plateau cubic frames. 



* I see it inadvertently stated by Plateau that all the twelve films are ‘M4g6re- 
ment courb4es.” 
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Fix now, ideally, a very small rigid globe at each of the poin 
of space occupied by tetrahedral angles of the dodecahedrons, an 
let the faces of the dodecahedrons be realised by soap-films. The 
will be in stable equilibrium, because of the little fixed globes 
and the equilibrium would be stable without the rigid diagonal 
which we require only to help the imagination in what follow! 
Let an exceedingly small force, like gravity*, act on all the film 
everywhere perpendicularly to one set of parallel faces of th 
cubes. If this force is small enough it will not tear away th 
films from the globes ; it will only produce a very slight bendin| 
from the plane rhombic shape of each film. Now annul the littL 
globes. The films will instantly jump (each set of twelve whicl 
meet in a point) into the Plateau configuration (fig. 1), with th( 
little curve-edged square in the plane perpendicular to the deter¬ 
mining force, which may now be annulled, as we no longer requin 
it. The rigid edges of the cubes may also be now annulled, as we 
have done with them also; because each is (as we see by symmetry^ 
pulled with equal forces in opposite directions, and therefore is 
not required for the equilibrium, and it is clear that the equilibrium 
is stable without meeting themf. 

* To do for every point of meeting of twelve films what is done by blowing in 
the experiment of § 5. 

t The corresponding two-dimensional problem is much more easily imagined, 
and may indeed be realised by aid of moderately simple appliances. 

Between a level surface of soap-solution and a horizontal plate of glass fixed at 



Eig. 2. 
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7. We have now space divided into equal and similar tetra- 
kaidecahedral cells* by the soap-film; each bounded by 

(1) Two small plane quadrilaterals parallel to one another; 

(2) Four large plane quadrilaterals in planes perpendicular to 
the diagonals of the small ones; 

(3) Eight non-plane hexagons, each with two edges common 
with the small quadrilaterals, and four edges common with the 
large quadrilaterals. 

The films seen in the Plateau cube show one complete small 
quadrilateral, four halves of four of the large quadrilaterals, and 
eight halves of eight of the hexagons, belonging to six contiguous 
cells; all mathematically correct in every part (supposing the film 
and the cube-frame to be infinitely thin). Thus we see all the 
elements required for an exact construction of the complete tetra- 
kaidecahedron. By making a clay model of what we actually see, 
we have only to complete a symmetrical figure by symmetrically 
completing each half-quadrilateral and each half-hexagon, and 
putting the twelve properly together, with the complete small 
quadrilateral, and another like it as the far side of the 14-faced 
figure. We thus have a correct solid model. 

8, Consider now a cubic portion of space containing a large 
number of such cells, and of course a large but a comparatively 
small number of partial cells next the boundary. Wherever fche 
boundary is cut by film, fix stiff wire; and remove all the film 
from outside, leaving the cubic space divided stably into cells by 

a centimetre or two above it, imagine vertical film-partitions to be placed along the 
sides of the squares indicated in the drawing (fig. 2); these will rest in stable 
equilibrium if thick enough wires are fixed vertically through the corners of the 
squares. Now draw away these wires downwards into the liquid; the equilibrium 
in the square formation becomes unstable, and the films instantly run into the 
hexagonal formation shown in the diagram; provided the square of glass is pro¬ 
vided with vertical walls (for which slips of wood are convenient), as shown in plan 
by the black border of the diagram. These walls are necessary to maintain the 
inequality of pull in different directions which the inequality of the sides of the 
hexagons implies. By inspection of the diagram we see that the pull is Tja per 
unit area on either of the pair of vertical waUs which are perpendicular to the short 
sides of the hexagons; and on either of the other pair of walls 2 cos 30° x T/a; 
where T denotes the pull of the film per unit breadth, and a the side of a square in 
the original formation. Hence the ratio of the pulls per unit of area in'the two 
principal directions is as 1 to 1*732. 

* The centres of these ceUs are in cubic order. 
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films held out against their tension by the wire network thus 
fixed in the faces of the cube. If the cube is chosen with its six 
faces parallel to the three pairs of quadrilateral films, it is clear 
that the resultant of the whole pull of film on each face will be 
perpendicular to the face, and that the resultant pulls on the two 
pairs of faces parallel to the greater quadrilaterals are equal to 
one another and less than the resultant pull on the pair of faces 
parallel to the smaller quadrilaterals. Let now the last-mentioned 
pair of faces of the cube be allowed to yield to the pull inwards, 
while the other two pairs are dragged outwards against the pulls 
on them, so as to keep the enclosed volume unchanged; and let 
the wirework fixture on the faces be properly altered, shrunk on 
two pairs of faces, and extended on the other pair of faces, of the 
cube which now becomes a square cage with distance between 
floor and ceiling less than the side of the square. Let the exact 
configuration of the wire everywhere be always so adjusted that 
the cells throughout the interior remain, in their altered configu¬ 
ration, equal and similar to one another. We may thus diminish, 
and if we please annul, the difference of pull per unit area, on the 
three pairs of sides of the cage. The respective shrinkage-ratio 
and extension-ratios, to exactly equalise the pulls per unit area 
on the three principal planes (and therefore on all planes), are 

2-i 2^, as is easily seen from what follows. 

9. While the equalisation of pulls in the three principal 
directions is thus produced, work is done by the film, on the 
moving wire-work of the cage, and the total area of film is 
diminished by an amount equal to W/T, if W denote the whole 
work done, and T the pull of the film per unit breadth. The 
change of shape of the cage being supposed to be performed 
infinitely slowly, so that the film is always in equilibrium through¬ 
out, the total area is at each instant a minimum, subject to the 
conditions 

(1) That the volume of each cell is the given amount; 

(2) That every part of the wire has area edged by it; and 

(3) That no portion of area has any free edge. 

10. Consider now the figure of the ceU (still of course a 
tetrakaidecahedron) when the pulls in the three principal 
directions are equalised, as described in § 8. It must be perfectly 
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isotropic in respect to these three directions. Hence the pair of 
small quadrilaterals must have become enlarged to equality with 
the two pairs of large ones which must have become reduced, in 
the deformational process described in § 8. Of each hexagon 
three edges coincide with edges of quadrilateral faces of one cell; 
and each of the three others coincides with edges of three of the 
quadrilaterals of one of the contiguous cells. Hence the 36 edges 
of the isotropic tetrakaidecahedron are equal and similar plane 
arcs; each of course symmetrical about its middle point. Every 
angle of meeting of edges is essentially 109*^ 28' (to make trihedral 
angles between tangent planes of the films meeting at 120°). 
Symmetry shows that the quadrilaterals are still plane figures; 
and therefore, as each angle of each of them is 109° 28', the 
change of direction from end to end of each arc-edge is 19° 28'. 
Hence each would be simply a circular arc of 19° 28', if its 
curvature were equal throughout; and it seems from the complete 
mathematical investigation of §§ 16, 17,18 below, that it is nearly 
so, but not exactly so even to a first approximation. 

Of the three films which meet in each edge, in three adjacent 
cells, one is quadrilateral and two are hexagonal. 

11. By symmetry we see that there are three straight lines 
in each (non-plane) hexagonal film, being its three long diagonals; 
and that these three lines, and therefore the six angular points 
of the hexagon, are all in one plane. The arcs composing its 
edges are not in this plane, but in planes making, as we shall see 
(§ 12), angles of 54° 44' with it. For three edges of each hexagon, 
the planes of the arcs bisect the angle of 109° 28' between the 
planes of the six corners of contiguous hexagonsand for the other 
three edges are inclined on the outside of its plane of corners, at 
angles equal to the supplements of the angles of 125° 16' between 
its plane of corners and the planes of contiguous quadrilaterals. 

12. The planes of corners of the eight hexagons constitute 
the faces of an octohedron which we see, by symmetry, must be a 
regular octohedron (eight equilateral triangles in planes inclined 
109° 28' at every common edge). Hence these planes, and the 
planes of the six quadrilaterals, constitute a plane-faced tetra¬ 
kaidecahedron obtained by truncating the six corners^ of a regular 

* This figure (but with probably indefinite extents of the truncation ?) is given 
in books on mineralogy as representing a natural crystal of an oxide of copper. 
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octohedron each to such a depth as to reduce its eight original 
(equilateral triangular) faces to equilateral equiangular hexagons. 
An orthogonal projection of this figure is shown in fig. 3. It 
is to be remarked that space can be filled with such figures. 
For brevity we shall call it a plane-faced isotropic tetrakaide- 
cahedron. 

13. Given a model of the plane-faced isotropic tetrakaideca- 
hedron, it is easy to construct approximately a model of the 
minimal tetrakaidecahedron, thus:—Place on each of the six 
square faces a thin plane disk having the proper curved arcs of 
19° 28' for its edges. Draw the three long diagonals of each 
hexagonal face. Fill up by little pieces of wood, properly cut, 
the three sectors of 60° from the centre to the overhanging edges 
of the adjacent quadrilaterals. Hollow out symmetrically the 
other three sectors, and the thing is done. The result is shown 
in orthogonal projection, so far as the edges are concerned, in 
fig. 4; and as the orthogonal projections are equal and similar 




on three planes at right angles to one another, this diagram 
suffices to allow a perspective drawing from any point of view to 
be made by “descriptive geometry.'' 

14. No shading could show satisfactorily the delicate curva¬ 
ture of the hexagonal faces, though it may be fairly well seen on 
the solid model made as described in § 12. But it is shown 
beautifully, and illustrated in great perfection, by making a 
skeleton model of 36 wire arcs for the 36 edges of the complete 
figure, and dipping it in soap-solution to fill the faces with film, 
which is easily done for all the faces but one. The curvature of 
the hexagonal film on the two sides of the plane of its six long 
diagonals is beautifully shown by reflected light. I have made 
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these 36 arcs by cutting two circles, 6 inches diameter, of stiff 
wire, each into 18 parts of 20“ (near enough to 19° 28'). It is 
easy to put them together in proper positions and solder the 
corners, by aid of simple devices for holding the ends of the three 
arcs together in proper positions during the soldering. The 
circular curvature of the arcs is not mathematically correct, but 
the error due to it is, no doubt, hardly perceptible to the eye. 

15. But the true form of the curved edges of the quadri¬ 
lateral plane films, and of the non-plane surfaces of the hexagonal 
films, may be shown with mathematical exactness by taking, 
instead of Plateau’s skeleton cube, a skeleton square cage with 
four parallel edges each 4 centimetres long: and the other eight, 
constituting the edges of two squares each V2 times as long, or 




5*66 centim. Dipped in soap-solution and taken out it always 
unambiguously gives the central quadrilateral in the plane per¬ 
pendicular to the four short sides. It shows with rhathematical 
accuracy (if we suppose the wire edges infinitely thin) a complete 
quadrilateral, four half-quadrilaterals, and eight half-hexagons of 
the minimal tetrakaidecahedron. The two principal views are 
represented in figs, 5 and 6. 

16. The mathematical problem of calculating the forms of 
the plane arc-edges, and of the curved surface of the hexagonal 
faces, is easily carried out to any degree of approximation that 


K. V, 


20 
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may be desired; though it would he very laborious, and not worth 
the trouble, to do so further than a first approximation, as given 
in § 17 below. But first let us state the rigorous mathematical 
problem; which by symmetry becomes narrowed to the con¬ 
sideration of a 60° sector BOB of our non-plane hexagon, bounded 
by straight lines GB, GB\ and a slightly curved edge BEB\ in a 
plane, Q, through BB\ inclined to the plane BOB' at an angle of 
tan”^V2, or 54° 44'. The plane of the curved edge I call Q, 
because it is the plane of the contiguous quadrilateral. The 
mathematical problem to be solved is to find the surface of zero 
curvature edged hy BOB' and cutting at 120° the plane Q all along 
the intersectional curve (fig. 7). It is obvious that this problem 



is determinate and has only one solution. Taking GA for axis 
of X, and z perpendicular to the plane BOB', and regarding ^ 
as a function of x, y, to be determined for finding the form 
of the surface, we have, as the analytical expression of the 
conditions 

——— 4-^Yi 4-^^-n n\- 

dx^\ dy^J dxdydxdy dy^\ dxy 
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j dz^ dz^\ ^ f ,, dz , 

where z = {a — x)\f2 

17. The required surface deviates so little from the plane 
BOB' that we get a good approximation to its shape by neglecting 
dz^jda^, dzjdx .dzjdy, and dz'^jdy^, in (1) and (2), which thus 
become 

V2^ = 0.(3), 

and ~ ^ ~ *094735, where x = a — zIaJ2 .(4), 



denoting (d/dxy + (djdyy. The general solution of (3), in polar 
coordinates (r, (p) for the plane (^, y), is 

S (A cos mcf) + B sin m<f)) .(5), 

where A, jB, and m are arbitrary constants. The symmetry of 
our problem requires jB = 0, and m = 3.(2i + l), where i is any 
integer. We shall not take more than two terms. It seems not 
probable that advantage could be gained by taking more than 
two, unless we also fall back on the rigorous equations (1) and (2), 
keeping dz^^jdci^ &c. in the account, which would require each 
coefficient A to be not rigorously constant .but a function of r. 
At all events we satisfy ourselves with the approximation yielded 
by two terms, and assume 


z = Ar^ cos 3<p + AV cos 9^ .(6) ; 

with two coefficients A, A' to be determined so as to satisfy (4) 
for two points of the curved edge, which, for simplicity, we shall 
take as its middle, E(<j>==0)i and end, jB(^==30°). Now remark 
that, as is small, even at E, where it is greatest, we have, in (4), 
ic == a or r = a sec Thus, and substituting for dzjdx its expression 
in polar (r, coordinates, which is 


dz 

dx 


dz 

= cos <f) • 
dr ^ 


dz 

rd<p 


sin 


in 


we find, from (4) with (6), 


(by case ^ = 0) A + 3a®A'= •031578a-® .(8), 

(and by case = 30°) A - s^^A' = '031578. f. a"®.. .(9); 

20—2 
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whence 

A'= - i X X -031578. = - 9 X -0001735 . a"* 

= --001561.a-8, 

J. = J (3 - 6|) X -031678. a-^ = 209 x -0001735. ar^~ 

=-036261. a-2; 

and for required equation of the surface we have (taking a = 1 for 
brevity) 

z = '03626 . r® cos 3(f) — -001561»'® cos 9(f> 

= -03626 . (cos S(f> - '043 . cos 9^) J 

*18. To find the equation of the curved edge BEB', take, as 
in (4), 

re = 1 ~ zjj^ = 1 — where f denotes zjj^ .(11). 

Substituting in this, for z, its value by (10), with for r its approxi¬ 
mate value sec </>, we find 

^ (-03626 sec’cos 3^- '001561 sec’ ^ cos 9^).. .(12) 

as the equation of the orthogonal projection of the edge, on the 
plane BOB', with 

AN = y — and NP = ^ .(13). 

The diagram was drawn to represent this projection roughly, as a 
circular arc, the projection on BCB' of the circular arc of 20° in 
the plane Q, which, before making the mathematical investigation, 
I had taken as the form of the arc-edges of the plane quadrilaterals. 
This would give, of GA, for the sagitta, AE; which we now see is 
too great. The equation (12), with y = 0, gives for the sagitta 

AE^m4>xCA .(14), 

or, say, ^ of CA, The curvature of the projection at any point 
is to be found by expressing sec^<^cos3<^ and sec^^cos9(^ in 
terms of y = tan<^ and taking (Pjdy^ of the result. 

By taking V(*V^) iiistead of V(l/2) in (12), we have the equation 
of the arc itself in the plane Q. 

19. To judge of the accuracy of our approximation, let us find 
the greatest inclination of the surface to the plane BOB', For 
the tangent of the inclination at (r, <j>) we have 

/dz^ dz^ 1 

=‘1^88.r2(l~2 x*129.r«cos6<^ + T29V^)i..(15). 
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The greatest values of this will be found at the curved bounding 
edge, for which r == sec <j). Thus we find 

j = *0948, and therefore inclination = 5° 25' at E\ 

1= -1894, „ „ = 10" 44' at B) 

Hence we see that the inaccuracy due to neglecting the 
square of the tangent of the inclination in the mathematical 
work cannot be large. The exact value of the inclination at E 
is tan”^(—\/2) —120", or 5" 16', which is leas by 9' than its value 
by (16). 
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166. Molecular Constitution of Matter. 

[From Edirib. Roy. Soc. Proc. Vol. xvi. [read July 1 and 15, 1889], pp. 693— 
724. Reprinted in Math, and Phys. Papers, Vol. iii. art. xcvii. 
pp. 395—427.] 


167. On the Moduluses of Elasticity in an Elastic 
Solid according to Boscovich’s Theory. 

[From Edinh. Math. Soc., Feb. 1890, not printed, but substance of the paper 
is in Edinh. Roy. Soc. Proc. Vol. xvi. pp. 693—724. Reprinted in Math, 
and Phys. Papers, Vol. in. art. xcviL pp. 423—427. Continuation in 
No. 176 infra^ 


168. On the Molecular Tactics of a Crystal. 

\TKe Robert Boyle Lecture^ delivered before the Oxford University 
Junior Scientific Club, May 16, 1893.] 

[Reprinted in Baltimore Lectures, Appendix H, pp. 602—642, 1904.] 


169. On the Elasticity of a Crystal according 
TO Boscovich. 

[From Roy. Soc. Proc. Vol. liy. 1894 [June 15, 1893], pp. 69—75; Phil. Mag. 
Vol. XXXVI. Nov. 1893, pp. 414—430. Reprinted in Baltimore Lectures, 
Appendix I, 1904, pp, 643—661.] 
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170. On the Piezo-electric Property of Quartz. 


[From Brit. A88oc. Report^ 1893, p. 691 [title only]; Phil. Mag. Vol. xxxvi. 

pp. 331—342, Oct. 1893, and p. 384, Nov. 1893; Lum. Elec. Vol. h. Oct. 7, 

1893, pp. 37—41, and Nov. 4, 1893, pp. 236, 237.] 

1. In the present communication we are not concerned with 
the six-sided pyramid, or planes parallel to the sides of a six- 
sided pyramid, seen at the ends of a quartz crystal farthest from 
the matrix. Nor are we concerned with the transverse striae 
generally seen on the sides of the prism, which are undoubtedly 
steps (probably having faces parallel to the faces of the terminal 
pyramid) by which the prism becomes less in transverse section 
from the matrix outwards. We shall consider only a perfect, and 
therefore an unstriated, hexagonal prism. The sides of the prism 
may be, and generally are, unequal in nature but the angles are 
all exactly 120°. For simplicity of reference to the natural 
crystalline form, I shall suppose the prism to be equilateral, which 
it may be in nature; as well as equiangular, which it must be. 
Thus we have three planes of symmetry, which for brevity I shall 
call the diagonal planes, being planes through the opposite edges 
of the prism. We have also three other planes of symmetry, 
which for brevity I shall call the normal planes, being planes 
perpendicular to the pairs of parallel faces. 

2. In the brothers J. and P. Curie’s beautiful instrument for 
showing their discovery of the piezo-electric property of quartz, 
a thin plafce of the crystal about half a millimetre thick, I believe, 
is taken from a position with its sides parallel to any of the three 
normal planes of symmetry; its length perpendicular to the faces 
of the prisms, and its breadth parallel to the edges. The sides 
of this plate are, through nearly all their length, silvered by the 
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chemical process to render them conductive*, and are metallically 
connected with two pairs of quadrants of my quadrant electro¬ 
meter. I find that the effect is also well shown by my portable 
electrometer; the two sides of the quartz plate being connected 
respectively to the outer case, and the insulated electrode, of the 
electrometer. In an instrument which has been made for me 
under Mr Curie's direction, the silvered part of the plate is 7 cent- 
metres long and 1'8 broad. A weight of 1 kilogramme hung upon 
the plate placed with its length vertical causes one side to become 
positively electrified and the other negatively. 

3. A plate parallel to any one of the three normal planes of 
symmetry will give the same result, of transverse electro¬ 
polarization; but a plate cut parallel to any one of the three 
diagonal planes of symmetry will give no result in the mode of 
experimenting described in § 2. But with its sides iinsilvered it 
would, if properly tested, show positive electrification at one end 
and negative at the other when stretched longitudinally, as we 
see by the hypothesis, and theoretical considerations which I now 
proceed to explain; and by § 11 below without any hypothesis. 

4. Electric eolotropy of the molecule, and nothing but electric 
eolotropy of the molecule, can produce the observed phenomena. 
The simplest kind of electric eolotropy which I can imagine is as 
follows:—For brevity I shall explain it in relation to the chemical 
constitution which, according to present doctrine, is one atom of 
silicon to two atoms of oxygen. The chemical molecule may be 
merely SiOg for silica in solution or it may consist of several 
compound molecules of this type, grouped together: but it seems 
certain that, in crystallized silica (in order that the crystal may have 
the hexagonally eolotropic piezo-electric property which we know it 
has) the crystalline molecule must consist of three SiOg molecules 
clustered together; or must be some configuration of three atoms 
of silicon and three double atoms of oxygen combined. As a ready 
and simple way of attaining the desired result, take a cluster of 
three atoms of silicon and three double atoms of oxygen placed 
at equal distances of 60° in alternate order, silicon and oxygen, on 
the circumference of a circle. 

The diagram, fig. 1, shows a crystalline molecule of this kind 

* For a description and drawing of this part of their instrument, given by the 
brothers Curie, see Appendix to the present paper. 
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surrounded by six nearest neighbours in a plane perpendicular to 
the axis of a quartz crystal. Each silicon atom is represented by 
-h (plus) and each oxygen double atom by — (minus). The con¬ 
stituents of each cluster must be supposed to be held together 
in stable equilibrium in virtue of their chemical affinities. The 
different clusters, or crystalline molecules, must be supposed to be 
relatively mobile before taking positions in the formation of a 



Fig. 1. 

crystal But we must suppose, or we may suppose, the mutual 
forces of attraction (or chemical affinity), between the silicon of 
one crystalline molecule and the oxygen of a neighbouring crystal¬ 
line molecule, to be influential in determining the orientation of 
each crystalline molecule, and in causing disturbance in the relative 
positions of the atoms of each molecule, when the crystal is strained 
by force applied from without. 
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5. Imagine now each double atom of oxygen to be a small 
negatively electrified particle, and each atom of silicon to be a 
particle electrified with an equal quantity of positive electricity. 




Fig. 2. 

Suppose now such pressures, positive and negative, to be applied 
to the surface of a portion of crystal as shall produce a simple 
elongation in the direction perpendicular to one of the three sets 
of rows. This strain is indicated by the arrow-heads in fig, 1, and 
is realized to an exaggerated extent in fig. 2. 
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crystal, by the strain which we have been considering and which 
is shown in fig. 2; we have* 

. 46?^ cos 30° - i\r. 26^ ^ V'S .. (1). 


It is of course understood that ^ is a small fraction of a radian. 

8. To test the sufficiency of our theory, let us first consider 
quantities of electricity which probably, we may almost say 
certainly, are present in the atoms in nature. 

Instead of the silicon atoms marked 4- in the diagram let us 
substitute globes of polished zinc; and instead of the double¬ 
oxygen atoms marked — let us substitute little globes of copper 
well oxidized (polished copper, heated in air till it becomes of a 
dark slate-colour). Let us suppose all the six atoms of each 
compound molecule to be metallically connected, and all the 
molecules insulated from one another. We are not concerned 
with conceivable permeation of electricity by conductance through 
the crystal; and therefore we must suppose the total quantity of 
electricity on each crystalline molecule to be zero. Let the circle 
of each compound molecule in the diagram be a real exceedingly 
thin stiff ring of metal, no matter what kind of metal, and let 
each of the six atoms be a bead (a perforated spherule), whether 
of zinc or of copper, moving frictionlessly on it. Thus we have, 
in idea, a working model of an electrically eolotropic crystalline 
molecule. 

9. I have found by experiment f that the difference of 
potentials in air, beside, a polished surface of zinc and an oxidized 
surface of copper, is about 004 of a c.G.S. electrostatic unit, 
provided the zinc and copper are metallically connected. Hence, 
if a be the radius of each spherule, we have approximately 
q = *002 X a ; because we shall suppose for simplicity that, except 
the infinitely thin ring on which it is movable, no spherule has 
any metal within a distance from it of less than two or three 
times its diameter. Let now ^7=10^^ per cubic centimetre; and 

let 6 be a quarter of that is to say, 6 = J x 10”^ of a centi¬ 

metre. Lastly, to give definiteness to our example, let a = *2 x 6. 
Equation (1) becomes 

/a = 866^ .(2). 

* It should be remarked that is of the second order [^]. 

t Electrostatics and Magnetism^ § 400, and experiments not hitherto published, 
by another method. 
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10. From the admirable statement of Messrs Curie of the 
result of their measurements quoted in the Appendix of the 
present paper, I find that a stretching force of 1 kilogramme per 
square centimetre, in their experiment described in § 2 above, 
produces an electric moment of *063 c.G.s. electrostatic reckoning 
per cubic centimetre of the crystal. Thus about ^ of a C.G.s. unit 
of electric moment per cubic centimetre is produced by 5 kilo¬ 
grammes per square centimetre of stretching force; and this, 
according to equation (2), requires to be 1/2598, which is an 
amount of change of direction among atoms quite such as might 
be expected in pieces of crystal stretched by forces well within 
the limits of their strength. A rough mechanical illustration of 
the theory of electric atoms to account for the piezo-electric 
properties of crystals, is presented in an electrically working 
model of a piezo-electric pile, submitted to Section A in a 
separate communication at the present meeting of the British 
Association. 

11. I shall now prove, without any hypothetical assumption, 
the statement at the end of § 3 above. Consider first a simple 
elongation perpendicular to one of the three pairs of parallel sides 
of the hexagon in fig. 3, as indicated by the arrow-heads, A A AJ. A A, 
in fig. 3. Superimpose now two equal negative elongations, one 
of them in the direction of the original elongation, and the other 
in a direction perpendicular to it. These negative elongations, 
indicated by the twelve arrow-heads marked (7, constitute a 
condensation equal in all directions; which produces no change 
on the electrical effect of the first simple elongation. But it 
leaves us with a simple negative elongation in the direction 
perpendicular to that of the original positive elongation; which 
therefore alone produces the same effect as that which was 
produced by the original one alone. Thus we see that if elonga¬ 
tions perpendicular to the three pairs of parallel sides produce 
electro-polarizations with electric axis in each case perpendicular 
to the line of elongation, equal elongations in the directions 
of the diagonals produce electric polarizations equal to those, 
but having their axes along the lines of elongation instead of 
perpendicular to them. 

12. Consider now two simple elongations in the directions 
shown by the arrow-heads AA, jBJ5, in fig. 4. These two elongations 
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produce electro-polarizations with axes and signs indicated by aa 
and hh respectively. The resultant of our present two simple 
elongations is clearly a dilatation equal in all directions in the 
plane of the diagram, compounded with a single simple elongation 
in the line K'OK, bisecting the angle between them, and of 
magnitude equal to \/3 times the magnitude of each of them, as 
is easily proved by the elementary geometry of strain. Hence an 


A 

4 









elongation in the direction K'OK does not produce zero of electric 
effect. In fact, there are no '^Axen fehlender Piezo-electricitat/' 
The three axes so-called by Rcintgen* are the lines of elongation 
in Curie’s experiment. Without sufficient consideration it might 
be imagined that the six lines corresponding to K'OK in fig. 4 
are Axen fehlender Piezo-electricitat.” On the contrary, elonga- 


Wiedemann’s Annalen, 1883, Yol. xviir. p. 215. 
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tion in the line K'OK produces an electro-polarization which is 
the resultant of the equal polarizations indicated by aa and hh, 
and which, as it bisects the angle hOa, is in a line inclined at 45° 
to OK the line of the elongation. In fact simple elongation in 
any direction perpendicular to the principal axis of a quartz 



crystal produces electro-polarization; and it is only when the lines 
of two simple elongations are coincident with one another, or are 
perpendicular to one another, that the resultant of their electro¬ 
polarizations can be zero. 

13. A most important contribution to our knowledge of the 
electric properties of crystals has been made by Rontgen^, and 
by Friedel and J. Curie f, in independent investigations proving 

* Ber. der Oberrh. Ges. /. Natur- und Heilkunde, Vol. xxii. [of date between 
December 1882 and April 30, 1883]. 

t Bulletin de la Soci€U Miniralogique de France, t. v. p. 282, Decembre 1882 j 
and Comptes JRendus of French Academy of Sciences, April 30, and May 14, 1883. 
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that the irregular electrifications of the corners of quartz crystals, 
which had been observed by many observers as consequences of 
heatings and of returns to lower temperatures, are wholly due to 
mechanical stresses developed by inequalities of temperature in 
different parts of the crystal. Those phenomena are therefore 
truly piezo-electric, and are not at all ‘‘pyro~electric'’ like the 
electric property of tourmaline which is due to change from one 
temperature to another, each the same throughout the crystal. 
The very important and interesting discovery thus made by 
Kdntgen and by Friedel and Curie, is, as they have pointed out, 
available also to explain the perplexing and seemingly paradoxical 
statements regarding positive and negative electrifications of 
corners and hemihedral facets at opposite ends of the four long 
diagonals of crystals of the cubic class, and of cubes of boracite, 
which had been given by previous observers and writers, and which 
have not yet disappeared from elementary treatises on Mineralogy, 
Electricity, and General Physics. 


Appendix. 

[Extract from a pamphlet published by the ^^Societi Gentrale de 
Produits Chimiques^^^ 42, 43 Eue des Ecoles, Paris.] 

Quartz Piizo-^Jlectriqxie de MM. J. et P. Curie. 

Cet instrument se compose essentiellement d’une lame de 
quartz, sur laquelle on exerce des tractions k Taide de poids places 
dans un plateau. Cette action mdcanique provoque un ddgage- 
ment d’dlectricitd sur les faces de la lame. 

La lame de quartz abc (fig. 5) est montde solidement k ses 
extr^mitds dans deux garnitures m^talliques H et B, Elle est 
suspendue, en H, k la partie supdrieure; elle soutient, h; son tour, 
en B, k la partie infdrieure, le plateau et les poids, par Tinter- 
mddiaire d’une tige munie de crochets. 

L’axe optique du quartz est dirigd horizontalement, suivant la 
largeur ab de la lame. Les faces sont normales k un des axes 
binaires (ou axes 41ectriques) du cristal. On exerce les tractions 
dans le sens vertical, c’est-^-dire dans une direction k la fois 
normale k Taxe optique et k Faxe 41ectrique. 

Les deux faces de la lame sont argent^es. 
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On a trace dans Targenture de chaqiie face deux traits fins, 
mn, ni 71 , qui isolent des montures la plus 
grande partie de la surface. On recueille 
Telectricite, sur ces portions Isoldes, k I’aide de 
deux lames de cuivre faisant ressort (rr, rr)^ 
qui viennent s’appuyer sur les deux faces et 
communiquent avec les bornes de Tappareil. 

Lorsque Ton place des poids dans le pla¬ 
teau, on provoque le d6gagement de quantites 
d’41ectricit4 6gales et de signes contraires sur 
les deux faces de la lame. 

Lorsque Ton retire les poids, le d4gage- 
ment se fait encore, mais avec inversion des 
signes de electricite d4gag4e sur chaque face. 

La quantite d’41ectricit4 d4gag4e sur une 
face est rigoureusement proportionnelle a la 
variation de traction F .—On a 

q = 0-063 - F. 

^ e 

L est la longueur mmf de la partie argent^e 
utilis4e. e est T^paisseur de la lame. 

F est exprimd en kilogrammes et q est donnd en unites C.G.s 
61ectrostatiques. 

On a done avantage, lorsque Ton vent avoir des effets tres 
sensibles, a prendre une lame longue dans le sens de la traction 
et peu 4paisse dans le sens de Faxe 61ectrique. La dimension 
parallble de Faxe optique n’a pas d'influence sur la quantity 
d’^lectricit6 d4gag4e*. 

La lame de quartz est plac4e dans une enceinte m4tallique 
dess6ch6e. Cette cage m^tallique, toutes les pieces m6talliques 
de ]’instrument et les montures de la lame de quartz sont mises 
en communication permanente avec la terre. 

Le module no. 2 comporte encore un commutateur et un levier 
qui Serb k soulever les plateaux et les poids. Nous reviendrons 
plus loin sur le rdle de ces organes. 

* Double breadth, with doubled stretching force, would give double quantity. 

21 



K. V. 
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Since my communication of a short article “On a Piezo-electric Pile” to 
the Pkilomphical Magazine [infra, p. 323], I have found a very important 
article'^ by Messrs J. and P, Cui'ie, in which precisely the same combination 
is described, and the application of the principle illustrated by it to explain 
all the piezo-electric and pyro-electric properties of crystals is pointed out. 

The discovery of the piezo-electric property in crystalline matter has been 
made known to the world by the experimental researches of the brothers 
Ourie ; and it now interests me exceedingly to find that they have also given 
what seems to me undoubtedly the true electro-molecular theory of the 
constitution of crystals, explaining not only piezo-electricity, but the old 
known pyro-electricity; and bringing these properties into relation with the 
electro-chemical constitution of the crystalline molecule. 

* Comptes HendiLs of the French Academy of Sciences for February 14, 1881. 
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171. On a Piezo-electric Pile. 


[From BHt. Assoc. Report, 1893, pxx 691, 692; Phil. Mag. Vol. xxxvi. Oct. 

1893, pp. 342, 343; Electrician, Vol. xxxi. Oct. 20, 1893, p. 664; Zam. 

Elec. Vol. L. Oct. 7, 1893, pp. 41, 42.] 

The application of pressure to a voltaic pile, dry or wet, has 
been suggested as an illustration of the piezo-electric properties 
of crystals, but no very satisfactory results have hitherto been 
obtained, whether by experiment or by theoretical considerations, 
so far as I know. Whatever effects of pressure have been observed 
have depended upon complex actions on the moist, or semi-moist, 
substances between the metals, and electrolytic or semi-electrolytic 
and semi-metallic conductances of these substances. Clearing 
away everything but air from between the opposed metallic surfaces 
of different quality, I have made the piezo-electric pile which 
accompanies this communication. It consists of twenty-four double 
plates, each 8 centimetres square, of zinc and copper soldered 
together, zinc on one side and copper on the other. Half a square 
centimetre is cut from each corner of each zinc plate, so that the 
copper square is left uncovered by the zinc at each of its four 
corners. Thus each plate presents on one side an uninterrupted 
copper surface, and on the other side a zinc surface, except the 
four uncovered half square centimetres of copper. A pile of these 
plates is made, resting one over the other on four small pieces of 
india-rubber at the four copper comers. The air-space between 
the opposed zinc and copper surfaces may be of any thickness from 
half a millimetre to 3 or 4 millimetres. Care must be taken that 
there are no minute shreds of fibre or dust bridging the air-space. 
In this respect so small an air-space as half a millimetre gives 
trouble, but with 3 or 4 millimetres no trouble is found. 


21—2 
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The lowest and uppermost plates are connected by fine wires 
to the two pairs of quadrants of my quadrant electrometer, and it 
is generally convenient to allow the lowest to lie uninsulated on 
an ordinary table and to connect it metallically with the outer case 
of the electrometer. 

To make an experiment, (1) connect the two fine wires 
metallically, and let the electrometer-needle settle to its metallic 
zero. 

(2) Break the connection between the two fine wires, and 
let a weight of a few hektogrammes or kilogrammes fall from a 
height of a few millimetres above the upper plate and rest on 
this plate. A startlingly great deflexion of the electrometer- 
needle is produced. The insulation of the india-rubber supports 
and of the quadrants in the electrometer ought to be so good as 
to allow the needle to come to rest, and the steady deflexion to be 
observed, before there is any considerable loss. 

If, for example, the plates are placed with their zinc faces up, 
the application of the weight causes positive electricity to come 
from the lower face of the uppermost plate and deposit itself over 
the upper surface of plate and weight, and on the electrode and 
pair of quadrants of the electrometer connected with it. 
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172. On the Theory of Pyro-electricity and 
Piezo-electricity of Crystals. 


[From Comp. Rend. Vol. cxvii. [Oct. 9, 1893], pp. 463—472; Lum. Elec. 
Yol. L. Nov- 4, 1893, pp. 238—242; Phil. Mag. Yol. xxxvi. Nov. 1893, 
pp. 453—459.] 

1. The doctrine of bodily electro-polarization masked by an 
induced superficial electrification, which I gave thirty years ago 
in Nicholas Cyclopcedia^, wanted a physical explanation of the 
assumed molecular polarization to render it a satisfying physical 
theory of pyro-electricity; and it was essentially defective, as has 
been remarked by Edntgenf and by Voigt;!:, in that it contained 
no suggestion towards explaining the multiple electric polarities 
irregularly produced by irregular changes of temperature in boracite, 
in quartz, and in tourmaline itself; which had perplexed many 
naturalists and experimenters. A short but very important paper 
by MM. Jacques and Pierre Curie in the Gomptes Rendus for 
Feb. 14, 1881, supplies that want in a manner which suggests 
what seems to me the true matter-of-fact electro-chemical theory 
of a crystalline molecule, and at the same time makes easy the 
extension of my slight primitive doctrine, to remedy its defect 
in respect to multipolarity, and to render it available for explaining 
not only the old-known pyro-electricity of crystals, but also the 
piezo-electricity discovered by the brothers Curie § themselves. 
The element of zinc and copper soldered together and surrounded 
only by air, which they suggest, represents perfectly a true electro¬ 
chemical compound molecule such as H 2 O or SiOg in a realizable 

* Reprinted in Collected Mathematical and Physical Papers (Sir W. Thomson), 
Vol. I. p. 315. 

t Wiedemann’s Annalen, 1883, VoL xviii. p. 213. 

X “Allgemeine Theorie der Piezo- nnd Pyro-electrischen Erscheinnngen an 
Krystallen,” p. 6; separate publication from Vol. xxxvr. of Ahhand. ICdnig. Ges. 
Wise. Gottingen, 1890. 

§ Comptes Rendus, Aug. 2 and Aug. 16, 1880. 
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model, which indeed I actually made three weeks ago and 
described in a coiamunication to the Philosophical Magazine^ 
without knowing that I had been anticipated. 

2. To represent pyro-electric and piezo-electric qualities in a 
cry’stal, take as crystalline molecule a rigid body of any shape, 
bounded by a surface made up of pieces of different metals, 
soldered together so as to constitute one metallic conductor. 
Arrange a large number of such molecules in order, as a Bravais 
homogeneous assemblage, not touching one another. Connect 
every molecule with neighbours by springs of non-conducting 
material (india-rubber may be taken if we wish to make a 
practically working model). We may, for example, suppose each 
molecule to be connected with only twelve neighbours; its two 
nearest, its two next-nearests, its two .next-next-nearests in the 
plane of those four, and the three pairs of nearests, next-nearests, 
and next-next-nearests on the two sides of that plane. Thus we 
have a perfect mechanical model for the elasticity and the piezo¬ 
electricity of a crystal; and for pyro-electricity also, if we suppose 
change of temperature to produce either change of the contact- 
electricities of the metals, or change of configuration of the 
assemblage, whether by changing the shape of each molecule or 
by changing the forces of the springs. 

3. The mathematical problem which this combination presents 
is as follows :— 

Given a homogeneous assemblage of a large number of equal 
and similar closed surfaces, S, each composed of two or naore 
different kinds of metal soldered together, all insulated in a large 
closed chamber, of which the hounding surface C is everywhere 
at a practically infinite distance from the assemblage, and is of 
the same metal as one of the metals of S, copper we shall suppose, 
to fix the ideas. 

It is required to find:— 

(1) The potential in the copper of every molecule when the 
total quantity of electricity on each is zero. 

(2) The quantity of electricity on each molecule when all are 
inetalli(»lly connected by infinitely fine wire. 

* For October 18^3, On a Kezo-electric Pile.” 
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4. The niatliematical expression of the conditions and require¬ 
ments of the problem is as follows:— 

Let/(P) denote a given function of the position of a point 
jP on the surface S of any one of the molecules; expressing^ the 
difference of the potential in the air infinitely near to P, from the 
potential in the air infinitely near to the copper parts of the 
surface S. This function is the same for corresponding points of 
all the molecules. 

Let be the potential at the copper of the molecule 
nximhered n. 

Let J) {Pi, P,i) he the distance het^veen a point Pi on 
the molecule numbered i, and a point on the molecule 
numbered 7i. 

Let JJdsi denote integration over the surface of molecule i] 
and pi X function of the position of Pi on the surface of this 
molecule (the electric density at Pi), 

Let % denote summation for all the molecules, including the 
case i = n. 


Let be the total quantity of electricitv’ on molecule ?«. 
The equati on of electric equilibrium is 


and we have 




ff 


,(a\ 


It is required to find 


(1) Vn, when every value of n; 

and (2) -when Fn = 0, „ „ 

5. The problem thus proposed is of a highly transcendental 
character, unless the surface S is spherical. In this ca^ it can 
he solved for any finite number of molecules by mere expenditure 
of labour; perhaps the work of the natural working-life of a 
competent mathematician, if the assemblage is a Bravais parallel¬ 
epiped of 125 globes in 5 ‘^rdseaux’’ of 25 globes each, would suffice 
to give the solution for each item xvithin one per cent, of accuracy; 
and nob much more labour would be needed to solve the problem 
to the same degree of accuracy for each of 125 x 10^ spherical 
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molecules in a similar Bravais parallelepiped of 5 x 10^ ‘‘'reseaiix/' 
if the distance Qi shall call it) between the planes of corre¬ 
sponding points of two consecutive “reseaux” of nearest and next- 
nearest molecules is not greater than about twice the diameter of 
each molecule. 

6. When this last condition is fulfilled, we can see, from 
general knowledge of the doctrine of electric screening, Avithout 
solving the problem as proposed for every individual molecule, 
that the solution of the second part (2) of the requirements is 
§n=0, very approximately for every molecule at any distance 
exceeding two or three times A from every part of the boundary 
of the assemblage; and this whether the molecules are spherical, 
or of any other shape not too wildly different. We see also that 
for all molecules not nearer than 3A, or perhaps 4A, or 5A, from 
any part of the boundary of the assemblage, the distribution of 
electricity is similar. That is to say, the whole assemblage Avithin 
a thin surface-layer (of some such thickness as 3A or 4A) is 
homogeneous, not only geometrically and mechanically, but also 
electrically. The problem of finding, with moderate accuracy, 
the distribution of electricity on each molecule of the homogeneous 
assemblage thus constituted, is comparatively un-laborious if the 
shape of each molecule is spherical. 

7. We also see, by the known elements of electrostatics, 
Avithoat solving the problem of finding the quantity of electricity 
on each molecule of the surface-layer in the circumstances 
described in § 6, that the sum of the quantities on all the molecules 
of this layer, per unit of the surface, is equal to the component, 
in the direction normal to the surface, of the electric moment per 
unit-volume of the homogeneous assemblage within the surface- 
layer. 

8. The condition of the whole assemblage, surface-layer and 
homogeneous assemblage within it, at which we have arrived in 

6 and 7, may be regarded as representing the natural un¬ 
disturbed condition of a crystal. Let now any homogeneous 
change of configuration of our assemblage be produced either by 
proper application of force to the molecules of the surface-layer, 
or by uniform change of temperature throughout the interior, or 
by both these causes acting simultaneously. We need not exclude 
the cme of no change of shape or bulk of the boundary; that is 
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to say, the case of no change of the relative positions of corre¬ 
sponding points of the molecules; and our “change of configiiration*' 
only an infinitesimal rotation of each molecule. The inclusion of 
this case is important to guard against a tendency which I find in 
the writings both of MM. Curie and of Voigt:—a tendency to a 
h37pothetical assumption unduly limiting the pj^ro-electric proprtv 
to identity with the piezo-electric effect produced by force causing 
the same change of shape or bulk as that which is produced 
by the change of temperature. In nature, we may expect as 
a genei'al possibility, and as a probable result in some cases, a 
bodily electro-polarization produced by change of temperature, 
even though change of bulk and shape are prevented by force 
applied to the surface. And, in our model, changes of forces of 
the springs \vould certainly cause rotation of the molecules, and 
so produce electro-polarization, even when the molecules of the 
boundary are held fixed, unless the springs are specially designed 
and constructed to annul this effect. 

9. Solve now the electrical problem of finding the change of 
electric moment of each molecule of the homogeneous assemblage, 
produced by the change of configuration described in § 8, when 
the potential is zero throughout the surface-layer. To avoid 
tampering with the separate insulation of all or any of the 
molecules, and to conform our ideas to the realities of experiments 
on the electric properties of crystals, I suppose this equality of 
potential to be produced not by temporary metallic connexion 
between the molecules as in § 3 (2), hut by a metal coat enclosing 
our model, and having its inner surface everywhere very near 
to the boundary of the assemblage; for example, everywhere 
within a distance of less than 2A or 3A in our model, or of less 
than 10^ X /i if we are dealing with a real crj'Stal in a real 
experiment. 

10. To find experimentally the solution of the mathematicml 
problem of § 9, divide the metal coat into two parts; one of them 
(corresponding to Coulomb’s “ proof-plane ”) we shall call for 
brevity E, It may be either so small that it is sensibly plane, 
or it may be a portion of the coat covering a finite plane part of 
the boundary of the assemblage. Commence now with the crystal 
in its natural undisturbed state, and having the metal coat on it 
with E insulated from the rest of the coat. Produce a change of 
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configuration as in § 8; and then measure how much electricity 
Avould need to pass from E to the rest of the coat to equalize 
the potential between them. This is wholly and exactly what 
MM, Curie do in their admirably designed measurement with 
their ''quartz piezo-61ectrique,” avoiding all need for consideration 
of the essentially transcendent problem of the distribution of 
electric potential at the surface of an uncoated crystal when 
there is either pyro-electric or piezo-electric disturbance of its 
interior. 

The quantity of electricity thus measured, divided by the area 
of E, is equal to the component perpendicular to E of the interior 
electro-polarization when E and the rest of the coat are metallically 
connected. 

11. In conclusion, following Voigt in his Allgemeine Theorie, 
already referred to, we see that there are essentially 18 independent 
coefficients for the piezo-electricity of a crystal in general; in three 
formulas expressing the three components of the electric moment 
per unit of its volume each as a linear function of the six com¬ 
ponents of the geometrical strain of the substance. To each of these 
expressions I add a term for the component of the electric moment 
due to change of temperature when force acting on the surface 
prevents change of volume or shape. Thus we have in all 21 
independent coefficients for piezo-electricity and pyro-electricity; 
to be determined for a real crystal by observation. It is inte¬ 
resting to see how our model can be constructed to realize the 
piezo-electric and pyro-electric phenomena in accordance with any 
given values of these 21 coefficients, by experimental solution of 
as much of the mathematical problem of § 4 as is necessary for 
the purpose. 

12. Choose any convenient shape, spherical or not wildly 
diflferent from spherical, for each molecule. Divide the whole 
surface into 22 parts (not wildly unequal nor extravagantly 
different from squares or equilateral equi-angular hexagons), and 
number them 0,1, 2, ... 21. Construct a trial molecule with part 
0 always of copper; and with, for first' trial, part 1 of zinc, and 
parts 2,3,... 21 of copper. Take a large number of such molecules 
and make of them a Bravais homogeneous assemblage with any 
arbitrarily chosen values for the six edges of the fundamental 
acute-angled tetrahedrons. Connect the molecules homogeneously 
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"by springs of non-conducting material in the iiiaiiiU-T descri tX'ii in 
12 above. To provide fully for pyro-electricity, -wnthout hyps 
^ve must now take care that these spirings are such, that wlieri tilt- 
temperature is changed, and the border molecules are held fixed, 
all the interior molecules shall he caused to rotate round parallel 
axes through equal angles proportional to the difference ‘d 
temperature. Tor this purpose the springs must be «,»f f\vr* ur 
more different materials ; and when set in their proper positiuiis 
between the molecules they must he under stress, some of them 
pushing and some pulling, in the undisturbed cionditioii of the 
assemblage. 

13. Subject now the assemblage successively to six different 
geometrical strain-components, €jf,g, a,h, c \ and to one change 
of temperature, t, with the boundary molecules held fixed. With 
each of these seven configurations, measure, hj three separate 
naeasuremeiits conducted according to the method described in 
§ 10, the three components of the sum of the electric moments 
of the molecules in unit volume. 

14. Repeat the same 21 measurements with part 2 of the 
surface of each molecule zinc, and all the rest copper: next 
with part 3 zinc, and all the rest copper: and so on. Thus we 
have 21’^ distinct measurements, each giving independently one of 
the 21^ multipliers [a?, c, 1], [a.', e, 2], &:e., which appear in the 
following 21 equations:— 

[x,e, l]t^i +■ 2]t’.>+ ... [^, e, 21]%= (x,«), 

1] -l- [^,/j -{-... [x,/, 21] % = 

2]r2-f-... [x,^,21]%= (x,5r), 

[x, a, 1] Vi -h [x, a, 2] r. 4<... [x, a, 21] % = 

[x, 6, 1] 4- [x, &, 2] K 21] % = (x, b\ 

[x,c, 1] tJi 4-[x, c, 2]tA d-... [x, c, 21] % = (x, e), 

[x, t, 1] Vi 4- [x, t, 2] t?i> 4~ •[x, t, 21] % == (x, t ), 

&c., &c., &e., with y and .s instead of x. 

In these equations ri, t’o, ••. ^'21 denote the volta-electric 
differences from copper which must be given to part 1, part 2,... 
part 21 of the surface of the molecule in order that the 21 piezo¬ 
electric and pyro-electric coefficients may have their given values 
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LL e4, (r, f\.,,{z, t): the meaning of these eoefficients being 
explained bv the following three equations:— 

*T = I j\ e) e 4 U\/)f 4 g) 9 ot- + ^ + (^> c) c 4 t) t, 

F = I, f) e 4. + (j/j 0 ^5 

Z = (4 e) e .. 0 

where Z, F, Z denote the components of the electric moment 
|H.‘r unit of volume, produced in the crystal by geometrical 
change, and change of temperature {e, f, g, a, b, c, t). Thus, 
the volta-electric difference of zinc from copper being taken as 
unity, the 21 voita-diiferences from copper, of parts 1 to 21 of 
the surface of each molecule, are determined by 21 linear 
€H]iiaitions. 

15. Thus we have, in idea, constructed a model for the piezo¬ 
electric and pyro-electric quality of a crystal in which each one 
of the 21 piezo-electric and pyro-electric coefficients has an 
arbitrarily given value. 
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173. On Homogeneous Division of Space. 

[From Ito7/. Boc. Froc. YoL lv. 1894, x)p. 1—16 [Jan. 18, 1894]; Nature, 
Yol. XLIX. March 8, 1894, pp. 445—448, March 15, 1894, pp. 469—471.] 

1. The homogeneous division of any volume of space means 
the dividing of it into equal and similar parts, or cells, as I shall 
call them, all sameways oriented. If we take any point in the 
interior of one cell or on its boundary, and corresponding points 
of all the other cells, these points form a homogeneous assemblage 
of single points, according to Bravais’ admirable and important 
definition*. The general problem of the homogeneous partition 
of space may be stated thus:—Given a homogeneous assemblage 
of single points, it is required to find every possible form of cell 
enclosing each of them subject to the condition that it is of the 
same shape and sameways oriented for all. An interesting appli¬ 
cation of this problem is to find for a crystal (that is to say, a 
homogeneous assemblage of groups of chemical atoms) a homo¬ 
geneous arrangement of partitional interfaces such that each cell 
contains all the atoms of one molecule. Unless we knew the 
exact geometrical configuration of the constituent parts of the 
group of atoms in the crystal, or crystalline molecule as we shall 
call it, we could not describe the partitional interfaces between 
one molecule and its neighbour. 

Knowing as we do know for many crystals the exact geo¬ 
metrical character of the Bravais assemblage of corresponding 
points of its molecules, we could not be sure that any solution 
of the partitional problem we might choose to take would give a 
cell containing only the constituent parts of one molecule. For 
instance, in the case of quartz, of which the crystalline molecule 
is probably 3 (SiOs), a form of cell chosen at random might be 

* Journal de Vltcole Poly technique, tome 19, cahier 33, pp. 1—128 (Paris, 1850), 
quoted and used in my Mathematical and Physical Papers, Yol. in. Art. 97, p. 400. 
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such that it would enclose the silicon of one molecule with only 
some part of the oxygen belonging to it, and some of the oxygen 
belonging to a neighbouring molecule, leaving out some of its 
own oxygen, which would be enclosed in the cell of either that 
neighbour or of another neighbour or other neighbours. 

2. This will be better understood if we consider another 
illustration—a homogeneous assemblage of equal and similar 
trees planted close together in any regular geometrical order on a 
plane field either inclined or horizontal, so close together that 
roots of different trees interpenetrate in the ground, and branches 
and leaves in the air. To be perfectly homogeneous, every root, 
every twig, and every leaf of any one tree must have equal and 
similar counterparts in every other tree. So far everything is 
natural, except, of course, the absolute homogeneousness that our 
problem assumes; but now, to make a homogeneous assemblage 
of molecules in space, we must suppose plane above plane each 
homogeneously planted with trees at equal successive intervals of 
height. The interval between two planes may be so large as to 
allow a clear space above the highest plane of leaves of one 
plantation and below the lowest plane of the ends of roots in the 
plantation above. We shall not, however, limit ourselves to this 
case, and we shall suppose geneiully that leaves of one plantation 
intermingle with roots of the plantation above, always, however, 
subject to the condition of perfect homogeneousness. Here, 
then, we have a truly wonderful problem of geometry—to enclose 
ideally each tree within a closed surface containing every twig, 
leaf, and rootlet belonging to it, and nothing belonging to any 
other tree, and to shape this surface so that it will coincide all 
round with portions of similar surfixces around neighbouring trees. 
Wonderful as it is, this is a perfectly easy problem if the trees 
are given, and if they fulfil the condition of being perfectly 
homogeneous. 

In fact we may begin with the actual bounding surface of 
leaves, bark, and roots of each tree. Wherever there is a contact, 
whether with leaves, bark, or roots of neighbouring trees, the areas 
of contact form part of the required cell-surface. To complete 
the cell-surface we have only to swell out^ from the untouched 
portions of surface of each tree homogeneously until the swelling 


Compare Mathematical and Physical Papers, YoL iii. Art. 97, § 6. 
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portions of surface meet in the interstitial air spaces (for simplicity 
we are supposing the earth removed, and roots, as well as leaves 
and twigs, to be perfectly rigid). The wonderful celhsurface which 
we thus find is essentially a case of the tetrakaidecahedronal cell, 
which I shall now describe for any possible homogeneous assemblage 
of points or molecules. 

3. We shall find that the form of cell essentially consists of 
fourteen walls, plane or not plane, generally not plane, of which 
eight are hexagonal and six quadrilateral; and with thirty-six 
edges, generally curves, of meeting between the walls; and twenty- 
four corners where three walls meet. A cell answering this 
description must of course be called a tetrakaidecahedron, unless 
we prefer to call it a fourteen-walled cell. Each wall is an 
interface between one cell and one of fourteen neighbours. Each 
of the thirty-six edges is a line common to three neighbours. 
Each of the twenty-four corners is a point common to four 
neighbours. The old-known parallelepipedal partitioning is merely 
a very special case in which there are four neighbours along every 
edge, and eight neighbours having a point in common at every 
corner. We shall see how to pass (§ 4) continuously from or to 
this singular case, to or from a tetrakaidecahedron differing 
infinitesimally from it; and, still continuously, to or from any or 
every possible tetrakaidecahedronal partitioning. 

4. To change from a parallelepipedal to a tetrakaidecahedronal 
cell, for one and the same homogeneous distribution of points, 
proceed thus:—Choose any one of the four body-diagonals of a 
parallelepiped and divide the parallelepiped into six tetrahedrons 
by three planes each through this diagonal, and one of the three 
pairs of parallel edges which intersect it in its two ends. Give 
now any purely translational motion to each of these six tetra¬ 
hedrons. We have now the 4x6 corners of these tetrahedrons 
at twenty-four distinct points. These are the corners of a tetra¬ 
kaidecahedron, such as that described generally in § 3. The two 
sets of six corners, which before the movement coincided in the 
two ends of the chosen diagonal, are now the corners of one pair 
of the hexagonal faces of the tetrakaidecahedron. When we look 
at the other twelve corners we see them as corners of other six 
hexagons, and of six parallelograms, grouped together as described 
in § 15 below. The movements of the six tetrahedrons may be 
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such that the groups of six corners and of four corners are in 
fourteen planes as we shall see in § 14; but, if they are made at 
random, none of the groups will be in a single plane. The fourteen 
faces, plane or not plane, of the tetrakaidecahedron are obtained 
by drawing arbitrarily any set of surfaces to constitute four of the 
hexagons and three of the quadrilaterals, with arbitrary curves 
for the edges between hexagon and hexagon and between hexagons 
and quadrilaterals, and then by drawing parallel equal and similar 
counterparts to these surfaces in the remaining four hexagonal 
and three quadrilateral spaces in the manner more particularly 
explained in § 8 below. It is clear,, or at all events I shall 
endeavour to make it clear by fuller explanations and illustrations 
below, that the figure thus constituted fulfils our definition (§ 1) 
of the most general form of cell fitted to the particular homo¬ 
geneous assemblage of points corresponding to the parallelepiped 
with which we have commenced. This will be more easily 
understood in general, if we first consider the particular case of 
parallelepi 2 )edal partitioning, and of the deviations which, without 
altering its corners, we may arbitrarily make from a plane-faced 
parallelepiped, or which we may be compelled by the particular 
figure of the molecule to make. 

5. Consider, for example, one of the trees of § 2, or if you 
please a solid of less complex shape, which for brevity we shall 
call S, being one of a homogeneous assemblage. Let P [fig. 7 
of § 9] be a point in unoccupied space (air, we shall call it for 
brevity), which, for simplicity we may suppose to be somewhere 
in the immediate neighbourhood of S, although it might really be 
anywhere far off among distant solids of the assemblage. Let PA, 
PB, PC be lines parallel to any three Bravais rows not in one 
plane, and let J., P, C be the nearest points corresponding to P 
in these lines. Complete a parallelepiped on the lines PA, PB, 
PG, and let QD, QE, QF be the edges parallel to them through 
the opposite corner Q. Because of the homogeneousness of the 
assemblage, and because A, B, G, D, E, F, Q are points corre¬ 
sponding to P, which is in air, each of those seven points is also 
in air. Draw any line through air from P to A and draw the 
lines of corresponding points from P to P, P to Q, and C to E. 
Do the same relatively to PB, AF, EQ, CD ; and again the same 
relatively to PG, AE, FQ, BD. These twelve lines are all in air, 
and they are the edges of our curved-faced parallelepiped. To 
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describe its faces take points infinitely near to one another along 
the line PC (straight or curved as may be): and take the corre¬ 
sponding points in BD. Join these pairs of corresponding points 
by lines in air infinitely near to one another in succession. These 
lines give us the face PJBDG. Corresponding points in AE, FQ, 
and corresponding lines between them give us the parallel face 
AFQE. Similarly we find the other two pairs of the parallel 
faces of the parallelepiped. If the solids touch one another 
anywhere, either at points or throughout finite areas, we are to 
reckon the interface between them as air in respect to our present 
rules. 

6. We have thus found the most general possible parallelepi- 
pedal partitioning for any given homogeneous assemblage of solids. 
Precisely similar rules give the corresponding result for my 
possible partitioning if we first choose the twenty-four corners of 
the tetrakaidecahedron by finding six tetrahedrons and giving 
them arbitrary translatory motions according to the rule of § 4. 
To make this clear it is only now necessary to remark that the 
four comers of each tetrahedron are essentially corresponding 
points, and that if one of them is in air all of them are in air, 
whatever translatory motion we give to the tetrahedron. 


C C 



7. The transition from the parallelepiped to the tetrakaide¬ 
cahedron described in § 4 will be now readily understood, if we 
pause to consider the vastly simpler two-dimensional case of 
transition from a parallelogram to a hexagon. This is illustrated 
in figs. 1 and 2; with heavy lines in each case for the sides of the 
hexagon, and light lines for the six of its diagonals which are 

22 


K. V. 






338 


MOLECULAE AND CRYSTALLINE THEORY 


[173 


sides of constructional triangles. The four diagrams show different 
relative positions in one plane of two equal homochirally similar 
triangles ABG, A'B'C'; oppositely oriented (that is to say, with 
corresponding lines AB, A'B' parallel but in inverted directions). 
The hexagon AG'BA'GB', obtained by joining A with B' and G\ 
B with G' and A', and G with A' and B\ is clearly in each case a 
proper cell-figure for dividing plane space homogeneously according 
to the Bravais distribution of points defined by either triangle, 



or by putting the triangles together in any one of the three proper 
ways to make a parallelogram of them. The corresponding 
operation for three-dimensional space is described in § 4: and the 
proof which is obvious in two-dimensional space is clearly valid 
for space of three dimensions, and therefore the many words 
which would be required to give it formal demonstration are 
superfluous. 

8. The principle according to which we take arbitrary curved 
surfaces with arbitrary curved edges of intersection, for seven of 
the faces of our partitional tetrakaidecahedron, and the other 
seven correspondingly parallel to them, is illustrated in fiigs. 3, 4, 
5, and 6, where the corresponding thing is done for a partitional 
hexagon suited to the homogeneous division of a plane. In these 
diagrams the hexagon is for simplicity taken equilateral and equi¬ 
angular. In drawing fig. 3, three pieces of paper were cut, to the 
shapes hi, mn, uv. The piece hi was first placed in the position 
shown relatively to AG', and a portion of the area of one cell to 
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be given to a neighbour across the frontier C^A on one side was 
marked off. It was then placed in the position shown relatively 
to A'C and the equivalent portion to be taken from a neighbour 
on the other side was marked. Corresponding give-and-take 
delimitations were marked on the frontiers O'B and according 
to the form mn; and on the frontiers BA\ AB\ according to the 
form uv. Fig. 4 was drawn on the same plan but with one |)air 
of frontiers left as straight lines, and the two other pairs drawn 
by aid of two paper templets. It would be easy, but nob worth 
the trouble, to cut out a large number of pieces of brass of the 
shapes shown in these diagrams and to show them fitted together 
like the pieces of a dissected map. Figs. 5 and 6 are drawn on the 



Fig. 5. 


same principle; fig. 6 showing, on a reduced scale, the result of 
putting pieces together precisely equal and similar to that shown 
m fig. 5. In these diagrams, unlike the cases represented in 
figs. 3 and 4, the primitive hexagon is, as shown clearly in fig. g, 
divided into isolated parts. But if we are dealing with homo¬ 
geneous division of solid space, the separating channels shown in 
fig. 5 might he sections, by the plane of the drawing, of perfora¬ 
tions through the matter of one cell produced by the penetration 
of matter, rootlets for example, from neighbouring cells. 
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9. Corresponding to tlie three ways by which two triangles 
can be put together to make a parallelogram, there are seven, and 
only seven, ways in which the six tetrahedrons of § 4 can be put 
together to make a parallelepiped, in positions parallel to those 
which they had in the original parallelepiped. To see this, remark 
first that among the thirty-six edges of the six tetrahedrons seven 



different lengths are found which are respectively equal to the 
three lengths of edges (three quartets of equal parallels); the 
three lengths of face-diagonals having ends in P or Q (three pairs 
of equal parallels); and the length of the chosen body-diagonal 
FQ, (Any one of these seven is, of course, determinable from the 
other six if given.) 
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In the diagram, fig. 7, full lines show the edges of the 
primitive parallelepiped, and dotted lines show the body-diagonal 
PQ and two pairs of the face-diagonals, the other pair of face- 
diagonals (PF, QC), not being marked on the diagram to avoid 
confusion. Thus, the diagram shows, in the parallelograms QDPA 
and QEPP, two of the three cutting planes by which it is divided 
into six tetrahedrons, and it so shows also two of the six tetra¬ 
hedrons, QPJDB and QPFA, The lengths QP, QD, QE, QF are 
found in the edges of every one of the six tetrahedrons, the two 
other edges of each being of two of the three lengths QA, QB, QC. 
The six tetrahedrons may be taken in order of three pairs having 
edges of lengths respectively equal to QB and QC, QG and QA, 
QA and QB, It is the third of these pairs that is shown in fig. 7. 


B F 



Remark now that the sum of the six angles of the six tetra¬ 
hedrons at the edge equal to any one of the lengths QP, QD, QE, 
QF is four right angles. Remark also that the sum of the four 
angles at the edge of length QA in the two pairs of tetrahedrons 
in which the length QA is found is four right angles, and the 
same with reference to QB and QC, Remark lastly that the 
two tetrahedrons of each pair are equal and dichirally* similar, 
or enantiomorphs as such figures have been called by German 
writers. 

10. Now, suppose any one pair of the tetrahedrons to be 
taken away from their positions in the primitive parallelepiped, 
and, by purely translational motion, to be brought into position 
with their edges of length QD coincident, and the same to be 

* A pair of gloves are dicMraUy simUar, or enantiomorphs. Equal and similar 
right-handed gloves are chirally similar. 





1894 ] 


ON HOMOGENEOUS DIVISION OF SPACE 


343 


done for each of the other two pairs. The sum of the six angles 
at the coincident edges being two right angles, the plane faces at 
the common edge will fit together, and the condition of parallelism 
in the motion of each pair fixes the order in which the three pairs 
come together in the new position, and shows us that in this 
position the three pairs form a parallelepiped essentially different 
from the primitive parallelepiped, provided that, for simplicity in 
our present considerations, we suppose each tetrahedron to be 
wholly scalene, that is to say, the seven lengths found amongst 
the edges to be all unequal. Next shift the tetrahedrons to bring 
the edges Q,E into coincidence, and next again to bring the edges 
Q,F into coincidence. Thus, including the primitive parallelepiped, 
we can make four different parallelepipeds in each of which six of 
the tetrahedrons have a common edge. 

11. Now take the two pairs of tetrahedrons having edges of 
length equal to QA^ and put them together with these edges 
coincident. Thus we have a scalene octahedron. The remaining 
pair of tetrahedrons placed on a pair of its parallel faces complete 
a parallelepiped. Similarly two other parallelepipeds may be 
made by putting together the pairs that have edges of lengths 
equal to QB and QG respectively with those edges coincident, and 
finishing in each case with the remaining pair of tetrahedrons. 
The three parallelepipeds thus found are essentially different from 
one another, and from the four of § 10; and thus we have the 
seven parallelepipeds fulfilling the statement of § 9. Each of the 
seven parallelepipeds corresponds to one and the same homo¬ 
geneous distribution of points. 

12. Going back to § 4, we see that, by the rule there given, 
we find four different ways of passing to the tetrakaidecahedron 
from any one chosen parallelepiped of a homogeneous assemblage. 
The four different cellular systems thus found involve four different 
sets of seven pairs of neighbours for each point. In each of 
these there are four pairs of neighbours in rows parallel to the 
three quartets of edges of the parallelepiped and to the chosen 
body-diagonal; and the other three pairs of neighbours are in 
three rows parallel to the face-diagonals which meet in the chosen 
body-diagonal. The second (§ 11) of the two modes of putting 
together tetrahedrons to form a parallelepiped which we have 
been considering suggests a second mode of dividing our primitive 
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parallelepiped, in wkicli we should first truncate two opposite 
corners and then divide the octahedron which is left, by two 
planes through one or other of its three diagonals. The six tetra¬ 
hedrons obtained by any one of the twelve ways of effecting this 
second mode of division give, by their twenty-four corners, the 
twenty-four comers of a space-filling tetrakaidecahedronal cell, by 
which our fundamental problem is solved. But every solution 
thus obtainable is clearly obtainable hy the simpler rule of § 4, 
commencing with some one of the infinite number of primitive 
parallelepipeds which we may take as representative of any 
homogeneous distribution of points. 

13. The communication is illustrated hy a model showing 
the six tetrahedrons derived by the rule § 4 from a symmetrical 
kind of primitive parallelepiped, being a rhombohedron of which 
the axial-diagonal is equal in length to each of the edges. The 
homogeneous distribution of points corresponding to this form of 
parallelepiped is the well-known one in which every point is 
surrounded by eight others at the corners of a cube of which it is 
the centre; or, if we like to look at it so, two simple cubical 
distributions of single points, each point of one distribution being 
at the centre of a cube of points of the other. [To understand 
the tactics of the single homogeneous assemblage constituted by 
these two cubic assemblages, let P be a point of one of the cubic 
assemblages, and Q any one of its eight nearest neighbours of the 
other assemblage. Q is at the centre of a cube of which P is at 
one corner. Let PD, PE, PE be three conterminous edges of 
this cube so that Z), E,F points of the first assemblage nearest 
to P. Again Q is a corner of a cube of which P is the centre ; 
and if QA, QB, QG are three conterminous edges of this cube, 
A, B, G are points of the second assemblage nearest to Q, The 
rhombohedron of which PQ is body-diagonal and EA, PB, PC 
the edges conterminous in E, and QB, QE, QF the edges conter¬ 
minous in Q, is our present rhombohedron. The diagram of § 9 
(fig. 7), imagined to be altered to proper proportions for the 
present case, may be looked to for illustration. Its three face- 
diagonals through P, being PD, PE, PF, are perpendicular to one 
another. So also are QA, QB, QG, its three face-diagonals through 
Q, The body-diagonal of the cube PQ, being half the body- 
diagonal of the cube whose edges are PD, PE, PF, is equal to 
PB X IV3 : and PA, PB, PC are also each of them equal to this, 
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■because A, B, O are centres of other equal cu'bes, having P for a 
common corner.—January 30.] 

14 . The tetrahedrons used in the model are those into mhich 
the parallelepiped is cut by three planes through the axial 
diagonal, which in this case cut one another at angles of 60 ^ We 
wish to he ahle to shift the tetrahedrons into positions corre¬ 
sponding to those of the triangles in fig. 1, which we could not 
do if they were cut out of the solid I, therefore, make a mere 
skeleton of each tetrahedron, consisting of a piece of wire hent at 
two points, one-third of its length from its ends, at angles of 
being sin~^-JVS, in planes inclined at 60'’ to one another. The 
six skeletons thus made are equal and similar, three hoiiiochirals 
and the other three also homochirals, their enantiomorphs. In 
their places in the primitive parallelepiped they have their middle 
lines coincident in its axial diagonal FQ, and their other 6x2 
arms coincident in three pairs in its six edges through P and Q. 
Looking at fig, 7 we see, for example, three of the edges CP, PQ, 
QE, of one of the tetrahedrons thus constituted; and DQ, QP, 
PB, three edges of its enantiomorph. In the model they are put 
together with their middle lines at equal distances around the 
axial diagonal and their arms symmetrically arranged round it. 
Wherever two lines cross they are tied, not very tighth% together 
by thin cord many times round, and thus we can slip them along 
so as to bring the six middle lines either very close together, 
nearly as they would be in the primitiv^e parallelepiped, or 
farther and farther out from one another so as to give, by the 
four corners of the tetrahedrons, the twenty-four corners of all 
possible configurations of the plane-faced space-filling tetmkaide- 
cahedron. 

15. The six skeletons being symmetrically arranged around 
an axial line we see that each arm is cut by lines of other skeletons 
in three points. For an important configuration, let the skeletons 
be separated out from the axial line just so fer that each arm is 
divided into four equal parts, by those three intersectional points. 
The tetrakaidecahedron of which the twenty-four comeiB are the 
comers of the tetrahedrons thus placed may conveniently be smiled 
the orthic tetrakaidecahedron. It has six equal square feMres and 
eight equal equiangular and equilateral hexagonal facea It was 
described in § 12 of my paper on ‘‘The Division of Space with 
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;J4i; Mi»!.E<:VL\K and cbvstalline theoe\ 

Wmminui Fir'iii.-ail Arei*.’ under the name of “plane-faced 
tr n;.,; Te^rak.i'd. .■aht dreii"; but 1 now prefer to call it orthic, 
’•« .-.i;-,' !■ r ..e h -f ..evtu jsiin* of parallel fiices, lines joining 
, .-rr. -p i-'.hr:;- in the two faces are perpendicular to the 

.1 phin, > ef Its three pairs of square faces are perpen- 

,t -...i! e.. .41:-ther. Fig. B represents an orthogonal projection 


5 5 



6 2 
Fig. 8. 


m a pkne to one of the four paira of hexagonal feces. 

The beavj lines are edges of the tetrakaidecahedron. The light 
lines are edges of the tetrahedrons of § 13, or parts of those edges 
not eoincident in prej^tion with the edges of the tetrakaideca- 
ht^ron. The figures 1, 1, 1; 2, 2, 2;...; 6, 6, 6 show corners 
htlonging iwpecti?ely to the six tetrahedrons, two of the four 
corners of »ch being prej6Cl€d on one ;pint in the diagram. 


♦ mi M»f. im, Mi hm-jrni, J.cla ¥oL xi. pp. 121- 

f. 
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Fig. 9 shows, on the same scale of magnitude with corresponding 
distinction between heavy and light lines, the orthogonal projection 
on a plane parallel to a pair of square faces. 



16. If the rule of § 15 with reference to the division of each 
arm of a skeleton tetrahedron into four equal parts by points in 
which it is cut by other lines of skeletons is fulfilled with all 
details of §§ 14 and 15 applied to any oblique parallelepiped, we 
find a tetrakaidecahedron which we may call orthoid, because it 
is an orthic tetrakaidecahedron, altered by homogeneous strain. 
Professor Crum Brown has kindly made for me the beautiful model 
of an orthoidal tetrakaidecahedron thus defined which is placed 
before the Royal Society as an illustration of the present 
communication. 

Fig. 10 is a stereoscopic picture of an orthic tetrakaideca¬ 
hedron, made by soldering together thirty-six pieces of wire, 
each 4 in. long, with three ends of wire at each of twenty-four 
corners. 
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17. I cannot in the present communication enter upon the 
most general possible plane-faced partitional tetrakaidecahedron 
or show its relation to orthic and orthoidal tetrakaidecahedrons. 
I may merely say that the analogy in the homogeneous division 
of a plane is this;—an equilateral and equiangular hexagon 
(orthic); any other hexagon of three pairs of equal and parallel 
sides whose paracentric diagonals trisect one another (orthoidal). 
The angles of an orthoidal hexagon, other than equilateral, are 
not 120°. The angles of the left-hand hexagon fig. 1 (§ 7) are 
120°, and its paracentric diagonals do not trisect one another, as 
the diagram clearly shows. 
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174 Os' THE jilouEciriAE Dynamics of Htdbogin Gas, 
Oxygen Gas, Ozone, Peroxide op Hydrogen, Vapour of 
Water, Liquid Water, Ice, and Quartz Crystal. 


[Froni5rft A&soc, £jeport^ 1896, pp. 721—724] 


In a eommiinication '' On the DifiPerent Crystalline Configura¬ 
tions possible with the same Law of Force according to Boscovich,” 
to the last meeting (July 20 ) of the Royal Society of Edinburgh, 
a purely mathematical prohlem of fundamental importance for the 
physical theory of crystals—the equilibrium of any number of 
points acting on one another with forces in the lines joining them 
—wa^ considered in the simplest case of Boscovichian statics: 
that in which the mutual force between every pair of atoms is 
the same for the same distance between any two atoms of the 
whole a^mblage. The next simplest case is that in which there 
are two kinds of atom, k, o, with the distinction that the force 
between two A’s and the force between two o's and the force 
between an h and an o are generally different at the same 
distance. The mutual force between two & s is, of course, always 
the same at the same distance. So also is the mutual force 
between two o’s and between an h and an o. 

The object of the present communication is to find how much 
of the known properties of the substances named in the title can 
be explain^ with no farther assumption except the conferring of 
inertia ujwn a Boscovich atom. 

The known chemical and physical properties to be prowided 

for are: 

1 . That in each of the gases named, the molecule is divisible 
into two; which is the meaning of the symbols H^, Og, used to 
denote them in chemistry. 

2 . That Ozone (O 3 ) is a possible, though not a very stable, 
mol^ule, consisting of a group of Oxygen atoms of which 
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the constituents readily pass into the configuration (Oo) of Oxygen 
gas. 

3. That Peroxide of Hydrogen (HoOo, or perhaps HO) is a 
possible, but not a Tery stable, combination, which, for ail we 
know, may exist as a dry gas, but ^v^hich is only generally known 
as a solution in water (of density 1*45 in the highest concentration 
hitherto reached), readily absorbing Hydrogen or parting with 
Oxygen so as to form HaO. 

4. That water (HqO) is an exceedingly stable compound in 
the gaseous, in the liquid or in the crystalline form according to 
circumstances of temperature and pressure. 

5. That dry mixtures of Hydrogen and Oxygen gases, and 
also mixtures of these gases with water in the same enclosure, 
have been kept by many experimenters for weeks or months, and 
perhaps for years, enclosed in glass vessels, without any combination 
of the two gases having been detected. 

6 . That Ice contracts by about 8 per cent, in melting, and 
that ice-cold water, when warmed, contracts till it reaches a 
maximum density at about 4° C., and expands on further elevation 
of temperature. 

7. For Quartz crystal— 

(a) The difference between neighbouring corners of the hexa¬ 
gonal prism; 

(b) The similarity between each face and its neighbour on 
either side turned upside down (the axis of the prism supposed 
vertical). 

(c) The right-handed and left-handed chiralities of different 
crystals in nature with, so far as known, an equal chance of one 
chirality or the other in any crystal that may be found. 

In the present communication it is shown that all the properties 
stated in this schedule can he conceivably explained by making H 
consist of two Boscovich atoms (k, A), and O of two others (o, o), 
This essentially makes Hg consist of four h's at the comers of an 
equilateral tetrahedron, and Oa a similar configuration of fonr o’s. 
It naturally shows Ozone as six o’s at the comers of a regular 
octahedron: and peroxide of hydrogen as a tetrahedron of As 
placed symmetrically within a tetrahedron of o's. It makes H^O 
(the gaseous molecule of water) consist of two o's with two A’s 
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attached to one of them and two other h’s attached to the other; 
the h's of each o getting as near to the other o as the mutual 
repulsion of the Ns allows. This configuration and the modification 
it experiences in the formation of crystals of ice are illustrated by 
models which accompany the communication. 


A 



c 


To understand what is probably the true configuration of ice- 
crystal, we are helped by first considering a double cubic assemblage 
of point-atoms, such that each point-atom is in the centre of a 
cube having eight point-atoms for its comers. This double cubic 
assemblage may be ima^ned as consisting of two simple cubic 
assemblages, so placed that one atom of each assemblage is in the 
centre of a cube of atoms of the other. The annexed diagram 
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shows, in the centres of the circles which it contains, atoms of a 
double cubic assemblage, which lie in the plane of a pair of remote 
parallel edges, AD, BG, of one set of constituent cubes. It 
shows all the atoms in the lines of this plane which it contains 
except certain omissions in the lines AD, DC, made specially on 
account of the present application of the diagram. The circles 
of simple shading and of shading interrupted by two small con¬ 
centric circles constitute one of the simple cubic assemblages; 
the unshaded and the circles with shading interrupted by one 
concentric circle constitute the other cubic assemblage. AG, BD 
are parallel to body diagonals, AB, DG are parallel to face 
diagonals, of the cubes. Annul now all the atoms at the centres 
of the blank circles*. Lastly, stretch the diagram perpendicularly 
to AO in some definite ratio of perhaps about 3 to 1. It then 
represents what we may believe to be probably the true molecular 
structure of ice-crystal: the circles with simple shading and with 
shading interrupted by two concentric circles denoting hydrogen 
atoms, and the circles with shading interrupted by single con¬ 
centric circles the oxygen atoms. 

The named properties of Quartz are explained by supposing 
the crystalline molecule to consist of three of the chemical mole¬ 
cules (OSiO) placed together in a manner readily imagined 
according to a suggestion which I communicated to the British 
Association at its Southport meeting in 1883. Models showing 
right-handed and left-handed specimens of these crystalline mole¬ 
cules and the configuration in which they must be placed to form 
a rock crystal ending in its well-known six-sided pyramid are 
shown to illustrate the present communication. 

In a communication which I hope to make to the Eoyal 
Society of Edinburgh at an early meeting essential details of the 
configurations now suggested, and of the mutual forces between 
the atoms required by the conditions to be fulfilled, will be 
considered. 

* The assemblage thus constituted is precisely that described in Section 24, and 
in footnote on Section 69 of “Molecular Constitution of Matter,” Proc. E. S, E. 
July 1889, reprinted as Art. xcvii. of Yol. m. of Mathematical and Physical Papers. 
I was led to it in the course of my investigation of a Boscovichian elastic solid, 
having two independent moduluses of resistance to compression and of rigidity.— 
(“ Elasticity of a Crystal according to Boscovich,” Proc. E. 8, June 1893 [Balti¬ 
more Lectures, Appendix I.].) 
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175 . Magnetism and Molecular Eotation*. 


[From Edinh. Roy. Soc. Proc. VoL xxii. [read July 17, 1899], pp. 631 — 635 ; 

Phil. Mag. VoL XLViii. A.ugust, 1899, pp. 236 — 239.] 

1. Consider the induction of an electric current in an end¬ 

less wire when a magnetic field is generated around it. For 
simplicity, let the wire be circular and the diameter of its section 
very small in comparison with that of the ring. The time- 
integral of the electromotive force in the circuit is 2AM, if A 
denote the area of the ring and M the component perpendicular 
to its plane, of the magnetic force coming into existence. This 
is true whatever be the shape of the ring, provided it is all in 
one plane. Now, adopting the idea of two electricities, vitreous 
and resinous, we must imagine an electric current of strength C 
to consist of currents of vitreous and resinous electricities in 
opposite directions, each of strength Hence the time- 

integrals of the opposite electromotive forces on units of the 
equal vitreous and resinous electricities are each equal to AM. 

2. Substitute now for our metal wire an endless tube of 
non-conducting matter, vitreously electrified, and filled with an 
incompressible non-conducting fluid, electrified with an equal 
quantity, e, of resinous electricity. The fluid and the containing 
tube will experience equal and opposite tangential forces, of each 
of which the time-integral of the line-integral round the whole 
circumference is eAM, if the ring be a circle of radius r; and 
the effect of the generation of the magnetic field will be to 
cause the fluid and the ring to rotate in opposite directions with 
moments of momentum each equal to eAMr, if neither fluid nor 

* [Various corrections are needed in this tentative paper, marked by the author 
as to be omitted from Baltimore Lectures. The 2 should be omitted in line 6. The 
current in metals is known now to be carried mainly by negative electrions. The 
inoment of momentum in § 2 and § 7 should be eAMj^ir, and the following expres¬ 
sions changed accordingly. The effects are of course excessively minute.] 
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ring is acted on by any other force than that of the electro¬ 
magnetic induction. Their angular velocities are therefore 
eAMjrw, eAMjrw', and their kinetic energies are 

where w, w' denote the masses of fluid and ring 

respectively. 

3. Suppose now^ for simplicity in the first place, the ring 
to be embedded in ether, viewed as an incompressible solid, and 
attached to the ether in contact with it firmly enough to prevent 
slipping. The circuital impulse on the ring by the generation 
of the magnetic field will give rise to a rapidly subsiding train 
of waves of transverse vibration, of the kind which, in communi¬ 
cations to Section A of the British Association* at its meeting 
in Bristol last September, I described as a solitary wave of the 
simplest possible kind in an elastic solid, and again, for periodic 
motion, as a very simple and symmetrical case of a train of 
periodic waves of transverse vibration. The work done by the 
circuital force on the ring is spent on waves of this class travelling 
outwards through ether, and in a very short time the ring comes 
practically to rest. It does not come to perfect rest suddenly by 
the departure from it of waves carrying away all its energy; it 
subsides to absolute rest in an infinite time according to the law 

sin qt. The resinously electrified fluid within the ring continues 
revolving with unaltered energy as long as the force of the magnetic 
field is maintained constant. 

4. The simple molecular arrangement thus imagined supplies 
the rotatory or revolutional motion, and the moment of mo¬ 
mentum,” which, forty-three years ago, I pointed oiitf as wanted, 
to explain '‘simply by inertia and pressure,” the rotation of the 
plane of polarization, then recently discovered by Faraday, for 
light transmitted through heavy glass in a powerful magnetic 
field along the lines of force. In my Baltimore Lectures I showed 
that embedded gyrostats would in fact produce exactly the 
rotation of the plane of polarization in a magnetic field dis¬ 
covered by Faraday. The idea which forms the subject of the 
present communication shows how the fly-wheels of the gyro- 

* “ On the Simplest Possible “On Continuity in Undulatory Theory,...,” 
B. A, lieport, 1898. 

t “ Dynamical Illustrations of the Magnetic and the Helicoidal Rotatory Effects 
of Transparent Bodies on Polarized Light,'' JProc. jR. S. L. Vol. viir. June 1856; 
Phil, Mag. March 1857. [Baltimore Lectures, Appendix P,] 


23~~2 
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sbits may be started into rotation in virtae of the generation 
..f the .uagnetic field and stopped when the magnetic field is 

am 11.1 lied. 

5 The simply embedded g}'Tostat has not, however, the 
vibrational quality which is the essentia] of the Stokes-Maxwell*- 
Sfllineier vibratory molecule. For this a gyrostatic vibrator, 
,-apihlc of originating from a single blow on itself a subsidential 
train of at least 200,000 waves of light, must be connected -with 
the surrounding ether by springs, having sufficient resilience to 
.store up in themselves the total energy thus radiated out. 
Taking now as gyrostat our electric doublet of vitreously 
electrified rigid hollow ring filled with fluid resinously electrified, 
consider what must be the nature of the elastic communication 
l>etween it and a rigid lining of a spherical hollow in ether 
around it, to fulfil some of the known conditions of radiant 
liioleeiiles. 

6 . (a) Let the spring connexion he equivalent to a simple 
forc‘e between /, the centre of inertia of ring and fluid, and 0, 
the centre of the spherical sheath, varying directly as the 
distance between those points. The gyrostatic influence will be 
iooj^rative, and the result will he precisely the same as if we 
had a single Maxwell-Sellmeier material point at /, of mass equal 
to that of ring and fluid together. 

(h) Let points on the ring be connected by springs with 
points on the sheath. Supposing now the sheath to be held 
filed, the stiffnesses and the tensions of these springs may be 
adjusted to give 21 arbitrary values for the coefficients in the 
quadratic for the potential energy of any infinitesimal displace¬ 
ment, specified hy three components of linear displacement of /, 
and three components of rotational displacement round axes 
threiigh I. The well-known solution of the problem of infini¬ 
tesimal vibrations about a position of equilibrium of a rigid 
btxly, modified in respect to moments of inertia to take into 
to^iint the fluidity of the incompressible fluid in the ring, gives 
ns iiMn«iiateIj the periods and geometrical specifications of six 
firnd-ttaaeiital modes of simple harmonic vibration. Hence our 

PhiL M«.f. July quoting from Gamh, Univ» Calendar. 

■ im 
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com'bination, serving as a radiant molecule, without magnetic 
force, would give six bright lines (understood of course that each 
of the six periods is within the range of light-periods). Suppose 
now a vast number of such molecules, all equal and similar in 
every respect, but with different orientations, to be scattered 
through a flame. Each molecule, whatever its orientation, will 
give six lines of the same periods, though of different intensities 
when seen in any particular direction, according to the chances 
of orientation and of impulses. Hence each of the six bright 
lines will be perfectly sharp. 

7. Now suppose a magnetic field to be suddenly instituted. 
The moment of momentum generated in any one of the mole¬ 
cules is erAM cos 9, where 9 denotes the inclination of the axis 
of its ring to the lines of force. The gyrostatic influence will 
split each of our six fundamental modes of vibration into two, 
greater than it and less than it by equal very small differences. 
These differences will be different for different molecules, because 
of the different values of 0 for their different orientations. 
Hence each bright line is not split into two sharp lines, but is 
broadened to an extreme breadth corresponding to the value 
9 = 0. No simplifying suppositions as to the character of the 
molecule, such as symmetry of forces and moments of inertia 
round the axis of the ring, can possibly give Zeeman’s normal 
results of the splitting of a bright line into two sharp lines 
circularly polarized in opposite directions, when the light is 
viewed from a direction parallel to the lines of magnetic force; 
and the dividing of each bright line into three, each plane- 
polarized, when the light is viewed from a direction perpendicular 
to the lines of force. Hence, although from 1856 till quite lately 
I felt satisfied in knowing that it sufficed to explain Faraday’s 
magneto-optic discovery, I now, in the light of Zeeman’s recent 
discovery, discard my old tempting gjrostatic hypothesis for an 
irrefragable reason, which is virtually the same as that stated by 
Larmor* in the following words:—"‘Hence a principal oscillator 
magnetically tripled must be capable of being excited with 
reference to any axis in the molecule; otherwise there would 
be merely hazy broadening or duphcation instead of definite 
triplication.” 

* Phil. Mag. Vol. xiiiv. 1897, “ On the Theory of the Magnetic Influence on 
Spectra,” p. 507. 
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8 . It now seems to me that the theory of H. A. Lorentz (of 
Leyden), as expressed by equations (1) in Zeeman's first paper 
"‘On the Influence of Magnetism on the Nature of the Light 
emitted by a Substance^," is essentially true. 

9. Though it cannot explain Zeeman's discovery, the mole¬ 
cular rotation caused by the institution of a magnetic field, 
which is the subject of the pi-esent communication, may, however, 
be considered as interesting not only because the idea of it seems 
to be new in electromagnetic theory, but also because it may 
conceivably constitute the explanation of Faraday's diamagnetism. 
Go hack to §§ 2, 3 above, and remark that if a body containing a 
vast number of the molecules there described is situated between 
the poles of a steel magnet, the total energy will be greater than 
if there were nothing but ether between the poles, by a difference 
equal to the kinetic energy of the motion of the resinously 
electrified fluid. Hence if a body containing the supposed 
congregation of molecules is movable, it must be repelled from 
the place of strong magnetic force between the poles to places of 
weaker force further from them. 

* Fhil. Mag. Vol. xliii. 1897, p. 226. 


176 . Molecular Dynamics of a Crystal. 

[From Edinh. Roy. Eoc. Proc. Vol. xxiv. [read Jan. 20, 1902], pp. 205—224; 
Phil. Mag. Vol. iv. July, 1902, pp. 139—156; Nature, Vol. Lxv. Feb. 27, 
1902, p. 407. Reprinted in BaUimore Lectures, Appendix J, 1904, 

pp. 662—680.] 


177 . dSpiNus Atomized. 

[From the Jubilee Volume presented to Prof. Bosscha in Nov. 1901.] 

[Phil. Mag. Vol. in. March, 1902, pp. 257—283. Reprinted in Baltimore 
Lectures, Appendix E, 1904, pp. 541—568.] 
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178 . Account of experimental iN-yEsriCArioNs to answer 
Questions originating in the Mechanical Theory of 
THERMO-ELEC rRIC CURREOTS. 

[From Edinh, Roy. See. Proc. YoL lir.[read Mlay 1, 1854], p. 255. Abstract] 

In this comm uni cation the mode of experimenting was de¬ 
scribed by which the experimental results quoted in the theoretical 
paper were obtained; and the principal parts of the special 
apparatus, which had been constructed and used in the investigation, 
were laid before the Royal Society. 


179. On the Heat produced by an Electric Dischabge. 

[From Phil. Mag. Yol. vii. May 1854, pp. 347, 348.] 

To the Editors of the Philosophical Magazine and JoiirnaL 

2 College, Glasgow, 
April 19, 1854. 

Oentlemen, 

It has been pointed out by If. Clausius, in a letter addressed 
to you and published in the last Number of your Magazine, that 
the first discovery of the true relation between the generation of 
heat in the discharge of a Leyden phial and the quantity of the 
previous charge is not, as I had stated it to be, due to Joule, but 
that it had been given in a paper published about three years 
earlier by Eiess. I may be allowed to explain, that, in making 
the statement in question, I considered the law of that relation as 
an evident corollary from the great principle, that the whole heat 
generated in any discharge of electricity is exactly the equivalent 
in thermal energy for the mechanical value of the electrical charge 
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yihith is lost^. There is no doubt who is the discoverer of this, 
and the originator, in ^our most valuable Magazine, of the theory 
of mechanical equivalence among the electric, chemical, magnetic, 
frictional, and pneumatic developments of energy, which has within 
the last two or three years attracted so many investigators. 

The mere law, that the heat generated by the discharge of a 
Leyden phial or battery is proportional to the square of the 
quantity of electricity in the previous charge, is not, as I inad¬ 
vertently stated, due to Joule; neither is it, as M. Clausius seems 
to suppose, due to Eiess. Becquerel, I find, in his Traite de 
rElectricity (Vol. IIL p. 150, published in 1835, or two years earlier 
than the paper referred to by M. Clausius), enunciates it quite 
explicitly as having been established by "‘Cutbbertson and others, 
who had used electrometers in measuring the calorific action of 
the discharge of a battery.” Mr Joule, too, although in his first 
publication he only referred to the researches of Snow Harris 
which had recently appeared in the Philosophical Transactions, 
remarks in a subsequent paper (On the Heat disengaged in 
Chemical Comhinations, Phil. Mag. June 1852), ‘'that Brooke and 
Cuthbertson found that the length of wire melted by an electrical 
battery varied nearly with the square of its charge”; and at the 
same time he refers to the researches of Riess on the calorific 
effects of frictional electricity, acknowledging their priority to 
his own researches on the heat generated by continuous electric 
currents. 


I remain, Gentlemen, Yours very faithfully, 

William Thomson'. 


* Th€ application of this principle to the discharge of a Leyden phial shows 
&at the whole heat generated must be equal to ~ if / denote the 

m^hanical equivaJent of the thermal unit, Q the amount of the charge, t the 
thieiness of the glass, I its specific inductive capacity, and JS the area of either 
mde of the ccmted surface; a conclusion whieh wants no other experimental veri- 

ficatmn than such as may be considered desirable for verifying that F— is the 

4717 - 

trae exp^ssioa for the capamty of a Leyden phial. 
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180 . On- Mr Whitehouse's Relay and Induction Coils 
IN Action on Short Circuit^. 


[From British Association Report^ 1857, pt. ii. p, 21. Abstract.] 

The peculiarities of Mr Whitehouse’s induction coils, which 
fit them remarkably for the purpose for which they are adapted, 
as distinguished from the induction coils by which such brilliant 
effects of high intensity are obtained, were described. The chief 
part of the telegraphic receiving apparatus, the relay, was fully 
described, and was shown in action, through thirty yards of the 
Atlantic cable, after some remarks explaining the general nature 
of a relay,—an electrical hair-trigger. The relation of Mr White- 
house’s relay to the Henley receiving instrument was pointed 
out. The author expressed his conviction, that by using Mr 
Whitehouse’s system of taking advantage of each motion for a 
single signal, instead of the to-and-fro motion, as in all systems 
hitherto practised, the Henley single needle instrument might be 
easily used, so as to give as great a speed on one line of wire 
alone, as is at present attained by two with the double needle 
instrument. The beautiful method of reading by bells would be 
most ready and convenient for giving the indications to be inter¬ 
preted as the messages, but the author believes that either by the 
eye or ear, messages may be read off with the rapidity and ease 
which will render the use of one telegraph wire in all respects as 
satisfactory as that of two. 

* [On the working of the early Atlantic Cable cl Math, and Phys. Papers^ 
Yol. II., especially pp. 92—112.] 
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181. On the Effects of Induction in Long Submarine 
Lines of Telegraph. 


Ilrltuk AMtmaiion Report^ 1857, pt. ii, pp. 21, 22. Abstract.] 

A GENERAL explanation of the theory was given, and the “law 
of s<]iiares’’ was proved to be rigorously true. It was pointed out, 
that when the resistances of the instruments employed to generate 
and to receive the electric current are considerable in comparison 
with the resistance of the line, the observed phenomena do not 
fulfil the law of squares, because the conditions on which that law 
is founded are deviated from. The application of the theory to 
the alternate “positive” and “negative” electrical actions used by 
Mr Whitehouse for telegraphing was explained, and the circum¬ 
stances which practically limit the speed of working were pointed 
out Curves illustrating the enfeehlement of the current towards 
the remote end of the telegraph line,and the consequent necessity 
of the high pressure system introduced by Mr Vhitehouse, were 
shown. The embarrassment occasioned by the great electrical 
effect through the wire, 'which follows the commencement of a 
series of uniform signals with a full strength of electrical force, 
was illustrated in one diagram, which showed a succession of eight 
impulses following one another at equal intervals of time, and 
giving only one turn of the electrical tide at the remote end, 
or two motions of the relay, including the initial effect. The 
rc*ia«iy sugg^ted by the author was illustrated by another diagram, 
ill which a 8U(»e^ion of seven ^ual alternate applications 
of pcsitive and negative force, following a first impulse of half 
st-reiigth, was shown to give seven turns of the tide at the remote 
eiMl, therefore eight motions of the relay, following one another 
at lot wmj unequal intervals of time. 
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182. On [fault] Phenomena of Submebged 
Atlantic Cable. 

[Prom Letter to J. P. Joule, dated Sept. 25, 1858 ; Ma^ichester Phil 
Soc. Proc, Tol. I. [Oct. 5, 1858], pp. 60 — 62.] 

Instead of telegraphic work, which, when it has to be done 
through 2,400 miles of submarine wire, and when its effects are 
instantaneous interchange of ideas between the old and new 
worlds, possesses a combination of physical, and (in the original 
sense of the word) metaphysical interest, which I have never 
found in any other scientific pursuit—instead of this, to which 
I looked forward with so much pleasure, I have had, almost ever 
since I accepted a temporary charge of this Station, only the dull 
and heartless business of investigating the pathology of '‘faults” 
in submerged conductors. A good deal that I have learned in 
this time has, I believe, a close analogy with some curious 
phenomena you have described, and which you partially shewed 
me last winter, regarding intermittent effects of resistance to the 
passage of an electric current between two metal plates in a 
liquid. Thus I have been informed by Mr France, of the Sub¬ 
marine and Mediterranean Companies, who has had long experience 
in testing and working submarine cables, that he has ihequently 
observed, when applying constant electromotive force to one end 
of a submerged cable in which there is a bad defect of insulation, 
that the indicating needle of his galvanometer has continued 
oscillating through nearly the whole range of its scale without 
any apparent cause. Phenomena of the same kind, to a greater 
or less degree are, I believe, familiar to all careful observers who 
have been engaged in submarine telegraphing. Another very 
remarkable feature of the insulation of gutta-percha-covered 
wire, is the difference in the effects of positive and negative 
electrifications. 

It is well known that a fault of insulation in an actually 
submerged cable causes a much greater loss of current when the 
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!||j4 

vvi!>' > iit--gutn>'K\ than whrn it is iH-^sitivelj and tliafc 

It Atu-f tlir' wirr li.;ks l*4't or has been negatively 

t ! iitifs'i t-'F t2!nt', a t/U’etnfieation be applied and 

iiLiiniiUn4. tre-' rii^ulatiiig leaver Cia>istaiit‘e to Icssl gradually 
F!-. - and rising, iiiinote after iiiiiiiittn sooietimes 

r-vt'n --n^-ibly fbr hours; ns is shown by the current from the 
bi’!-%T\ ono oikI of the cable, gradually diminishing, while the 
/.-irr-' !.! tlir.ei'ch tho other end, if put to earth, gradiiallj rises in 
< hi tht' fourth day after the end of the cable was 
LiUiioei h- re, I ibund that a |M>sitive current entering from ten 
colb !'f a eoMstiiijt buttery fell in the course of a few iiiimites to 
h.iif Htreiigth. When the battery wuus next suddenly reversed^ 
the negative current rose, and remained after that nearly cons taut, 
at abA'iil the same degree of strength as that at w^hieh the positive 
eiirreiJt had eoinineneed. The same kind of action is, I have 
learoed, cert>ainly ob^erv't^l in cables actually submerged, and 
kno'wii to have faults in the giitta |)ercha, by which the conductor 
Ik-etuiies ex|KSt‘d to the water; and this has been attributed to 
electrolytic action u|M:>n the water giving rise to oxydatioii, or 
to tile evolution of hydrogen at the surface of the coppr, according 
as it is |)ositive!y or negatively electrified, relatively to the earth 
at the sjK>t 

I had ol^rv'ed the same difference as to insulating power 
for positive and negatiA’e charges, at Keyham, the cable being 
dIy^ and therefore think that the electrolytic explanation is 
either insufficient, or implic^s a very remarkable electrolytic 
Mt'ion. on gutta percha itself, or on pitch, or |M«sibly moisture in 
erc*Ta»es* 

la soiiie ex'periinents on artificial faults placed in basons of 
mm water, I have paid particular attention to the green and white 
ineni8tatioiis,ol^rved according as the current is from imperfectly 
proteetcKi wire to water or the reveme. The latter is very remark¬ 
able, and a|)|M:mrs like an exudation on the bark of a tree, when 
the iiiilt consists of a minute incision or ai^rture. In the last 
€me there is alwuiys m fine pas^ge or cmfcer in the middle, by 
which biibMi« of hydiv^en e^ape. 
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183. Ox Photographed Images of Electric Sparks. 

[From (rlasij, .PAii. Xf«*. iVor. Vol. iv. [n-.ni Dee. 14, ISr^o], 
pp. 206, 267. A!«tract. ] 

Professor W. Thomsox exhibited photegrapho.1 image^ of 
electric sparks reflected from a revolving mirror, which a few liays 
since he had received from Mr Fedderseii <,»f Lei[;^iio ane! wiiieh 
afforded a remarkable illustration of the “iiseillati^rv di^ehar^ro"' 
indicated by dynamical theory as occurring, when a Leyden phial 
of not too electrostatic c?A{meity is dischargnl, by a siithcieritly 
easy conducting train, through a channel presenting siitheient 
“ induction on itself ” or electro-dynamic eapicity.” The ocenr- 
rence of an oscillatory discharge, under certain conditions, had 
been first anticipateci by Helmholtz, in his Erhaitia^ff der A^rnft 
(Berlin, 1847). The kw «>f disc*harge, when the discharging train 
possesses no sensible electrostatic capiicity, had fnliy in¬ 

vestigated and the conditions under which it takes place with 
oscillations discriminated from those under which it takes place 
with continuous subsidence, had been determined, in a mathe¬ 
matical pi|.>er communicated to this Society about yemrs 

ago “On Tninsient Electric Currents”— Froceedmm cf Glmgew 
PMlumpMcal Sacteiy, January, 1853 , and Philosophical MapaMne, 
June of same year. [Math, and Phys. Papers, Vol i. p. 534.] 

At that time the numerical relation between electrostatic and 
electrodynainic units had not been determined, and therefore a 
ceitain coefficient in the mathematical formula was left for 
experimental investigation. The want has been since supplied 
by W. WebtT, who has continued the system of absolute ineasiire- 
inent inaugurated by himself and Gauss for terrestrial aiagiietisiii, 
and has extended it with the greatest advantege into every 
depjirtment of electric and magnetic science. The con'Sei|ueiice 
is that the mathematical formula for an. electric dischargi^ eaa 
now be fully reduced to numbeiB, the criterion as to whether it is 
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oscillatory or continuous applied, and, when it is oscillatory, the 
time of an oscillation determined for any stated dimensions and 
form of apparatus. Professor Thomson further stated that he had 
calculated dimensions, &c., and found that arrangements coaid 
readily be made to give rise to oscillations in periods not less 
than of a second, which could therefore he easily shown loy 
Wheatstone's method of the revolving mirror, as he had antici- 
pited might he possible when he first communicated his mathe¬ 
matical investigation to this Society. The barred appearance of 
each of the photogrsiphic images now before the Society would, 
if the rate of rotation of the mirror, and the distance from it of 
the plate receiving the impression, were known, be enough to 
determine the period of the electric oscillation by which they had 
been produced. He hoped soon to have particular information 
as to these and other details from Mr Feddersen, and so be able 
to make a thorough numerical verification of the theory^ which he 
would not delay to lay before the Society. 
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184. Eeport of Committee appointed to prepaee a Self- 

EECORPIN'a ATMO^SPHERIC ELECTROMETER FOR KeW, AXD 

Portable Apparatus for observing Atmospheric Elec¬ 
tricity. 


[From British Assoeiaiwa I860, pp. 44, 45.] 

Yoxjr Committee, acting according to your iristriietions, applied 
to the Eoyal Society for £100 out of the Governmeiit grant for 
scientific investigation, to be applied to the above-mentioned 
objects. This application was acceded to, and the eonstrnction 
of the apparatus was proceeded with. The progress was necessarily 
slow, in consequence of the numerous experiments required to find 
convenient plans for the different instruments and arrangements 
to be made. An improved portable electrometer was first com¬ 
pleted, and is now in a form which it is confidently hoped will be 
found convenient for general use by travellers, and for electrical 
observation from balloons. A house electrometer, on a similar 
plan, but of greater sensibility and accuracy, was also constructed. 
Three instruments of this kind have been made, one of which 
(imperfect, but sufficiently convenient and exact for ordinaiy work) 
is now in constant use for atmospheric observ^ation in the laborator}" 
of the Ifatural Philosophy Class in the Univeraity of Giasgow\ 
The two others are considerably improved, and promise great ease, 
accuracy, and sensibility for atmospheric observation, and for a 
large variety of electrometric researches. Many trials of the 
water-dropping collector, described at the last Meeting of the 
Association, were also made, and convenient practical forms of the 
different parts of the apparatus have been planned and executed. 
A reflecting electrometer was last completed, in a working form, 
and, along with a water-dropping collector and one of the im¬ 
proved common house electrometers, was deposited at Kew on 
the 19th of May, A piece of clockwork, supplied by the Kew 
Committee, completes the apparatus required for establishing the 
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SliH 

M.:‘lf-ree(>rcliiig systt/iii, with the exception of the merely photo¬ 
graphic part, it ish(^iK.‘(l that this will be completed, under the 
direction of Mr Stewart, and the observations of atmospheric 
C’lcetiieity euiumtaiced, in little more than a month from the 
present imio. In the mean time prejmrations for observing the 
Scalar i'lhpse, and the eunstructioii of inagnetic instruments for the 
Diiteh (h,>vtaririierit,iieL*essarily occupy the staff of the Observatory, 
to the >11 of other undertakings. It is intended that the 

remainiiig i"*!ie of the ordinary house electrometers, with a water- 
elri'ippiiig cidk-etur, and the portable electrometer referred to 
will be used during the summer months for observation 
of atniiKspherie electricity in the Island of Arran. Your Com¬ 
mittee were desirous of supplying portable apparatus to Prof. 
Everett, of Windsor, Nova Scotia, and to Mr Sandinaan, of the 
Colonial Observatory of Demerara, for the observation of atmo¬ 
spheric electricity in thase localities; but it is not known whether 
the nioriey wdiich has been gnrnted will sufiSce, after the expenses 
yet to l>t‘ incurred in establishing the apparatus at Kew shall 
have l>eeii defrayetl In conclusion, it is recommended bo you for 
your eoiisideratitiri by your Committee, whether you will not 
immediately take steps bo secure careful and extensive obser¬ 
vations in this most iin|K)rtant and hitherto imperfectly investigated 
branch of meteorological scienoi. For this purpose it is suggested, 
—1, that, if |K>8siMe, funds should be provided bo supply competent 
observer in ditlerent parts of the world with the apparatus 
necessary for nuiking precise and comparable observations in 
absolute iiMiasiire; and 2, that before the conclusion of the present 
siuiiintT acoiiiiiienceinent of the electrical observation from balloons 
should 1>€‘ made. 


185 . Velocity of Electricity. 

[Frim lyciojnrniia fseeoad edition], 1860. Reprinted in Matk, and 

i%i. Vol. II. art. luxi, pp. 131—137; and in extended form in 

iim, A|'jpendix L, 1904, pp. 688—6&4.] 
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186 . Ont the Measheement of Electric Resistaxge. 

[From Eoy.^oe, Proc. '\o\. xt. 1860—1862 [read June 20, 1861], pp. 313— 

328 ; A 7 inaL de Ckhnie, Yol. lxtii. 1863, pp. 501 —506 ; Phil. Mug . 

YoL xxiY. Aug. 1862, pp. 149—162.] 

Part I. Ifeiv Electrodymimic Balance for resistances of short 
bars or wires. 

In measuring the resistances of short lengths of wire bj 
Wheatstone’s Balance^, I have often experienced considerable 
diflScnlty in consequence of the resistances presented bj the 
contacts between the ends of the several connected bmnches or 
arcs. This difEculty may generally be overcome by soldering or 
amalgamating the contacts, when allowable; but even with 
soldered connexions there is some uncertainty relating to the 
dimensions of the solder itself, when the wires tested are very 
short. When soldering was not admissible, I have avoided being 
led into error, by repeating the experiment several times with 
slightly varied connexions ; hut I have in consequence sometimes 
altogether failed to obtain results by either Wheatstone’s or any 
other method hitherto practised, as for instance in attempting to 
measure the electric resistances of a number of metallic bars each 
6 millimetres long and 1 millim. square section, which were 
put into my hands hy Mr Calvert of Manchester, being those of 
which he and Mr Johnstone determined the relative thermal 
conductivities in their investigation published in the Transa(tiom 
of the Royal Society for March 1858. I have thus been compelled 
to plan a new method for measuring electric resistances in which 
no sensible error can be produced by uncertainty of the connexions, 
even though made with no extraordinaiy care. 

* I have giYen this name to the beautiful arrangement first inYented % Pro* 
fessor Wheatstone, and called by himself a “differential resistanoe measurer.It 
is fre(riiently cahed “Wheatstone’s Brid^,’" espesiallj hy Grenmn ▼riters. It is 
sometimes also, but mast fedsely, called ‘‘Wheatsk>ne’sP&imIl.©l<^mm.’ 


X. V. 


24 
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Let AB and CD be the standard and the tested conductors 
respectively. Let the actual standani of resistance be the resistance 
of the j>ortioii of AB between marks* S, S' on it, and let it be 
required U.i find a pirtioii TF^ of Cl) which has a resistance either 
equal, or bearing a stated ratio, to that standard. 

Join BC either by direct metallic contact between them, or by 
any ordinarily goid metallic connexion with binding screws or 
otherwise; and join the two electrtwies of a galvanic element to 
their other ends, A, 1), Let GPR and KQL be two anxiliary 
condnetc^rs, which, to avoid cincurnlocntions, I shall call the primary 



and the seeendaiy tasfeing-condiictors respectively, with their ends 
appli-«i to the marked p)iBts S, S\ T, Let P and Q be points 
in these conductors to which the electrodes of the galvanometer 

are t-o be appliai 

It is easily men, and will be demonstrated below^ that if the 
reiistances of the testing-eondnetors be similarly divided in Q and 
P, and if their ends he in perfect eonducting communication with 
the- iiiarfed p>iiits of the main line to which they are applied, the 
eofiditioi that the gidvanometer indication may be zero is that 
the ratio of the resistanees of the standard and tested conductors 
iittit be the same as that in which the auxiliary conductors are 
e«h dividtHi Farther, it is clear that by making the testing- 
conductors of incompambly greater resistances than any that can 
exist ill the cosnexioas at S, S\ P, F, which can easily be done if 
o^anexions are moderately goc^l, the error arising firom such 
iiiiperfectioBB m they mast preset may be made as small as is 

* l>B ll» mmt prtaciijif He k traits ' insteail of the k 

Wite *** fof 1 piioiaHi of kogth* 
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required*. To demonstrate the above and to form an accurate 
idea of the operation of this method, it is necessary to investigate 
the difference of potentials (electromotive force) produced between 
Q and P, when a stated difference of potentials, P, is maintained 
between S and T' 

let SS', TT' denote the resistances between the marks, on the 
standard and tested conductors respectively. Let GFJEf, GF, PH, 
KQL, KQ^ QL denote the resistances of the testing-conductors and 
their parts according to the diagram, implying that 

GPH = GP + PH, and KQL = KQ -f QL 

Let SG, HT\ S'K, PPbe the resistances in the connexions at the 
marks; let 

SG + GPH q- HT be denoted by SPT\ 

* This method majbe readily applied to Siemens’s mercury standards (see P/iiZ. 
Mag. Jan. 1861, or Fcggendorff's Aniialen, 1860, No. 5), by introducing platinum 
wires through holes in the glass tube near its ends, as electrodes for the testing- 
conductors, and wires or plates of platinum at the ends, as electrodes for one pole 
of the battery and for connexion with the conductor to be compared with it, 
respectively. It will then not he the whole line of mercury from end to end, bat 
the portion of it between the two platinum wires first mentioned, that will be the 
actual standard. The objection against the use of mercury as a standard of 
resistance, urged by Hatthiessen, that the amalgamated copper electrodes which 
Siemens found necessary to give very perfect end connexions must render the 
mercury impure and increase its resistance sensibly after a time, is thus completely 
removed- It must be shown, however, that different specimens of commercial 
mercury, dealt with in the manner prescribed by Siemens, to remove impurities, 
shall always be found to have equal specific resistances, before his proposal to 
produce independent standards by filling gauged tubes with mercury emu be 
admitted as valid. But the transportation and corrtjgarison of actual standards 
between different experimenters in different places is, and probably must always 
be, the only way to obtain the most accurate possible cowman spstem of measure- 
merit \ and when a proper mutual understanding between electricians and national 
scientific academies, in all parts of the world, has been arrived at, as it is to 
hoped it may be soon, through the assistance of the British Association and Boyai 
Society if necessary, the use of definite metallic standards, whether the liquid 
mercury as proposed by Siemens, on the one hand, or the solid wire, alloy of gold 
and silver, on the other hand, proposed by Matthiessen [PhiL Mag. Feb. 1861), 
would be essential only in the event of all existing standards being d^troyed. 

Weber’s absolute system is often referred to as if its obj«l were merely to fix 
standards of resistance, and the difficulty and expense of ap^ying it independently 
have been objected to as fatal to its general adoption. In reality its great value 
consists in the dynando conditions which it fedfids, with relation to electro-magnetic 
induction, and to tiie mechanical theories of beat and of electro-chemical action 
But it most probably will also be much more accurate than any definite metallic 
convention, for the re-establishment of a common metrical system, in case of the 
destrmctioa of all existing stendmrds.. 


24—2 
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and S^K + K.Q1j 4- LT be denoted by S ) 

and let S'BCT denote the resistance between S' and T composed 
of the resistance in the connexion and the resistances in the 
portions of the main conductors 6om the marks S' and T to their 
ends. Liistly, let R denote the resistance in the double channel 

between S' and T. By the well-known principles of 

Qi J 

electric conduction, we have 

/I 1 

-^^{s'BCT'^ S'QTJ . 


for the resistance in the double arc between S' and T. Then, by 
addition, we have 

SS' + R+TT' 


for the resistance from S to T' by 


the channel SS 


S'BGT) 
S'QT ] 


rr. 


This whole resistance is divdded, by Q and its equipotential point 
in the direct channel S'BGT, into the parts 


SS'^{S'QjS'QT).R and {QT/S'QT). R+TT'. 


Hence if, for simplicity, we suppose the potential at S to be 0, 
and at T' to be E, and if we denote by q the potential at Q, 
we have 


SS'-^(8'Q/S'Qr).It 
SS' + M + TT' 


( 2 ). 


Again, since B divides the resistance between S and T', along the 
channel SJPT ', into the parts SP and PT', we have 

p=B(SPlSPT') ..(3), 

if we denote by p the potential at P. Hence 


SS' + (S’Q'S'QT). R - (SPfSPT') (SS' +R-h TT') 
SS' -i-B + TT' 


or. since 1 - (SPISPT')={PT'ISPT), 

PT' SP - /S'Q 


q-p== E 


sFr SPT 


,.rr+jj(| 


QT 


SP ^ 
SPT'J 


SS'-^B + T'T' 


.(4). 


Now let us suppose that, by varying one or more of the 
CMBponent arcs in the balance-circuit, we reduce the galvanometer 
UKhaition to zero, that is to say, mate q -p=0. We shall have 
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by equating the numerator of the preceding expression to zero, 
and resolving for TT\ 

TT = (FT'ISP) .SS' + R {(SPr/S'QT) (S'Q/SF) ^ 1 }...(5). 


To interpret this expression, it may be remarked that if the second 
term vanishes, that is to say, if 

R {(SPr/S'QT) (S'Q/SF) - 1 } = 0 | 
we have TT' = (PT'/SP) .SS' j .^ ' 

and this is the condition aimed at in the arrangement. Now the 
connexions at S and T' must be made so good that the resistance 
SG in the first is inappreciable in comparison with GP, and the 
resistance H'T'y in the second, inappreciable in comparison with 
PH ; so that we may have 

PT'ISPaPH/OP, 

where a denotes an equality not perfect, but having no appreciable 
error; and hence 

TT'::i(PH/GP),SS'. 

The condition 

R {(SPT'/S'QT). (S'Q/SP) -1} a 0 


is to be secured by one or other of two ways or by both combined; 


that is, by making 

jRa 0 . (a) 

or (SPT/S'QT) (S'Q/SP) a 1. (b\ 


or each as nearly as possible. If the connexion BC were quite 
perfect and the marks S' and T were at the very ends of the 
conductors, the condition (a) would be fulfilled and there would 
be no necessity for the condition (b). We should then have a 
perfect Wheatstone balance,—the secondary testing-conductor 


^\q becoming merely a part of the galvanometer electrode. 

Hence whenever the resistance S'T can he made absolutely in¬ 
sensible, Wheatstone’s balance leaves nothing to desire, provided 
the ends of the testing-conductor are applied to marked points on 
the standard and tested conductors, and the battery electrodes to 
their outer ends, or to points of them between their outer ends 
and those marked points. When, however, as very frequently is 
the case, S'T may be made small but not absolutely insensible in 
comparison with the resistances of the standard and tested con- 















374 


ELECTRODYNAMICS 


[186 


diictorSjthe addition of the “secondary testing-condnctor” becomes 
valuable, even if it be only arranged to give a rough approximation 
to the condition (SPT'/S'QT) (S'Q/SP) = 1^, since it will reduce 
the error to the fraction {SPT'/S'QT} ,(S'QISP)— 1, of the small 
resistance Mi. But further, when, as in experiments on short 
thick bars like those of Mr Calvert, S'T cannot by any manage¬ 
ment be got to he small in comparison with the use of the 
secondary testing-conductor becomes essential, and the most 
accurate possible fulfilment of the condition 

(SJpriS'Qr}^(S'QI^^)ai 

must be aimed at. This is to be done by dividing the secondary 
testing-conductor at Q, in very exactly the same ratio as the 
primary at JP, and taking care that the resistances in the 
connexions S'K, LT are very small in comparison with KL 
and Ql. 

Part IL Suggestions for carrying out these princijples 
in practice, 

% 

When high accuracy is not required, the two ‘‘testing- 
conductorsmay be made of wires stretched straight in parallel 
lines, and the connexions for the galvanometer electrodes may be 
applied to them by means of a slide on a graduated scale—as in 
one of the common forms of Wheatstone’s balance, with sliding 
contact on single testing-conductor. This form is very objection¬ 
able, however, whether for Wheatstone's balance or the method 
I now propose: (1) because it is impossible to secure that the 
different parts of each testing-conductor shall be accurately at 
the same temperature; (2) because the resistances at the ends of 
the fine stretched wire or wires are always sensible in comparison 
with the smallest measured differences produced by the slide; 
(3) because the stretched wire itself is never of absolutely equal 
gauge throughout, and, even if sensibly so when first put into the 
instrument, soon ceases to be so in consequence of the friction of 

* Him af miirm is s^niYalent to SPr: 8P :z S'QT i S'Q, and means that the 
fi«»aiai 7 cxmductor is to be dixid^ by one galFanometer electrode in the same 
iropoartoi as the primary is divided by the other. 

t srech msm R will, ao^>rding to euttation (1) abovre, be nearly equal to 

FjICT, . M iim. 
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the sliding contact which it experiences in use*; (4) heeanse, in 
even the hastiest experiments, provided a rationally planned 
galvanometer is used, a far higher proportional degree of accuracy 
is easily attained in measuring electrical resistances against a 
standard of resistance than can be at all attained, without veiy’' 
extraordinary precautions and the assistance of a microscope, in 
measuring lengths under a yard or two against a standard of length. 

When the highest accuracy is required,! ahvays use for primary 
testing-conductor the bisected conductor which I described to the 
British Association at its Glasgow meeting in 1855. This consists 
of a fine, very perfectly insulated wire, doubled on itself and wound 
on a bobbin, with very stout terminals soldered to its ends, and 
an electrode soldered to its middle, for joining to the galvanometer 
electrode. The two terminal and the middle electrodes thus 
attached to the testing-conductor, I have generally hitherto made 
flexible, either of thick wire, or strand of wires like the conductor 
of a submarine cable; but, for many applications, it is more con¬ 
venient to make them solid metal blocks, with binding screws, 
insulated rigidly upon the bobbin which bears the conductor. 
The two halves into which the conductor is doubled must be very 
accurately equalized as to electric resistance when they are wwnd 
on the bobbin, and before the terminals are finally attached. This 
I find can be done with great accuracy; and 'when, after the 
terminals are soldered on, the electric bisection is once found 
perfect, it seems to remains so, without sensible change, for years. 
The close juxtaposition of the two branches of the testing-conductor 
on this plan ensures an almost absolute equality of -temperature 
between them in all circumstances, and thus renders easy a degree 
of accuracy in the meeusurement of resistances quite unattainable 
with any other form of Whea-tstone’s balance. In the new method 
which I now propose for low resistances, I make the secondary 
conductor on exactly the same plan, and generally of about the 
same dimensions, as the primary. The bisected testing-conductors 
are only available when the resistances of the s-fcandard and of the 
tested conductor can he made equal; and with them the methcMl 
-wi^hich has been described above seems to be the m<^t accurate 
possible for testing a perfect equality of resistance between two 
conductors. 

* THs defecfc I haxe remedied frequently patting in a new wire for testing- 
condnotoir in worMng with a sliding-soaale -Whemtstone’s Wancse. 
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The same plan of testing-conductors seems still the best, even 
when testing by equality cannot be practised,—with only this 
difference, that the two branches of each testing-conductor, instead 
of being made of equal resistance, must be adjusted to bear to 
one another very exactly the ratio which the tested resistance is 
to bear to the standard. By proper care, to prevent the bobbin 
of either testing-conductor from getting any non-uniform distribu¬ 
tion of temperature, great accuracy may still be secured; but it is 
scarcely possible to maintain so very close an agreement of tempera¬ 
ture, and therefore so constant a ratio of resistances, as when the 
two branches are equal lengths of one wire coiled side by side. 

The use of this plan of conductors divided in a fixed ratio, 
whether for the single testing-conductor in Wheatstone's balance, 
or for the primary and secondary testing-conductors in the new 
method now proposed, requires that either the standard or the 
tested conductor can be varied so as to adjust the resistance of 
one to bear precisely that ratio to the resistance of the other. In 
certain cases this may be done advantageously by shifting one or 
other of the contacts 8, S\ T, T' along the standard or the tested 
conductor, as the case may be. If, for instance, T or T' can be 
shifted conveniently, the object of the measurement may be to 
find by trial on the tested conductor a portion TT' from mark to 
mark, of which the resistance bears a stated ratio to the fixed 
standard 88' from mark to mark. But by far the easiest working, 
and in most cases the most accurate also, is to be done by means 
of a well-arranged series of standards with terminals adapted for 
combining them in such a manner as to give to a minute degree 
of accuracy whatever resistance may be required. In a future 
communication on standards of electric resistance, I intend to 
describe plans for attaining this object through a wide range of 
magnitude (resistances from 10® to 10^^ British absolute units of 
feet per second on Weber's invaluable system). In the mean 
time I shall merely say that I have formed a plan which I expect 
will prove very advantageous for low resistances, and which 
consists in combining the standards, whichever of them are 
required, in multiple arc (or ''parallel" arcs, according to an 
expression sometimes used), so as to add their condiocting powers^, 

* The reciprocal of the resistance of a “conductor’’or “arc” I call its con- 
ducting 'power. The conducting power of a har or wire of any substance one foot 
long and weighing one grain, I caU the specific conductivity of its substance* 
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—instead of in series, as in all arrangements of resistance coils 
hitherto used, by which the restsiances of the eoniponent standards 
are added. 

Part III. General Remarks on Testing by Electro- 
dynamic Balance, 

I shall conclude by remarking that the sensibility of the 
method which has been explained, as well as of Wheatstones 
balance, is limited solely by the heating effect of the current 
used for testing. To estimate the amount of this heating effect, 
let e and/be the parts of the whole electromotive force, E, which 
act in the standard SS\ and tested conductor TT' respectively; 
so that, in accordance with the notation used above, we have 

SS'-^R + TT’ SS'^R+Tt 

of its substance. Foliow'ing Weber, I define the resistance of a 
bar or wire one foot long, and weighing one grain, its specific 
resistance. It is much to be desired that the weight-nieamre, 
rather than the diameter or the volume-measure, should be generally 
adopted for accurately specifying the gauge of wires used as electric 
conductors. 

With reference to either SS' or TT' (the first, for instance), let 
us use the following notation:— 

I its length in feet; 
w its mass per foot in grains; 
s the specific heat of its substance; 
or the specific resistance of its substance. 

Thus, since we have taken SS' to denote its actual resistance, 
we have 

SS'^a-l/w. 

Now, Weber’s system of absolute measurement for electro¬ 
motive forces and for resistances being followed, I have shown* 
that the mechanical value of the heat gemrated 'per unit of time 
in any fixed conductor of uniform nutaMic substance is equal to the 

* In a paper “ On tlie Meelianical Tlieoij of Electroijsis,’* 

Magazine, Dec. 1851. [Math, and Fhys. Fap^rs^ Vol. i- p. 4T2-] 
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square of the eleotromotive force between its extremities^ divided by 
its resistance. This in the present case is equal to 

e^wj{la ); 

and if J denote Joule’s mechanical equivalent of the thermal unit, 
we therefore have 

e^wKJla) 

for the rate per second at which heat is generated in SS\ This 
will at first go entirely to raise its temperature*. Now wl is its 
mass in grains, and therefore wls is its whole thermal capacity; 
and if we divide the preceding expression by this, we find 

e^KJl^scr) 

for the rate per second at which it commences to rise in tempera¬ 
ture at the instant when the battery is applied. If we call e/l 
the electromotive force per foot, we may enunciate the result 
thus: 

The rate at which a linear conductor of nniform metallic 
substance commences rising in temperature at the instant when an 
electric current commences passing through it, is equal to the square 
of the electromotive force per unit of length divided by the continued 
product of Joule's equivalent into the specific heat of the substance, 
into the specific resistance of the substance. 


Let us suppose, for example, that the conductor in question is 
copper of best electric conductivity. Its specific resistance will be 
about 7 X 10®, and its specific heat about T. The value we must 
use for Joule’s equivalent will be 32*2 times the number 1390, 
which Joule found for the mechanical value in foot-grains of the 
thermal unit Centigrade, since the absolute unit of force, being 
that force which acting on a grain of matter during a second of 
time generates 1 foot per second of velocity, is 1/32*2 of the 
w^eight of a grain in middle latitudes of Great Britain. Thus we 
find 


/= 44758. 


* As soon as it has risen sensibly in temperature it will begin to give out heat 
by conduction, or by conduction and radiation, to the surrounding matter; and the 
rate at which it wiU go on rising in temperature will be the rate expressed by the 
formula in the text (with the true specific resistance, &c., for each temperature), 
dimmi^ed by the rate of loss to the surrounding matter. 
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Hence the expression for the rate in degrees Cent, per second, at 
'which the temperature begins rising in a copper conductor, is 

(e/iy/iUS X 

I ha^^e found the electromotive force of a single cell of DanieH’s 
to be about 2'8 x 10® British absolute units^; and if we suppose 
1/71 of this to go to each foot of the conductor in question, we 
shall have 

(ejiy = (2-3- X 10^‘>2) = (5-29 x ; 

and therefore the expression for the rate of heating becomes 

1-69 X (100//1-). 

Now, bj using a sufficiently' large single cell, we may make 
the electromotive force, JS, bet'vveen S and T\ be as little short as 
'vve please of the whole electromotive force of the ceil We might 
then, in testing by equality, with a standard and a tested conductor 
each three inches or so long, and using a single ceil, have nearly 
as much as half the electromotive force of one cell acting per 
quarter foot Of these conductors, or two cells per foot. Hence if 
either is of best conductive copper, its temperature wmuld commence 
rising at the rate of 4 x 169° or 676° Cent, per second It would 
be almost impossible to work with so high a heating effect as this. 
But if we use only ^th of the supposed electromotive force, that 
is to say ^th of a cell per foot of the copper conductor, the rate of 
heating will be reduced to that is to say, will he 6*76° per 
second. By using only very brief battery applications, it would 
he possible to work with so high a rate of heating as that, without 
ha-ving the results much vitiated by it. But of a cell per foot 
will give only *0676° of heating effect per second, and will be 
quite a sufficient battery power to use in most cases. In the case 
we have supposed, for instance, of conductors only three inches 
long, the electromotive force on each would then be about of 
the electromotive force of the cell. What we denoted above by e 
and f in equations (7) would therefore each have this value. 
Hence, by equation (4), we see that the effect of a difference of 
between SS' and would be to give q—p the value 
of the electromotive force of a single cell. Now one of the light 
mirrorf galvanometers, which I commonly use, reflecting the 

* Proceedings of the Mogal Society^ February 1860. 

t The mirror is a circle of tLin “microscope glass” about thrws-eiglits of an 
incii in diameter, silvered in the ordinary manna:; and a small piece of iat file 
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image of a gas or paraffine lamp to a scale 25 inches distant, 
would, if made with a coil of 50 yards of copper wire of moderate 
quality, weighing 5 grains per foot, give a deflection of half a 
division of ^ of an inch on this scale, with an electromotive force 
of of a single celP. Hence hy using snch a galvanometer, 

and primary and secondary conductors of sufficient resistances to 
fulfil the condition of doing away with sensible error from im¬ 
perfect connexions in the manner explained above, but yet of 
resistances either less than or not many times greater than the 
resistance of the galvanometer coil, it is easy^ to test to the 
resistance of a copper wire or bar not more than 3 inches long. 
The current wq have found to he sufficient for this object would 
only produce a heating effect of *14°C. in two seconds, which, with 
good apparatus, is more than enough of time, as I shall show 
presently. The influence of this heating effect may be regarded 
as nearly insensible, since even as much as '2° only alters the 
resistance of copper hy about 

In all measurements of electric resistance, whatever degree of 
galvanic power is used, a spring “make and break'’ keyf* ought to 
be placed in one of the battery electrodes, so that the current may 
never flow except as long as the operator wills to keep it flowing, 
and presses the key. I introduce a second similar spring key in 
one of the galvanometer electrodes (that is between either Q or P 


steel of equalleagtn, attached to its back by- lac varnish, constitutes tlie “needle” 
of the galvanometer. The whole weight of mirror and needle amounts to from 
1 to 14 grains. It is suspended inside the galvanometer coil by single silk fibre 
about I inch long. It is necessary to try many mirrors thus prepared, each with 
its magnet attached, before one is found giving a good enough image. I am much 
indebted to Mr White, optician, Glasgow, for the skill and patience which he has 
applied to the very troublesome processes involved. 

* In this state of sensibility the needle is under Glasgow horizontal magnetic 
foitje of the earth alone; and, with its mirror, it makes a vibration one way in 
about *7 of a second. In many uses of my form of mirror galvanometer, both for 
tel^mphie and for experimental purposes, I find it convenient to make its indica¬ 
tions still more rapid, though, of course, less sensitive, by increasing the directive 
force by means of fixed steel magnets. On the other hand, I use fixed steel 
magnets to diminish the earth’s directing force and make the needle more sensitive, 
when very high sensibility is want^; but this would be inconvenient for the appli- 
cmtion described in the text, because effects of thermo-electric action would he 
made too prominent. 

t Morse’s original telegraph key, which instrument-makers have “improved” 
mlo in every r^peot worm form in wMch it is now commonly made—a massive 

■«3nl»^liev'«r by a spring. 
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and fehe galvanometer coil), so arranged that the pressure of the 
opemtor s finger on a little "block: of vulcanite attached to either 
spring shall first make the contact of the first spring (completing 
the battery circuit), and when pushed a little further, shall make 
the contact of the second spring and complete the galvanometer 
circuit. The test for the balance of resistances will then, he that 
not the slightest motion of the needle is ohservahle as a conse¬ 
quence of this action on the part of the operator. The sensibiiitv 
of the arrangement is doubled by a convenient reverser in the 
gal vanometer circuit, hy which the current, if any, may be reversed 
easily by the operator while keeping the two connexions made by 
full pressure on the double spring key just described. Another 
convenient reverser should he introduced into the battery circuit, 
to eliminate etfects of thermo-electric action if sensible. 

It may often happen, unless the galvanometer is at an in¬ 
conveniently great distance from the conductors tested, that its 
needle will he directly affected to a sensible extent by the main 
testing-current; but with the arrangement I have proposed the 
observer tests whether or not this is the case by pressing the 
double spring-key to only its middle position (battery contact 
alone made), and watching whether or not the needle moves 
perceptibly. If it does not move perceptibly, he has nothing 
more to do than immediately to press the double key home, to 
test the balance of resistances. If the needle does move whea 
the key is pressed to its middle position, he may, when in other 
respects allowable, keep the current flowing by holding the key 
in its middle position till the needle comes to rest, or at least 
till it shows the point towards which its oscillations converge, and 
then press home to test the balance of resistances. When the 
very highest accuracy is aimed at, or when, for any reason (as, for 
instance, extreme shortness in the standard or tested conductor), 
only the shortest possible duration, of current is allowable, the 
position of the galvanometer, with reference to the battery and the 
other portions of circuit, must be so arranged that ite needle may 
show no sensible deflection when the key is pressed to the naiddle 
position. Ignorant or inadvertent operators are prolmbly often led 
into considerable mistakes in their measurements of resistance by 
confounding deflections due to direct electro-magnetic influence 
of battery, battery electrodes, or standard^ tested, or testing- 
conductors, on the needle of the galvanometer, with the prof^r 
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influence of a current through its own coil,—a confusion which 
can only be resolved by making or breaking the galvanometer 
circuit while the battery circuit is kept made, for which there is 
no provision in the ordinary plans of Wheatstone's balance. We 
may, however, suppose that most experimenters will be sufficiently 
upon their guard against error from such a source. But there is 
another and a much more important advantage in the double¬ 
break arrangement which I now propose. Electro-magnetic 
inductions will generally be sensible^ in some or in all of the 
different branches of the compound circuit, and cannot, except 
in very special cases, be exactly balanced as regards electro¬ 
motive force between P and Q with the arrangement which 
makes an exact balance of resistances. Hence, at the moment 
when the battery contact is made, there must generally be an 
electromotive impulse between Q and P, which will drive a 
current through the galvanometer coil, and make an embarrassing 
deflection of the needle if the galvanometer circuit is complete 
at that instant (as it is in the common plans of Wheatstone’s 
balance), and will require the observer to wait until the needle 
comes to rest, or until he can tell precisely to what point its 
oscillations converge, the current being kept flowing all the time, 
before he can discover whether the balance of resistances has been 
attained or not. This absolutely precludes very refined testing, 
since, whether by the heating and consequent augmentation of 
resistance of some part of the balanced branches, or by thermo¬ 
electric reactions consequent on heating and cooling effects at 
junctions of dissimilar metals when the branches of the balance 
are not all of one homogeneous metal, or last, though not least, 
by the eye losing the precise position where the galvanometer 
needle or indicating image rested, it is not possible to use the 
full sensibility of the galvanometer for testing a zero if its needle 
is allowed to receive such a shock in the course of the weighing. 
Embarrassment from this source is completely done away with 
by using the double spring key described above, and giving time, 
from its first to its second contact, to allow the electro-magnetic 

* I make them as little sensible as possible in my coiled testing-conductors, and 
in sets of coiled standards of resistance, by either doubling each coil or each branch 
of each coil on itself, or by reversing the lathe at regular intervals in winding on 
any single coil on a bobbin,—a plan which has also the advantage of rendering the 
direct electro-magnetic action of any coil so wound very small or guite insensible 
on any galvanometer needle in its neighbourhood. 
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induction to subside. An extremely small Iraction of a second 
is enough in almost all cases; and the operator may therefore 
generally press the key home almost as sharply as he will or can. 
But when there is a large “electrodynamic capacity^” in any 
part of the balance-circuit, as, for example, when the coil of a 
powerful electro-magnet with soft ironi* core is the conductor 
whose resistance is tested, it may be necessary to keep the key 
in its middle position for a few seconds before pressing it home, 
to avoid obtaining what might be falsely taken for an indication 
of too great a resistance to conduction (or “frictional” resistance, 
as I have elsewhere called it]:), being a true indication of resistance 
or reaction of inertia to the commencement of the current in the 
electro-magnetically-loaded branch§. In such cases it is im¬ 
possible, either by electrodynamic balance or in any other way, 
to obtain a measurement of resistance without keeping the battery 
applied for the few seconds required to produce sensibly its final 
strength of current undiminished by inductive reaction, over and 
above the time required to get an indication from the galvano¬ 
meter. But, as already remarked, in all ordinary cases, the 

* This term I first introduced in a communication “ On Transient Electric 
Currents” {Pfdl. Mag. June 1853), to designate what for any electric current 
through a given conductor is identical in meaning with the “ simple-mass equi¬ 
valent” in the motion of Attwood’s machine as ordinarily treated. A rule for 
calculating the electrodynamic capacity is given in that communication; also the 
rule, with an example, in Nichol’s Cyclopcedia, article Magnetism—Dynamical 
Relations of.” 

t Giving a resistance to the commencing, to the ceasing, or to any other 
variation in the strength of an electric current (precisely analogous to the effect 
of inertia on a current of common fluid),—which it seems quite certain must be 
owing to true inertia (not of what we should at present regard as the electric fluid 
or matter itself flowing through the conductor, but) of motions accompanying the 
current, chiefly rotatory with axes coinciding with the lines of magnetic force in the 
iron, air, and other matter in the neighbourhood of the conductor, and continuing 
unchanged as long as the current is kept unchanged. See Nichol’s Cyclopcsdia, 
article “Magnetism—^Dynamical Relations of,” edition 1860 [Electrostatics and 
Magnetism, pp. 446—8]; also Proceedings of the Royal Society, June 1856; or 
Phil. Mag. Vol. xiii. 1857. [Baltimore Lectures, Appendix F.] 

X “ Dynamical Theory of Heat, Part VI, Thermo-electric Currents,” Transactions 
of the Royal Society of Edinburgh, 1854 ; and Phil. Mag. 1866. [Math, and Phys. 
Papers, Vol. i. pp. 232—291.] 

§ It is probable that a Wheatstone's balance, perfectly adjusted for equilibrium 
of resistances to conduction, and used with the galvanometer circuit constantly 
made, so as to show the whole effect of the inductive impulse, may afford the best 
means for making accurate metrical investigations on electro-magnetic induction 
and especially for determining “ electrodynamic capacities” in absolute measure. 
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inductive reaction becomes insensible after a very small fraction 
of a second, and the operator may press the double key home to 
its second contact almost as sharply as he pleases. With such a 
galvanometer as I have described, he need not hold it down for 
more than •? of a second (the time of the simple vibration of the 
needle^) to test the balance of resistances. The order of procedure 
will therefore generally be this:—The operator will first strike 
the key sharply, allowing it to rise again instantly, adjust 
resistances in the balance-circuit according to the indication of 
the galvanometer; strike the key sharply again, readjust 
resistances; and so on, until the balance is nearly attained. He 
will go on repeating the process, but holding the key down rather 
longer each time. At the last he will press the key gently down, 
hold it pressed firmly for something less than a second of time, 
and let it rise again; and if the spot of light reflected from the 
mirror of the galvanometer does not move sensibly, the resistances 
are as accurately balanced as he can get them. 

* The mirror galvanometers commonly used in Germany have all much longer 
periods (ten or twenty times as long in many cases) for the vibration of their 
needles, and want proportionately longer contacts to obtain full advantage of their 
sensibility,—in each case a contact during a time equal to that of the vibration of 
the needle one way being required for this purpose. 
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187 . On the Electromotive Force induced in the 
Earth's Crust by Variations of Terrestrial Mag¬ 
netism. 


[From Phil. Trans. Vol. CLii. pt. ii. 1862, pp. 637, 638; being a note on 

Balfour Stewart’s paper on “The Nature of the Forces concerned in 

producing the greater Magnetic Disturbances.”] 

The evidence from observation adduced in the preceding 
paper tending to show that some earth-currents" which have 
been actually observed have been the electro-magnetically 
induced effects of variations of terrestrial magnetism, appears to 
be a very important contribution to the discovery of the complete 
theory of these most interesting and perplexing phenomena. It 
necessarily, however, suggests the question, Is the electromotive 
force induced by variations of terrestrial magnetism comparable 
in amount with that which is found in observations on earth- 
currents ? There is scarcely occasion at present for working out 
a complete mathematical theory of the currents induced in the 
earth's crust by any fully specified magnetic variations. This 
can easily be done as soon as observation supplies data enough 
to make it useful. In the mean time a very rough theoretical 
estimate of the absolute amount of electromotive force induced 
by such magnetic variations as we know to exist, is sufficient to 
render it certain that this electro-magnetic induction does very 
sensibly influence the observed phenomena of earth-currents. 
For if there be, as we know there is every day, a gradual 
variation of terrestrial magnetism over a large portion of the 
earth's surface, amounting to a minute of angle in the direction 
of the dipping-needle, or to some thousandths, or not much less 
than one thousandth of force during several hours, this change of 
magnetism must induce in a length of a few hundred miles in 
the earth’s crust an electromotive force, which we readily see 
must be comparable with that which would be induced in a 

25 
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linear conductor of the same length if carried across the lines of 
magnetic force at the rate of a minute of arc (or a nautical mile) 
in several hours. In two articles communicated eleven years ago 
to the Philosophical Magazine"^, I explained the principles on 
which such an electromotive force as this is to he compared with 
familiar standards, as, for instance, that of an element of Daniell’s 
battery. Thus a horizontal conductor, 1,400,000 feet long (or about 
270 British statute miles), carried at the rate of 600 feet (or about 
one-tenth of a minute of arc) per hour in a horizontal direction 
perpendicular to its own length across the British Isles or neigh¬ 
bouring Atlantic ocean (where the vertical magnetic force averages 
about 10 British absolute units of magnetic force), would experience 
an induced electromotive force amounting to 10x1,400,000, 
or about 2,300,000 British absolute units of electromotive force. 
But, as I showed in the second of those articles, the electromotive 
force of a single cell of DanielFs is about 2,500,000 British absolute 
units. Hence the induced electro-magnetic force in question is 
about equal to that of a single cell. Some such electromotive 
force as this, therefore, must be induced in a length of 270 miles 
of the earth's crust, by the ordinary diurnal variations of terrestrial 
magnetism; and the much more rapid variations in magnetic 
storms must produce much greater electromotive forces, which we 
may conceive may not unfrequently be as much as that of ten 
or twenty cells, and sometimes may amount to 100 cells or 
more. Just such amounts of electromotive force were those which 
I actually observed in the Atlantic cable, as the following extract 
from the Encyclopaedia Metropolitana, article‘"Telegraph, electric,” 
shows. 

“In the failure of the Atlantic Cable in September 1858, the 
portion terminating at Valencia came to give nearly the same 
indications as an insulated conductor about 270 miles long, laid 
out westward, and connected with a copper plate sunk at a little 
less than that distance in the Atlantic. In these circumstances 
the writer found that from 1 to 9 or 10 twentieths of the electro¬ 
motive force of two DanielFs elements was generally sufficient 
to balance the earth-current; not unfrequently 14 or 15 were 
required; sometimes, although rarely, 20, or the full electromotive 

* See 1851, Second half year. “On the Mechanical Theory of Electrolysis,” 
and “ ApplioaUons of the Principle of Mechanical Effect to the Measurement of 
Electromotive Forces, and of Galvanic Eesistances, in Absolute Units.” [Math, 
and Phys. Payers, Yol. i. pp. 472—503.] 
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force of two DanielFs elements, was insufficient; and once or 
twice in the course of the month of September, earth-currents 
were received so strong that five or six DanielFs elements would 
have been required to balance them.” 

It seems therefore quite certain that the ordinary every-day 
earth-currents in that locality must be very sensibly influenced 
by electro-magnetic induction from the ordinary diurnal variations 
of terrestrial magnetism; but it is also quite certain that they 
are only in part due to this cause, and that some more powerful, 
but as yet unknown, agency is at work to produce them. For 
although I found that a day seldom, if ever, passes without the 
direction of the current changing several times, yet there was 
no relation between the times of such changes and the solar 
hours. I conclude with the following additional extract from the 
same article, expressing views regarding earth-currents which 
I think will be found to agree with the extensive and careful 
observations of Mr 0. V. Walker, which have been published 
since it was written, although they seem quite at variance with 
the theory which has recently been advocated by Prof Lamont 
and Dr Lloyd, that earth-currents, however they are themselves 
generated, do directly produce the magnetic variations. 

‘'Earth-currents are certainly related to the irregular variations 
of terrestrial magnetism, since they are always found unusually 
strong during brilliant displays of aurora borealis; for it has long 
been known that, on these occasions, the magnetic disturbances 
are unusually strong. Being related to the variations of terrestrial 
magnetism, it is probable that the earth-currents also will be 
found to have daily periods; but, in the mean time, we only 
know that, while the diurnal variation in terrestrial magnetism 
is observable in general every day, and is only on rare occasions 
overborne by irregular disturbances, the earth-currents vary each 
day from hour to hour, like the wind, under some overpowering 
non-periodic influence, and can only show daily periodicity in 
residual averages derived from lengthened series of observations. 
It is probable that careful synchronous observations of auroras, 
earth-currents, and variations of terrestrial magnetism, will lead 
to a discovery of the primary influence, whether in the earth, or 
terrestrial atmosphere, or surrounding interplanetary air, which 
causes these phenomena.” 
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188. Effect of uniformly imperfect insulation on 
Signals through Submarine Cables. 

[From Fkil. Trans. Vol. CLii. pt. ii. [read Jan. 14, 1863], pp. 1011—1017.] 

[Appendix to F. Jenkin’s paper on “Experimental Researches on the Trans¬ 
mission of Electric Signals through Submarine Cables.” Not reprinted.] 


189. On the Result of REDUCTfONS of Curves obtained 
FROM THE Self-recording Electrometer at Kew. 

[From British Association Rej)ort^ 1863, p. 27. Abstract.] 

The author said, that all the photographs up to last March 
had been reduced to numbers, and the monthly averages taken. 
Each month shows a maximum in the morning, sometimes from 
7 to 9 A.M., and another in the evening, from 8 to 10 P.M. There 
are pretty decided indications of an afternoon maximum, and 
another in the small hours after midnight, but the irregularities 
are too great to allow any conclusion to be drawn from a mere 
inspection of the monthly averages. He intended to calculate 
three terms, if not more, of the harmonic series for each month, 
and thus be able to judge whether the observations show any 
consistence in a third term (which alone would give four maxima 
and four minima), or a first term (which alone would give one 
maximum and one minimum in the twenty-four hours). There 
is a very decided winter maximum and summer minimum on the 
daily averages. That for January is more than double of that for 
July. This part of the subject will also require much labour to 
work it out. In the reductions hitherto made he had included 
negatives with positives, and all the sums have been “algebraic’’ 
{i.e. with the negative terms subtracted). Very important results 
with reference to meteorology will, no doubt, be obtained by 
examining the negative indications separately; and, again, by 
taking daily and monthly averages of the fine-weather readings 
alone. This part of the subject he had not been able to attack 
at all yet. Nor had he yet been able to go through a comparison 
of the amounts of effect with wind in different quarters. 
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190. On Electrically impelled and Electrically 

CONTROLLED CLOCKS. 


[From Glasg. Phil. Soc. Proc. VoL vi. [read Jan. 24, 1866], pp. 61—64.] 


Professor William Thomson exhibited and explained an 
improved arrangement of magnets for the electro-magnets and 
coil used in the Jones's system of controlling clocks electrically. 
The object aimed at in the system is to force the time of vibration 
of the controlled pendulum to agree with that of the controlling 
clock, and to interfere as little as possible with the extent of 
range through which the controlled pendulum vibrates. To 
produce such an effect the proper place for the controlling force 
to act is as near as possible to the ends of the range through 
which the pendulum swings. A force acting on a pendulum 
when it is near or passing through its middle position tends 
either to stop it or to make it vibrate more widely. Accordingly, 
the middle position is the proper place for the impelling force to 
act, by which the pendulum is kept vibrating; and this is what 
is put in practice in the dead-beat escapement, also in Bain's 
electrical pendulum. Bain's arrangement of coil and magnets, 
which was introduced by him for the purpose of keeping a 
pendulum, and through it the works of a clock, vibrating by the 
energy of an electric current, proved to be a very convenient 
way of applying electro-magnetic force to a pendulum. It was 
accordingly adopted by Mr Jones for the very different purpose 
contemplated in his admirable invention, which was to regulate a 
clock kept going by its own weights, and compel it to agree in 
its rate with the distant controlling clock. In Bain's arrange¬ 
ment two bar-magnets are used, fixed in a horizontal line, with 
their north poles together. The pendulum carries at its lower 
end a coil or bobbin of silk-covered copper wire, with a wide 
aperture or core, through the centre of which the line of the 
magnets passes. The pendulum in vibrating carries this coil 
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from one side of the double north pole to the other in every 
vibration, and the mutual action between the double pole and 
alternating electric currents through the coil gives rise to hori¬ 
zontal forces alternately in opposite directions, by which the 
pendulum is kept vibrating, while resisted by the air, friction 
in the clock-work, &c. The distant south poles may be regarded 
as practically inoperative, because of their comparatively great 
distance from the coil; but the small practically insensible forces 
which they produce are, however, at each instant opposed to the 
true resulting effect produced by the central north poles. Which¬ 
ever way the current flows, this arrangement gives the maximum 
of force to the pendulum at the middle of its arc; but it gives 
enough of force, when the pendulum is near the ends of its range, 
to produce the desired controlling power, with very moderate and 
cheap electric force, as is proved by the success of Mr Jones’s 
plan, even without the improvements of arrangement which have 
been introduced in Glasgow. The first of these improvements 
consists in drawing out the magnets, and fixing them so that 
their north poles shall be just reached, or barely covered by the 
coil, as the pendulum swings to either end of its range. The 
effect of this is to increase the electro-magnetic force where it is 
wanted—that is, at the ends of the range—and to diminish it in 
the middle, where it is not only not wanted, but has sometimes 
been found in practice very detrimental. It must happen 
occasionally that by some accident, whether the telegraph wires 
be carried away by a storm, or some temporary stoppage or 
failure occurs in the controlling-clock-contacts or battery, the 
controlling current is interrupted for a time. During such an 
interruption the controlled clocks are simply left each to go at 
its own rate as an ordinary clock, and in the course of a few hours 
any one of them may gain or lose several seconds. When the 
current is re-established, they ought all immediately to submit 
again to the control, and go on each with the few seconds gain or 
loss it may have made while it was left to itself. But if the 
pendulum of any one of them chances to be vibrating on the 
whole against, or considerably more against than with, the re¬ 
established alternating electro-magnetic force, it may be stopped 
because of the greatness of this force on the pendulum in or near 
its middle position; and after a time (several minutes in general) 
it might be started again in the proper dtrection by the timed 
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impulses which it constantly receives. (This curious phenomenon 
was illustrated by experiments performed before the Society.) 
Accordingly, after accidental stoppages of the current, some of 
the controlled clocks, during the first few months of the Glasgow 
experiment, were more than once found going, but several minutes 
slow. After the magnets were drawn out, according to the theory 
explained above, no such derangement has ever been experienced; 
and the greatest derangement that a stoppage of the current has 
caused in any one of the controlled clocks seems to have been 
two seconds, four seconds, or six seconds. Such a derangement 
can mislead no one, as the University of Glasgow requires, as the 
sole condition under which it will supply electric time-signals in 
any case, that a galvanometer showing (by the lost deflection on 
the sixtieth second) the precise moment of the beginning of each 
minute shall be exhibited with every clock under control which 
has a seconds’ hand; and no one who is so exact as to look to 
seconds will omit to verify by the galvanometer the time-signal 
he takes, 

A further improvement consists in as it were bending the bar- 
magnets round into the horse-shoe shape, so as to bring their 
south poles from the positions in the axis of the coil where they 
do damage, mitigated only by the greatness of their distances 
from the field of action, to proper positions close outside the coil 
at each end of its swing, where they act forcibly at close quarters 
in aid of the useful action of the north poles when the coil is at 
either end of its range, and yet mitigate very effectively its detri¬ 
mental action on the coil in the middle part of its swing. One 
of the many new clocks now in the course of construction by 
Messrs Mitchell, to be controlled from Professor Grant’s mean 
time clock in the University Observatory, had been so nearly 
completed, with the proper form of coil and disposition of horse¬ 
shoe magnets on the new plan as to allow the action to be 
exhibited to the Society; but Professor Thomson had only had 
it to try for an hour before the meeting of the Society. He hoped 
in the course of a few weeks to make experiments on it which 
would allow him to report to the Society— 

1. The number of seconds per day of error in its uncontrolled 
rate from which a definitely specified amount of electric current 
would hold it controlled. 
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2. The greatest number of seconds per day of error which 
could be checked in it by any current incapable of stopping it by 
catching it the wrong way. 

This improvement is even more important for the two seconds 
pendulum of a turret clock than for the ordinary seconds pendulum. 
After nearly a year of experiments and trials of coils and magnets 
more and more powerful, the 2|-cwt. pendulum of St George s Church 
clock had, by a proper disposition of merely bar-magnets, been 
brought under control in the same circuit as the other clocks, all 
of which have seconds’ pendulums, without the necessity for a 
special wire and modified system of currents, as specified by 
Mr Jones in his patent. It may be confidently expected that the 
new improvement now brought forward will render the control 
of other heavy two seconds’ pendulums a much easier matter 
(that is to say, much more stringent with the same amount of 
electric coil); and it is to be hoped that the example first set in 
Scotland by the University of Glasgow, in putting the tower clock 
under control, will be followed not only in St George’s Church 
clock, but very soon in every public clock in Glasgow, Paisley, 
Greenock, and Ayr, and even in Edinburgh, notwithstanding the 
time gun. 
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191. On a new Form of the Dynamic Metpiod for 
Measuring the Magnetic Dip. 

[From Manchester Phil. Soc. Proc. Vol. vi. 1867 [read April 16, 1867], 
pp. 157, 158; Manchester Phil. Soc. Mem. VoL in. 1868, pp. 291, 292.] 

Seven years ago an apparatus was constructed for the natural 
philosophy class of the University of Glasgow for illustrating the 
induction of electric currents by the motion of a conductor across 
the lines of terrestrial magnetic force. This instrument consisted 
of a large circular coil of many turns of fine copper wire, made to 
rotate by wheelwork about an axis, which can be set to positions 
inclined at all angles to the vertical. A fixed circle, parallel to 
the plane containing these positions, measured the angles between 
them. The ends of the coil were connected with fixed electrodes, 
so adjusted as to reverse the connexions every time the plane of 
the coil passes through the position perpendicular to that plane. 
When in use, the instrument should be set as nearly as may be 
in the magnetic meridian. The fixed electrodes being joined to 
the two ends of a coil of a delicate galvanometer, a large deflection 
is observed when the axis of rotation forms any considerable angle 
with the line of magnetic dip. On first trying the instrument 
I perceived that its sensibility was such as to promise an extremely 
sensitive means for measuring the dip. Accordingly, soon after 
I had a small and more portable instrument constructed for this 
special purpose; but up to this time I had not given it any 
sufficient trial. On the occasion of a recent visit, Dr Joule 
assisted at some experiments with this instrument. The results 
have convinced us both that it will be quite practicable to improve 
it so that it may serve for a determination of the dip within a 
minute of angle. I hope, accordingly, before long to be able to 
communicate some decisive results to the Society, and to describe 
a convenient instrument which may be practically useful for the 
observation of this element. 
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192. Modification of Wheatstone’s Bridge to find the 
Resistance of a Galyanometee-coil from a single 
Deflection of its own Needle. 

[From Roy. Soc. Proc. Fol xix. 1871 [read Jan, IS, 1871], p. 253; 

Phil Mag. VoL XLi. 1871 (Supplement), pp. 537, 538.] 

In any nsefal arrangement in Yhict a galvanometer or electro¬ 
meter and a galvanic element or battery are connected, throagh. 
whatever trains or network of conductors, let the galvanometer 
and battery he interchanged. Another arrangement is obtained 
which will probably be useftil for a very different, although re¬ 
ciprocally related object. Hence, as soon as I learned from 
Mr Mance his admirahle method of measuring the internal 
resistance of a galvanic element (that described in the first of 
his two preceding papers), it occurred to me that the reciprocal 
arrangement would afford a means of finding the resistance of a 
galvanometer-coil, from a single deflection of its own needle, by a 
galvanic element of unknown resistance. The resulting method 
proves to he of such extreme simplicity that it would be incredible 
that it had not occurred to any one before, were it not that I fail 
to find any trace of it published in hooks or papers; and that 
personal inquiries of the best informed electricians of this country 
have shown that, in this country at least, it is a novelty. It 
€x>nsists simply in making the galvanometer-coil one of the four 
conductoiB of a Wheatstone’s bridge, and adjusting, as usual, to 
get the zero of currenf when the bridge contact is made, with 
only this difference, that the test of the zero is not by a galvano¬ 
meter in the bridge showing no deflection, but by the galvano¬ 
meter iteelf, the resistance of whose coil is to be measured, 
showing an unchanged deflection. Neither diagram nor further 
expkmtaon is nece^ry to make this understood to any one who 
fcaowi Wheatetone’s bridge. 
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193. On a Constant Foem of Daniell’s Battery. 

[From Roy, Soc. Proc, Vol. xix. 1871 [read Jan, 19, 1871], pp. 253—259 ; 

Phil. Mag. Vol. XLI. 1871 (Supplement), pp. 538— 543; Nature^ Vol. iii. 

March 2, 1871, pp. 350, 351.] 

Graham’s discovery of the extreme slowness with which one 
liquid diffuses into another, and Fick’s mathematical theory of 
diffusion, cannot fail to suggest that diffusion alone, without inter¬ 
vention of a porous cell or membrane, might be advantageously 
used for keeping the two liquids of a Daniell’s battery separate. 
Hitherto, however, no galvanic element without some form of 
porous cell, membrane, or other porous solid for separator, has 
been found satisfactory in practice. 

The first idea of dispensing with a porous cell, and keeping 
the two liquids separate by gravity, is due to Mr C. F. Varley, who 
proposed to put the copper-plate in the bottom of a jar, resting 
on it a saturated solution of sulphate of copper, resting on this a 
less dense solution of sulphate of zinc, and immersed in the sulphate 
of zinc the metal zinc-plate fixed near the, top of the jar. But 
he tells me that batteries on this plan, called ‘"gravity-batteries,” 
were carefully tried in the late Electric and International Telegraph 
Company’s establishments, and found wanting in economy. The 
waste of zinc and of sulphate of copper was found to be more in 
them than in the ordinary porous-cell batteries. Daniell’s batteries 
without porous cells have also been tried in France, and found 
unsatisfactory on account of the too free access of sulphate of 
copper to the zinc, which they permit. Still, Graham’s and Fick’s 
measurements leave no room to doubt but that the access of 
sulphate of copper to the zinc would be much less rapid if by true 
diffusion alone, than it cannot but be in any form of porous-cell 
battery with vertical plates of copper and zinc opposed to one 
another, as are the ordinary telegraphic Daniell’s batteries which 
Mr Varley finds superior to his. own "‘gravity-battery.” The 
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comparative failure of the latter, therefore, must have arisen from 
mixing by currents of the liquids. All that seems necessary, 
therefore, to make the gravity-battery much superior instead of 
somewhat inferior to the porous-cell battery, is to secure that the 
lower part of the liquid shall always remain denser than the 
upper part. In seeking how to realize this condition, it first 
occurred to me to take advantage of the fact that saturated 
solution of sulphate of zinc is much denser than saturated solution 
of sulphate of copper. It seems^ that, at temperature 15'" C., 
saturated aqueous solution of sulphate of copper is of 1*186 sp. gr., 
and contains in every 100 parts of water 331 parts of the crystal¬ 
line salt; and that at 15° the saturated solution of sulphate of 
zinc is of sp. gr. 1*44, and contains in every 100 parts of water 
140’5 parts of sulphate of zinc, both results being from Michel 
and Krafft’s experimentsf. Hence I made an element with the 
zinc below; next it saturated solution of sulphate of zinc, gradually 
diminishing to half strength through a few centimetres upwards; 
saturated sulphate of copper resting on this; and the copper-plate 
fixed above in the sulphate-of-copper solution. In the beginning, 
and for some time after, it is clear that the sulphate of copper 
can have no access to the zinc otherwise than by true diffusion. 
I have found this anticipation thoroughly realized in trials con¬ 
tinued for several weeks; but the ultimate fate of such a battery 
is that the sulphate of zinc must penetrate through the whole 
liquid, and then it will be impossible to keep sulphate of copper 
separate in the upper part, because saturated solution of sulphate 
of zinc certainly becomes denser on the introduction of sulphate 
of copper to it. To escape this chaotic termination I have intro¬ 
duced a siphon of glass with a piece of cotton-wick along its length 
inside it, so placed as to draw off liquor very gradually from a level 
somewhat nearer the copper than the zinc; and a glass funnel, 
also provided with a core of cotton-wick, by which water semi- 
saturated with sulphate of zinc may be continually introduced at 
a somewhat lower level. A galvanic element thus arranged will 
undoubtedly continue remarkably constant for many months; but 
it has one defect, which prevents me from expecting permanence 
for years. The zinc being below, must sooner or later, according 

* Storer’s Dictionary of Solubilities of Chemical Substances. Cambridge, 
Massachusetts ; Sever and Francis, 1864. 

t Ann. Ch. et Phys. (3) Vol. xLr. pp. 478, 482 : 1854. 




1871 ] ON- A CONSTAN'T FORM OF OAmELL’S BATTERY 397 

to tlie less or greater vertical dimeiisions of the cell, become 
covered ^vitli precipitated copper from the sulphate of copper 
which finds its way (however slowly) to the 2 inc. On the other 
hand, if the zinc be above, the greater part of the deposited copper 
falls off incoherently from the zinc through the liquid to the copper 
below, where it does no mischief, provided always that the zinc 
be not amalgamated,—a most important condition for permanent 
batteries, pointed out to me many years ago by Mr Varley. Placing 
the zinc above has also the great practical advantage that, even 
when after a long time it becomes so much coated with metallic 
copper as to seriously injure the electrical effect, it may be 
removed, cleaned, and replaced without otherwise disturbing the 
cell; whereas if the zinc be below, it cannot he cleaned without 
emptying the cell and mixing the solutions, which will entail a 
renewal of fresh separate solutions in setting up the cell again. 
I have therefore planned the following form of element, which 
cannot but last until the zinc is eaten away so much as to fall to 
pieces, and which must, I thini, as long as it lasts, have a very 
satisfactory degree of constancy. 

The cell is of glass, in order that the condition of the solutions 
and metals which it contains may he easily seen at any time. 
It is simply a cylindrical or rectangular jar with a flat bottom. 
It need not be more than 10 centimetres deep; but it maybe 
much deeper, with advantage in respect to permanence and ease 
of management, when very small internal resistance is not desired. 
A disk of thin sheet copper is laid at its bottom. A properly 
shaped mass of zinc is supported in the upper part of the jar. A 
glass tube (which for brevity will be called the charging-tube) of 
a centimetre or more internal diameter, ending in a wide saucer 
or funnel above, passes through the centre of the zinc, and is 
supported so as to rest with its lower open end about a centimetre 
above the copper. A glass siphon with cotton-wick core is placed 
so as to draw liquid gradually from a level about a centimetre and 
a half above the copper. The jar is then filled with semisatuiated 
sulphate-of-zinc solution. A copper wire or stout ribbon of copper 
coated with india-rubber or gutta-percha passes vertically down 
through the liquid to the copper-plate below, to which it is riveted 
or soldered to secure metallic communication. Another suitable 
electrode is kept in metallic communication with the zinc above. 
To put the cell in action, fragments of sulphate of copper, small 
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eBoiigb k3 fell down through the charging-tube, are placed in the 
above. In the course of a very short time the whole liquid 
Wiow the lower end of the charging-tube becomes saturated with 
sulphate of eoppr, and the cell is ready for use. It may be iept 
alwavs ready by occasionally (once a week for instance) pouring in 
enough of fresh water, or of water quarter saturated with sulphate 
of zinc at the top of the cell, to replace the liquid drawn oflP by 
the siphon from near the bottom. A cover may he advantageously 
iidded above, to prevent evaporation. When the cell is much 
used, so that zinc enough is dissolved, the liquid added above may 
l>e pure water; or if large internal resistance is not objected to, 
the liquid added may he pure water, whether the cell has been 
much used or not; but after any interval, during which the battery 
has not teen much in use, the liquid added ought to be quarter 
saturated, or even stronger solution of sulphate of zinc, when it is 
desired to keep down the internal resistance. It is probable that 
one or more specific-gravity beads kept constantly floating between 
t4>p and bottom of the heterogeneous fluid will be found a useful 
adjunct, to guide in judging whether to fill up with pure water or 
with solphate-of-zinc solution. They may be kept in a place 
convenient for observation by caging them in a vertical glass tube 
perforated suflScientlj to secure equal density in the horizontal 
layers of liquid, to he tested by the floaters. 

An extemporized cell on this plan was exhibited to the Royal 
Society, and its resistance (measured as an illustration of jMance's 
method, described in the first of his two previous communications) 
was found to be *29 of an Ohm (that is to say, 29(),000,()00 centi¬ 
metres per se<x)ad). The copper and zinc plates of this cell, being 
circular, were about 30 centimetres in diameter, and the distance 
between them was about 7*5 centimetres. A Grove s cell, of such 
dimensions that forty in series would give an excellent electric 
light, was also measured for resistance, and found to be ‘19 of an 
Olim Ite intensity was found to be 1*8 times that of the new 
cdll,whichisthe usual ratio of Grove’s to Danieirs; hence seventy- 
two of the mw cells would have the intensity of forty of Grove’s. 
Bel the TOsistance of the seventy-two in series would be 299 Ohms, 
as Ohms of the forty Grove’s; hence, to get as powerful 

Mi electric light, threefold surfece, or else dinnnished resistance hy 
diminished distance of the plates, would he required. How much 
the may be diminished by dimimshing the distance 
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ratler than increasing the surface, it is impossible to deduce from 
experiments hitherto made. 

Two or three cells, such as the one shown to the Eoyal Society, 
will be amply sufficient to drive a large ordinary turret*clock 
without a weight; and the expense of maintaining them will be 
very small in comparison with that of winding the clock. The 
prime cost of the heavy wheel-work will he avoided by the intro¬ 
duction of a comparatively inexpensive electro-magnetic engine. 
For electric bells, and all telegraphic testing and signalling on 
shore, the new form of battery will probably be found easier of 
management, less expensive, and more trustworthy than any of 
the forms of battery hitherto used. For use at sea, it is 
probable that the sawdust Daniell’s, first introduced on board the 
^Agamemnon ' in 1858, and ever since that time very much used 
both at sea and on shore, will still probably be found the most 
convenient form; but the new form is certainly better for all 
ordinary shore uses. 

The acconapanying drawing represents a design suitable for 
the electric light, or other purposes, for which an interior resistance 



not exceeding of an Ohm is desired. The zinc is in the form 
of a grating, to prevent the lodgment of bubbles of hydrogen gas, 



which I find constantly, but very slowly, gathering upon the zincs 
of the cells I have tried, although the solutions used have no free 
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acid, unless such as maj- come from tlie ordinary commercial 
siilphate-of-eopper and commercial sulphate- of-zinc crystals which 

were used. 


Postscript. February 2, 18Y1. 

The principle which I have adopted for keeping the sulphate 
of copper from the zinc is to allow it no access to the zinc except 
hy true diffusion. This principle would be violated if the whole 
mass of the liquid contiguous to the zinc is moved toward the 
zinc. Such a motion actually takes place in the second form of 
element (that which is represented in the drawing, and which is 
undoubtedly the better form of the two) every time crystals 
of sulphate of copper are dropped into the charging-tube. As the 
cry^stals dissolve, the liquid again sinks, but not through the whole 
range through which it rose when the crystals were immersed. 
It sinks further as the sulphate of copper is electrically precipitated 
on the copj>er plate below in course of working tbe battery. 
Neglecting the volume of the metallic capper, we may say, with 
little error, that the whole residual rise is that corresponding to 
the volume of water of crystallization of the crystals which have 
been introduced and used. It becomes, therefore, a question 
whether it may not become a valuable economy to use anhydrous 
sulphate of copper instead of the crystals ; but at present we are 
practically confined to the ^^hlue vitriol’^ crystals of commerce, 
and therefore the quantity of water added at the top of the cell 
from time to time must be, on the whole, at least equal to the 
quantity of water of crystallization introduced below by the 
crystals. Unless a cover is added to prevent evaporation, the 
quantity of water added above must exceed the water of crystalli¬ 
zation introduced below by at least enough to supply what has 
eva|K)rated. There ought to be a further excess, because a down¬ 
ward movement of the liquid from the zinc to the level from 
which the siphon draws is very desirable to retard the diffusion 
of sulphate of copper upwards to the zinc. Lastly, this downward 
movement is also of great value to carry away the sulphate of 
mmc as it is generated in the use of the battery. The quantity 
of water added above ought to be regulated so as to keep the 
lM|iiid ia contact with the zinc a little less than half saturated 
wilt of wm, as it seems, from the observations of various 
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experimenters, that the resistance of water semisaturated with 
sulphate of zinc is considerably less than that of a saturated 
solution. A still more serious inconvenience than a somewhat 
increased resistance has been pointed out to me by Mr Varley 
as a consequence of allowing sulphate of zinc to accumulate in 
the battery. Sulphate of zinc crystallizes over the lip of the jar, 
and forms pendents like icicles outside, which act as capillary 
siphons, and carry oflP liquid. Mr Varley tells me that this 
curious phenomenon is not unfrequently observed in telegraph- 
batteries, and sometimes goes so far as to empty a cell and throw 
it altogether out of action. Even without this extreme result, 
the crystallization of zinc about the mouth of the jar is very 
inconvenient and deleterious. It is of course altogether avoided 
by the plan I now propose. 

In conclusion, then, the siphon-extractor must be arranged to 
carry off all the water of crystallization of the sulphate of copper 
decomposed in the use of the cell, and enough of water besides to 
carry away as much sulphate of zinc as is formed in the use of 
the battery. Probably the most convenient mode of working the 
system in practice will be to use a glass capillary siphon, drawing 
quickly enough to carry off in a few hours as much water as is 
poured in each time at the top; and to place, as shown in the 
drawing, the discharging end of the siphon so as to limit the 
discharge to a level somewhat above the upper level of the zinc 
grating. It will no doubt be found convenient in practice to add 
measured amounts of sulphate of copper by the charging-tube 
each time, and at the same time to pour in a measured amount of 
water, with or without a small quantity of sulphate of zinc in 
solution. 

As 100 parts by weight of sulphate of copper crystals contain, 
as nearly as may be, 36 parts of water, it may probably answer 
very well to put in, for every kilogramme of sulphate of copper, 
half a kilogramme of water. Experience (with the aid of specific- 
gravity beads) will no doubt render it veiy easy, by a perfectly 
methodical action involving very little labour, to keep the battery 
in good and constant action, according to the circumstances of 
each case. 

Wh^n, as in laboratory work, or in arrangements for lecture- 
illustrations, there may be long intervals of time during which 

28 
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the battery is not used, it will be convenient to cease adding 
sulphate of copper when there is no immediate prospect of action 
being required, and to cease pouring in water when little or no 
colour of sulphate of copper is seen in the solution below. The 
battery is then in a state in which it may be left untouched for 
months or years. All that will be necessary to set it in action 
again will be to fill it up with water to replace what has evapo¬ 
rated in the interval, and stir the liquid in the upper part of the 
jar slightly, until the upper specific-gravity bead is floated to 
near the top by sulphate of zinc, and then to place a measured 
amount of sulphate of copper in the funnel at the top of the 
charging-tube. 
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194. A H IXT Tl> ElECTEICIAN-S [t>X THE NECEn'-ITY 
OF Scientific Standardising]. 

[From VoL ill. Jan. :!C, ISTE pp. ~4S, -41^.] 

.Mr Mance's metlKHl fur measuring the internal resistance of 
a single g^ilvaiiic eIt3Uieiit or battery, communicated to the Royal 
Society at its meeting of last week, and the iiii;Kiifieatit>ii.s of 
Wheatstone’s bridge suggested by myself for finding the resistance 
of a galvanometer coil from the dedeetioii of its ow^n needle, 
supply desiderata in respect to easy and rapid measiiremerit, 
which have been long/elf by telegraph electricians and needed by 
other scientific investigators and by teachers of science. Year 
after year the latter, in their arrangement of batteries, electrodes, 
and galvanometers, have darkly and wastefiiliy followed the 
methcxl which from workmen we learn to call rule of thumb; 
while the former, with admirable scientific art, measure every 
element with which they are concerned, in absolute measure. 
How many physical professors are there in Europe or America 
who could tell (in millions of centimetres per second) the resistance 
of any one of the galvanometers, induction coils, or galvanic 
elements which they are daily using? How many of them, in 
ordering an electro-magnet, require of the maker that the specific 
resistance of the copper shall not exceed 16,000 (gramme-centi¬ 
me tre-seconds) ? How many times have eight Grove cells been 
set up to produce a degree of electro-magnetic effect w^hich four 
would have given, had the professor exacted of the instrument- 
maker the fulfilment of a simple and inexpensive scientific 
condition, as submarine telegraph companies have done in their 
specifications of cables ? If every possessor of an electro-magnet 
were to cut a metre off its coil, weigh the piece, measure its 
resistance, and s€md the result to Nature, and if every maker of 
Ruhmkorff’ coils would do the like for every coil of copf^r wire 
designed for his instniments, a startling average might be shown. 
And what of the items ? I venture to say that (provided the 
instruments of the great makera are not excluded) specific imistasce 
alx)ve 80,000 would not be a singular c^e. I could tell some¬ 
thing of galvanometera of 1869, com|mimble only to submarine 
cables of 1857. I refrain:—but let nmkera of galvanometers, 
Ruhmkorff coils, and elecfcro-m^nets beware; surely Nature will 
find them' out if they not reforaa tefore 1872. 
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195. Note on Mr Gore’s Paper on Electrotorsion. 

[From Fhih Trans, Yol. CLXiv. 1874, pp. 560—562^.] 

In Section 5, General cause of the torsions/’ the phenomena 
are attributed to the combined influence of ordinary magnetic 
polarity and the magnetic condition of iron at right angles to 
that. To see precisely how this combined influence produced the 
results discovered by Mr Gore, we have only to look to Joule’s 
discovery of the effects of magnetism on the dimensions of iron 
and steel bars, and of the musical sounds consequently produced 
in an electromagnet every time battery-contact is made or broken. 
This great discovery was first described in public on the occasion 
of a conversazione held at the Eoyal Victoria Gallery of Manchester^ 
on February 16th, 1842. A printed account of it is to be found 
in the eighth volume of Sturgeon’s Annals of Electricity, p. 219, 
and in the Philosophical Magazine, 1847, first half year. The 
following are the chief results obtained by Joule:— 

1. When a wire or bar of iron (or steel) is alternately sub¬ 
jected to, and left free from, longitudinal magnetizing force, it 
alternately becomes longer and shorter. 

2. In the same circumstances its volume remains sensibly 
unaltered; and therefore it experiences lateral shrinking to an 
extent equal to half the extension in length f. 

3. Joule verified the lateral shrinking by passing a current 
through an insulated wire along the axis of a piece of iron gas- 
pipej, 1 yard long, ^ of an inch in bore, and of an inch in 

* Not read before the Society, but ordered to be printed. 

f It is understood, of course, that the shrinking is reckoned in proportion to the 
transverse diameter, and the extension in proportion to the length, as is usual in 
the geometry of strains and in the theory of elasticity. 

X The bends of the insulated wire outside the gas-pipe in Joule’s experiment 
complicate the circumstances somewhat by superimposing upon the circular poleless 
magnetization, which a single straight wire along the axis of the pipe would pro- 



405 


1874 ] x«rrE ox MU paper ox electeot^'^rsiijx 

a.!M! tOiiiiil, a> he aiitieipiited, that the Jp/eifa vt ilu- 
gas-pipe hvemuv (fiMiNished when the current was institutt'd, and 
inarased wlitai the current was st«'>|}|'>ed. 

4, llesitliial iiiagiietisiii le^ives residual changes of dimension 
in iron and steel of the same signs as those exhibited when 
liiagiitdiziiig force is first apiplied or afterwards re-applied. 

5. Longitudinal pull*, if sufficiently intense, reduces to zero 
the iiiagiietie extensions and contractions; and if more intense 
still, puts the metal into such a state that opposite strains are 
priMliiced by it. An iron or steel wire stretched vertically by a 
small weight becomes elongated by magnetization, but if kept 
stretched by a constant sufficiently heavy weight it is shortened 
by magnetization-f. 

Now^ the passage of a current along a straight iron or steel wire 
of circular section gives rise to poleless magnetization in circles 
perpendicular to the length of the ware and with their centres in 
its axis. Let 7 be the strength of the current through the wire, 
reckoned of course in absolute units. If the wire be infinitely 
long, the resulting field of force (whether the wire be of iron or 
of any other metal) is fully specified by saying that the lines of 

duce, magnetization in whieli there is northern polarity along one semicylinder, 
and southern polarity along the other semicylinder of the outer boundaiy' of the iron 
pipe, and fainter opposite polarities on the inner cylindrical surface. But if the 
wire had been continued straight for several inches outside the pipe at «ch end, 
and then carried away to the battery without ever being brought near the gas-pipe 
externally, it is clear that effects in the mme direction, though of sHghtlj I«a 
magnitude (by an almost infinitesimal difference), would have been obw^al,. 

* Rankine’s nomenclature regarding stresses and strains (which is ci»sMteiit 
with Huyghens’ celebrated tit temio me vi$) ought to be carefully foliowed. It is 
therefore necessary to introduce two nouns, pull and thrust, common enough in 
familiar language, but not hitherto much used in the theory of elasticity, to express 
longitudinal forces in the directions which would elongate or shorten the l»r or 
wire. With reference to a stretched wire we ought to talk of the pull along the 
wire, and ought not to use the word stmin or tension to express a stretching f©»e. 
The only objection to the word pull is that some people might c»nsider it too 
familiar; but surely it is not a valid objection to the mathematician or philosoplier 
that a word, the us© of which enables him to avoid ambiguitj in sekniifie stato- 
meat®, is already understood by noa-sci«ntific people. Acoording to BMikine’s 
nomenclatar# we must mnfine the word strain to a change of dimension or figure 
mused by stTms; thus the longitudinal Etrain of a wire or of a }mmm experfenciiif 
a pull or thrust is the (positive or negativ©) elongation produced fey the foree. 

t the “ Young’s moduios of iron or steel is inoreawd by Icn^tudinai 

msfMlIiatloa. 
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force are circles in planes perpendicular to the axis and having 
their centres in this line, and that the intensity of the force is 

( 2 y/a^) r for points in the substance of the wire, 

and 27 /r for external points, 

where a denotes the radius of the wire, and r denotes distance 
from its axis. (The same description, as is now well known— 
thanks to the beautiful illustrations and diagrams of iron-filings 
by which Faraday showed it in the Royal Institution—is approxi¬ 
mately applicable to the field of force in the neighbourhood of a 
straight portion of wire conveying a current, provided no other 
part of the wire is near.) Hence the intensity of the magnetiza¬ 
tion of the substance is equal to 

where /x. denotes the “magnetic susceptibility’'* of the substance. 
Let now a uniform magnetizing force X be applied along the 
whole length of the wire. This, combined with the force due to 
the current through the wire, gives at any point of the substance 
a resultant force equal to ^{{4iy^r^/a^) + X^\ in a direction inclined 
to the length of the wire at the angle whose tangent is ^yrja^X. 
The lines of force in the resultant field are therefore spirals. The 
wire being supposed infinitely long, the magnetization will still 
be poleless^t, and will be everywhere in the direction of the 
resultant force; and its intensity will be equal to the resultant 
force multiplied by the magnetic susceptibility. The extension 
of the substance along the spiral lines of magnetization, and its^ 
shrinkage along the orthogonal spirals, to be anticipated from 
Joule's old results, give rise to Gore’s phenomena of electro¬ 
torsion. 

Although we thus see Gore’s “electrotorsion” as a geometrical 
consequence of the earlier discovery of Joule, we must, neyer- 
theless, regard Mr Gore’s investigation as having led to an 
independent discovery of a remarkably interesting character, 
enhanced by the well-designed and necessarily laborious working 
out of varied details described in his paper. 

* Thomson’s reprint of Electrostatics and Magnetism, § 610. 3. 

t The free polarity in the actual experiments due to the finiteness of the iron 
bar or wire and of the magnetizing helix reduces somewhat the magnitude of the 
eSects, but does not alter their general character. 
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It is difficliit to conceive any physical investigation, except 
Faratlay’s iiiiigiietic rotation of the plane of pjlarization of light, 
more important towards a physical theory of magnetism than 
Joule’s result (No, 5 ) above. It suggests an interesting estension 
of Mr Gores investigation. Let the wire rod or tube experi- 
iiieoted upon be stretched by a heavy weight, and at the same 
time subjected to a constant twdsting-couple of sufficient 
niagoitiide, then, no doubt, the tonsions as well as the elongations 
observed under varying magnetic influences will be the reveim^ 
of those discovered by Mr Gore. The investigation ought, of 
course, to be varied by applying couple alone and longitudinal 
pull alone. 
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196» ELECTRoimc Conduction- m Solids. Fmsr E^iample, 

Hot Glass. 

[From Moji. Soc, JProc, Yol. xxiri. 1875 [read June 10, 1875], pp. 463, 484.] 

Many years ago I projected an experiment to test the voltaic 
relations between different metals with glass substituted for the 
electrolytic liquid of an ordinary simple voltaic cell, and with so 
high a temperature that the glass -would have conducting-power 
sufficient to allow induction through it to rule the difference of 
potentials between the two metals. Imperfect instrumental 
arrangements, and want of knowledge of the temperature at 
which glass would have sufficient conductivity bo give satisfactory 
results, have hitherto prevented me from carrying out the proposed 
investigation. The quadrant electrometer has supplied the first 
of th^ deficiencies, and Mr Perry’s recent experinaents*" on the 
conductivity of glass at different temperatures the second. The 
investigation has now been resumed; and in a preliminary 
experiment I have already obtained a very decided result. 



The drawing shows the arrangement adopted. MN is a brass 
e immersed in an oil-bath. K copper plate, C, of 5 centims. 

* BmFwc.Roy. See. Vol. xxin. 1875, p. 468. 
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diameter, lies in the case on a block of wood; it is kept metallic- 
ally connected with the outside case, E, of the electrometer. A 
flint-glass plate, G, which is found to insulate very well at ordinary 
temperatures, is laid upon O, A zinc plate, Z, lies on the glass, 
and is connected with the insulated electrode, /, of the electro¬ 
meter, by means of a wire attached to the end of a stout metallic 
stem, Az, passing through the centre of an open vertical tube 
reaching above the level of the oil. The glass was heated 
gradually, and was usually kept between 100° and 120° C., the 
temperature being measured by a thermometer, B. 

Even below 50° 0. there is a decided result, but shown less 
rapidly than at higher temperatures. If the glass is kept at 50° C. 
for some time, and /, after having been metallically connected 
with C, is left insulated, it soon becomes sensibly charged; and 
the charge increases till it is approximately equal to that acquired 
when zinc and copper plates in a liquid electrolyte are metallically 
connected with I and E respectively. With the hot glass, as with 
the liquid electrolyte, the charge given by the zinc to the insulated 
electrode of the electrometer is negative. The charge ultimately 
reached when the temperature is 50° C. is not exceeded at higher 
temperatures; but, as said above, when the zinc is connected 
with the copper and then insulated, the charge increases towards 
its ultimate value much more rapidly at higher temperatures 
than at lower. 

At temperatures between 100° and 120° C. there is a sensible 
diminution of the ultimate charge after the zinc has been kept 
for a short time connected with the copper and then insulated. 
There is also a slow diminution of the ultimate, or, as we may 
now call it, the temporarily static charge when the zinc plate is 
left insulated for several hours in connexion with /. 

If a small quantity of either negative or positive electricity 
be given to I (always in metallic connexion with the zinc), the 
temporarily static state is reached at about the same rate as the 
zero would be reached by conduction through the hot glass 
(according to Mr Perry's experiments, communicated to the 
present Meeting) were the plates both of copper or both of zinc. 

After the experiment the surfaces of the copper and zinc 
plates in contact with the glass were found to be thickly oxidized. 
The glass plate was quite cloudy after the experiment, and a 
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ref^tition of the experiment increased its cloudiness. This plate 
is the fattened bottom of a flint-glass electrometer-jar. 

Three smoother glass plates, tried since, show as yet mo signs 
of deeompsition. At first they only became '' exhausted(in 
their power to produce the normal charge in zinc and copper) 
after the plates had been connected for nearly a day, the glass 
being at from lOO" to 120° Q; but after a time, although they 
still gave the normal charge at the beginning of the morning’s 
ex|K-rimeiits, the charge fell to zero quite rapidly (that is, in about 
an hour), even when the zinc was kept insulated. 

Keeping for a length of time the zinc charged negati-vely (so 
as to give to / a greater negative charge than that which it would 
have in the “temporarily static’* condition of the copper, hot 
glsiss, and zinc) seemed to have no effect in restoring the normal 
electrolytic condition; but I propose to pursue this trial further, 
especially with longer time for the restorative electrification- 

I propose also to return to similar experiments which. I made 
many years ago on the electric relations of copper, ice, and zinc. 


197. Eleotbical Measueement. ’ 

before the Section of Mechanics at the Con/eremes held^ 
in oonneadon with the Special Loan Collection of Scientifio 
Apparatus at the South Kensington Mnseum, May 17, 1876,] ' 

[Reprinted in Fopdair lectures ctTid Addresses^ Vol. i. pp. 423 — 454 .] 
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198 . Rappokt sub les Machines Magn:6to- 

J^LECTRIQUES GrAMME. 

[Rapports pr^sent^es a TExposition de Philadelphie. From Journ. de Phys. 
Vol. VI. Aug. 1877, pp. 240—242.] 


Plxjsieurs specimens des machines bien connues de Gramme 
sans aimant d’acier forment cette collection; quelques-uns des 
appareils exposes ont fonctionnd et produit de la lumifere elec- 
trique. 

Les particularit4s fondamentales de la machine Gramme mdri- 
tent les plus vifs 41oges; la disposition excellente et tr^s-originale 
des bobines mobiles enroul^es sur un anneau de fer doux, entre 
les p61es dhin aimant, permet d'obtenir non-seulement une force 
61ectromotrice et une resistance presque parfaitement uniformes, 
mais aussi, je crois, une grande economic eiectrodynamique. 

Les machines Gramme de Cette collection sont interessantes 
aussi comme exemple de la methode introduite pour la premifere 
fois, je crois, par Siemens, et consistant k alimenter le magnetisme 
inducteur par le courant induit. Si Ton considere une telle 
machine avec son circuit complet, et que son fer soit depourvu 
de tout magnetisme remanent, si de plus elle n’est influencde par 
aucune action magnetique exterieure, pas mSme celle de la Terre, 
on pent la faire toumer avec une vitesse quelconque, aussi grande 
que Ton voudra, sans produire aucun courant dlectrique ni aucime 
aimantation. A moins que la vitesse ne ddpasse une certaine 
limite, ce repos dlectrique et cette neutralite magnetique con¬ 
stituent un etat d'^quilibre stable; mais, si la vitesse d^passe 
une certaine limite, qui dans la machine de Gramme, ou dans la 
machine de Siemens, est bien inf^rieure aux vitesses qu’on donne 
pratiquement Tappareil, T^tat de repos 41ectrique et de neu¬ 
trality magnytique constitue un yquilibre instable. Une aiman¬ 
tation infiniment petite du fer produite sous I’influence de la 
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moiodre action magnetique ext^rieure, oa un courant d’une 
faiblesse extreme developpe dans le circuit par nne force electro- 
motrice quelconque (par exemple celle qui peut etre due a des 
differences de temperature eutre les soadures des differeats m^taux 
du circuit) determinerait immediatement un courant dans une 
direction on dans Taut re, et lintensite auginenterait jusqu’a 
atteindre tres-rapidement une limite dependant de la Titesse de 
rotation. 

La force dlectromotrice induite par le mouvement peat s'ex- 
primer par la formule suivante: 

F{M^OYl 

dans laquelle F ddsigne le nombre de tours dans Tunitd de temps, 
if une quantity dependant de Taimantation du fer, G une con- 
stante dependant de la forme et de la dimension des bobines, et 
F rintensifc4 du courant qui traverse actuellenient le circuit. Si 
R est la resistance de ce circuit, nous devrons done avoir 

R • 


SuppcBons maintenant que raimantation du fer ddpende uni- 
quement de Taction magndtique du courant; en ndgligeant le 
magnetisme remanent, nous avons 

if = GJY, 


on Cl une constante qui depend de la machine, I la capacity 
inductrice magnetique du fer, ou une moyenne de la capacity 
induetriee magndtique efficace, quand le courant est assez intense 


qui mm gen^ralement le cas) pour rendre la capacity inductrice 
inegale dans les diffdrents points. On doit, en general, considA-er 
I comme une quantity variant avec F, toujours positive, constante 
(K>it Jg) pour de tr^s-petites valeurs de F, et qui enfin varie 
coiame 1/F quand F est infiniment grand. Nous voyons ainsi 
que, fx>ur de tres-petites valeurs de F, il ne peut y avoir 6quilibre 
que si F=G, et Tdquilibre est instable,a moins que N< 

Quand N>RI(GJ,-^ C), le courant part dune valeui tres-petite 
Am im sens quelconque, et croit jusqu’i ce que / devienne assez 
petit pour rendre 2f =Rj(0-^IC)*. 

of T.SopmBon, 
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S’il arrivait que Ton eut N>RIGy le courant augmenterait 
sans limite et les bobines fondraient in^vitablement, quelqne 
m^thode de refroidissement que Ton puisse employer pour les 
maintenir froides; mais, pour les vitesses extremes que pent 
atteindre la machine dans la pratique, on a certainement N<RjG, 
et rintensit4 du courant est pratiquement limit4e par une reduc¬ 
tion mod4r4e de I vers son minimum qui est nul. La loi suivant 
laquelle Tintensite du courant augmente avec la vitesse de 
rotation de la machine est un sujet important pour des recherches 
scientifiques. 

En outre de ces relations th4oriques tres-interessantes, les 
machines Gramme expos4es ont des applications pratiques k 
reiectro-metallurgie, k Teclairage des manufactures, des phares et 
des navires, et serviront peut-4trc aussi, dans Tavenir, k Tedairage 
des villes et des maisons d’habitation. 
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199. The Effects of Stress on the Magnetization 
OF Ibon, Cobalt, and Nickel. 

[From Mij^. Imtil Prac. Tol. viii. 1879 [May 10, 1878], pp. 591—593*.] 


Though, as discovered bj Faraday, every substance has a 
snsceptibility for inductive magnetization, the three metals, iron, 
nickel, cobalt, stand out so prominently from among the other 
known chemical elements, that they only are commonly regarded 
as the magnetic metals, and the magnetism of all other substances 
is so feeble as to he comparatively almost imperceptible. 


The magnetization of each of the three magnetic metals is 
greatly affected by mechanical stress. From the beginnings of 
magnetic science it must have been known that the magnetism 
of iron and steel is disturbed, sometimes lost or much diminished, 
by blows, striking the metal with a hammer, or letting it fall on 
hard ground. Gilbert, nearly three hundred years ago, showed 
that Imfs of soft iron held in the direction of the dipping needle 
mid struck violently by a hammer acquire much more magnetism, 
and again more reverse magnetism when inverted in that line, 
than when placed in those positions gently without shock of any 
Mud. An ordinary fireside poker shows these effects splendidly, 
with no other apparatus than a little pocket-compass or a sewing 
needle, magnetized and slung horizontally, hanging by a fine silk 
thread. If habitually the poker rests upright the upper end will 
be found a trae north pole, the lower a true south when first 
testai by the needle. Holding the poker with exceeding gentle- 
invert it : The end that was down, though now up, is still a 
time south pile, and repels the north end (or true south pole) of the 
momble smspended needle. A gentle tap with the hand on the 
pker now produces a surprising result. Instantly it yields to 
the terrestrml influence, and its upper end, becoming a true north 
pole, attraefe the northern end of the suspended needle. Even 
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more surprising is the slightness of the agitation which suffices 
to shake bhe retained magnetism of a former position out of a 
soft iron wire, and let it take the magnetization due to the 
position in which it is held. A superstitious person would say— 
that is animal magnetism !—when he sees an iron wire becoming 
a notably effective magnet when held vertically and rubbed gently 
from end to end between finger and thumb. 

Changes of magnetism produced by mechanical agitation are 
shown to a much greater degree in thin bars than in thick ones; 
and when the diameter exceeds a quarter of the length they are 
hardly sensible. Hence when the ‘"Flinders bar” is applied to 
compensate the error produced in a ship's compass by change of 
magnetic latitude, its length ought not to be more than six or 
seven times its diameter; and for the same reason long iron rods 
or stanchions in the neighbourhood of a compass are very detri¬ 
mental to its trustworthiness. Half a hundredweight of iron in 
the shape of rails or awning stanchions, too often to be found very 
near a compass, is more dangerous than tons or hundreds of 
tons in the shape of heavy steam steering gear, or of armoured 
turrets in an ironclad. 

A piece of iron left in the Royal Institution by Faraday, with 
a label in his own handwriting to the effect that it had been 
between three hundred and four hundred years fixed in a vertical 
position in the stonework of the Oxford Cathedral, having been 
given to him by Dr Buckland in May, 1835, was exhibited and 
tested. It was found to have its upper end a true north pole. 
It was inverted before the audience, and instantly that end became 
a true south pole and the other a true north pole. Thus nearly 
four hundred years in one position had done nothing to fix the 
magnetism. In its inverted position it was hammered violently 
on each end by a wooden mallet: this increased the magnetism 
somewhat, but did not fix it. The bar was inverted again, and 
then, in its first position, its original upper end, now up again, 
oecame again a true north pole. 

The stoutness of the bar (that is to say, the greatness of the 
Droportions of its breadth and thickness to its length) were suchj 
ihat if of modern iron, it probably would not have behaved as it 
lid; but probably also it may have been superior in “softness” to 
he ordinary run of modern bar iron.. 
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Bars of nickel and cobalt, unique and splendid specimens, for 
which the speaker was indebted to the celebrated metallurgical 
chemist, Mr Wharton, of Philadelphia, were exhibited, and found 
to show effects of concussion quite as do bars of iron of different 
qualities. 

An altogether new effect of stress was discovered about ten 
years ago by Villari, according to which longitudinal pull augments 
the temporary induced magnetism of soft iron bars or wires when 
the magnetizing force is less than a certain critical value; and 
diminishes it when the magnetizing force exceeds that value; and 
augments the residual magnetism when the magnetizing force, 
whether it has been great or small, has been removed. 

The speaker had measured approximately the Villari critical 
value, and found it to be about twenty-four times the vertical 
component of the terrestrial magnetic force (or about 10 C.G.S. 
units). The maximum effect in the way of augmentation by pull 
he had found with about six times the Glasgow vertical force. 
He had found for bars of nickel and cobalt opposite effects to 
those of Villari for soft iron, and had found a maximum value, 
with a certain degree of magnetizing force, and evidence making 
it probable that a critical magnetizing force would be found for 
each of these metals also, such that the magnetization would be 
increased by pull when the magnetizing force exceeds it. 

The speaker had found corresponding effects of transverse pull 
in soft iron, and had found them to be correspondingly opposite 
to those discovered by Villari for longitudinal pull. The transverse 
pull was produced by water pressure in the interior of a gun- 
barrel applied by a piston and lever at one end. Thus a pressure 
of about 1000 lbs. per square inch, applied and removed at 
pleasure, gave effects on the magnetism induced in the vertical 
gun-barrel by the vertical component of the terrestrial magnetic 
force, and, again, by an electric current through a coil of insulated 
copper wire round the gun-barrel, which were witnessed by the 
audience. When the force magnetizing the gun-barrel was any¬ 
thing less than about sixty times the Glasgow value of the vertical 
component of the terrestrial force, the magnetization was found 
to be less with the pressure on than off. When the magnet¬ 
izing force exceeded that critical value, the magnetization was 
greater with the pressure on than off. The residual (retained) 
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magnetism was always less with the pressure on than off (after 
ten or a dozen ''ons'' and ‘"offs” of the pressure to shake out as 
much of the magnetization as was so loosely held as to be shaken 
out by this agitation). 

It is remarkable that the critical amount of the magnetizing 
force in respect to effect of transverse pull is more than double 
that of the Villari effect of longitudinal pull. Thus for inter¬ 
mediate amounts of force (say forces between 10 and 25 c.G.S. 
units), both longitudinal pull and transverse pull diminish the 
induced magnetization. Hence it is to be inferred that equal 
pull in all directions would diminish, and equal positive pressure 
in all directions would increase, the magnetization under the 
influence of force between these critical values, and through some 
range above and below them; and not improbably for all amounts, 
however large or small, of the magnetizing force; but further 
experiment is necessary to answer this question. 

A most interesting further inquiry in connection with this 
subject is to find if aiolotropic stress (pressure unequal in different 
directions), beyond the limits of elasticity, leaves in iron, nickel, 
or cobalt a permanent aeolotropic difference of magnetic suscepti¬ 
bility in different directions analogous to that discovered thirty 
years ago by Tyndall in the diamagnetic quality of soft, im¬ 
perfectly elastic material, such as fresh bread. Special difficulties 
prevented the speaker from obtaining any results thirty years ago, 
when he tried to discover corresponding effects in iron; but the 
investigation is not hopeless, and he intends to resume it. 


K. V. 


27 
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aX), On" the Effect of Torsion on the Electeicil 
C oNDUcrriviTy of Metals. 


[Froiii /%#. iVoe. V"oL iii. [May 25, 1878, title only], p. 4; 

3ar«r«, Vi}l. xvnL June 13, 1878, pp. 1^, 181.] 

Till Ifctiirer out that torsion of a metal tube witMa 

its limits of elasticity produces seolotropic stress, of which the 
miitiially {j^^rpenJieiilar lines of maximum ex.tension and maximum 
coiitmetion are spirals, each very nearly at 45 deg. to the length 
of the From the author’s early experiments—described in 

his |a|R:'T on the Electrodynamic Qualities of Metals, published 
in the Tramaciions of the Royal Society for 1856—showing a 
diminution of electric conductivity by pulling force in metallic 
mwm, and Mr Tomlinson s recent confirmations and extensions of 
results, it is to be expected that the conductivity of the 
will be in the direction of extension and greater in. 
tie dir^tion of coatmction in the stressed substance than the 
condii€ti%'ifcy, equal in all directions, of the substance when free 
from stress. Hence, if an electric current be maintained along a 
tube, toreioa 'would cause it to flow in spiral stream lines, with 
spiimlity of oppu§ite name to that of the twist. The whole flow 
may k? resolved into two components, one right along the tube, 
tic^ other round it. The latter would~-Iike the current through 
a galranoiiieter coil—deflect a needle hung in the interior of the 
tak. with its axis |>erpendicukr to the tube when undisturbed; 
Of it would magnetize a bar or wire of soft iron placed within the 
libe*. The current itelf would, except near the ends of the tube, 
no extcHiai effkt directly, but either of those appliances 
amy l» i»d to an external indication. Since the last 
mwliaf of the Physical ScKjiety, when the lecturer raised the 
of the spiral electric Birmm lines in a twisted tube, 
made for him by Mr MacfarlMie in the 
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physical laboratory of the University of Glasgow on the last- 
mentioned plan, and on the former plan by Mr J. T. Bottomiey 
in the physical laboratory of King's College, London, by kind 
permission of Professor Adams, and with the valuable assistance 
of his staff. Mr Macfarlane, using a small mirror magnetometer 
suspended externally in the neighbourhood of one end of an iron 
wire placed within a brass tube, found that when the spiral was 
right-handed the end of the wire next that end of the tube hy 
which the current enters becomes a true north pole. Mr Bottomiey, 
with the cell and suspended mirror and needle of an ordinary 
dead beat mirror galvanometer, supported by an independent 
support within a brass tube along which a current is maintained, 
found that the true north pole of the needle is moved towards 
the end of the tube by which the current enters. Thus, both 
Mr Macfarlanes and Mr Botbomley’s observations confirm the 
anticipation that the electric conductivity is least in the direction 
of greatest extension, and greatest in the direction of greatest 
contiaction of metal. 

The apparatus by which Mr Bottomiey had made his experi¬ 
ments was exhibited to the meeting. It included a mode of 
balancing the effect on the internal needle by placing a circular 
portion of the main circuit at a proper distance from it, the 
centre and the plane of the circle being in and perpendicular to 
the axis of the tube. From a measurement of the distance from 
the centre of the circle to the needle, when the balance is obtained, 
the ratio of the maximum to the minimum conductivity can be 
calculated. 
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a31. Parliamentary Evidence regarding Electric Light 
AND Power. [Ibstraci] 

[From Sature, Yol. xx. Mi\v 29, 1879, pp. 110, 111.] 

^SiB William Thomson gave some valuable evidence on 
Friday k‘ibre the Select Committee engaged in considering the 
subject of the electric light. He said that whereas one-horse¬ 
power id" energy’ would only produce 12-candle gas light, it 
might prixiiice 2.4(M}-Ciindle electric light. “ The upshot of the 
expt^^rimeiits made at the factory of Messrs Siemens, at Woolwich, 
and at the natural philosophy class of the University of Edinburgh, 
was that, allowing the practical estimate of one-horse-power 
applied in driving the engine, it had produced 1,200 candles of 
actual visible electric light, half the gross energy going to produce 
the light w’hile the €)ther half w^as lost in heating the machine 
and the wires. As the electric light was such an economical 
pri>diieer he antieijRited that it haul a great and immediate future 
before it. He believed before long it would be used in every case 
where a fixed light ’ras required, whether in large rooms or small 
oii»—even in jMissages and staircases of private dwellings. There 
was immen^ promise in the actual work carried out hy practical 
men im the present day. There was a prodigiously greater economy 
in the tmiismi^ion of mechanical force into energy in the case of 
the electric light than in the case of gas. With regard to regu¬ 
lators for the electric light, he had seen one the previous day— 
the Siemens regulator—which gave a steady, pure, and quiet light. 
The electric light was especially adapted for being placed high 
where it illnininated a wide area. It might be put upon an iron 
|M>!e nuKMl 60 feet high, or the old French plan of swinging a 
knap on a wire faun one side of the street to the other might be 
followel with advantage. Such a plan would be useful in doing 
away with the nec^ity for ofal globes, which destroyed a large 
quaatity of the illnminaling quality of the light. Indeed, he was 
wrprisai that globes h^ ever been used, wasting as they 

iii ^ or tii fer cent, of the illuminating power. He considered 
that tht of using the electric light within buildings 

wmU U very b^use of the smdl efifect it would have 
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when compared with, gas in heating and vitiating the atniosphere. 
In the case of electricity, the waves of light onlv becanie curiverts/ti 
into sensible heat, not in the air, but on the ceiling or wails and 
floor of the room after they had done their work. With regard 
to the subdivision of the light, according to practical experiments, 
if the same amount of energy that was used in pnodiicing one 
large light was employed in producing ten feebler lights, none of 
those lights gave one-tenth of the amount of iliuniinatioii of 
the one large concentrated light. Still there was nothing mathe¬ 
matically impossible in the matter, and it was quite possible that 
a plan of subdivision might be found by which the ten feebler 
lights would give a sum of illumination equal to that of the one 
larger light. He considered that the electric light as now 
develop)ed was fit for use in large rooms. He w^rs also of opinion 
that a great deal of natural energy which was now lost might be 
advantageously applied in the future to lighting and manufactures. 
There was a deal of energy in waterfalls. In the future, no doubt, 
such falls as the Tails of Niagara would be extensively used— 
indeed, he believed the Falls of Niagara would in the future be 
used for the production of light and mechanical power over a large 
area of North America. The electricity produced by them might 
be advantageously conducted for hundreds of miles, and the manu¬ 
factories of whole towns might be set in motion by it. Powerful 
copper conductors would have to be used—conductors of a tubular 
form with water flowing through them to keep them cool. There 
would be no limit to the application of the electricity as a motive 
power; it might do all the work that could be done by steam- 
engines of the most powerful description. It seemed to him that 
legislation, in the interests of the nation and in the interests of 
mankind, should remove as far as possible all obstacles such m 
those arising from vested interests, and should encourage inventors 
to the utmost. As to the use of electricity by means of the Falls 
of Niagara, his idea was to drive dynamic engines by water power 
in the neighbourhood of the Falls, and then to have (X)n<luctoiB to 
transmit the force to the places where illumination or the develop¬ 
ment of mechanical power was wanted There would no 
danger of terrible effects being brought about accidentally by the 
use of such a terrific power, because the currents employed would 
be continuous and not alternating.^ This may be called a feoatic^ 
view of the electric light. 
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2C^. On a Method of Measuring Contact ELECTRiciTr. 

[From Britkk Ammatimi BepoH^ 1880, pp. 494—496; Kature^ Vol. xxiir. 

April 14, 1881, pp. 567, 568.] 

Ik my reprint of Papers on ‘‘Electrostatics and Magnetism/ 
I 400 (of date January 1862), I described briefly this method, in 
connection with a new j)hysic<^l principle, for exhibiting contact 
electricity by means of copper and zinc quadrants substituted for 
the uniform bniss quadrants of my quadrant electrometer. I had 
used the same method, but with movable discs for the contact 
eleetrieitj, after the raethod of Volta, and my own quadrant electro¬ 
meter substituted for the gold-leaf electroscope by which Volta 
himself obtained his electric indications, in an extended series of 
experiments which I made in the years 1859-61. 

I was on the piint of transmitting to the Royal Society a 
|»per which I had written de^ribiug these experiments, and 
which I still have in manuscript, when I found a paper by Hank el 
in Poggendorffs Annalm for January 1862, in which results 
altc^ether in accordance with my own were given, and I withheld 
Mj |»per till I might be able not merely to describe a new 
method, but, if po^ible, add something to the available information 
re^rdiag the properties of matter to be found in Hankel’s paper. 
I have made m,any experiments from time to time since 1861 by 
the same method, but have obtained results merely confirmatory 
of what h«i been published by Pfeff in 1820 or 1821, showing the 
phenomena of contact electricity to he independent of the sur¬ 
rounding gas, and agreeing in the mmn with the numerical values 
of the ccmtect diSefences of different metals which Hankel had 
pabli^rf; md I have therefore hitherto published nothing except 
the slight statements regarding contoct el« 5 tricitj which appear 
ia my * Electr^terics ajxi M^netism/ As^ interest has been 
revived in tie snigeet of cm^fc’electricity, the following 
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description of my method may possibly prove useful to experi¬ 
menters. The same method has been used to very good effect, 
but with a Bohnenberger electroscope instead of my quadrant 
electrometer, in researches on contact electricity by Monsieur H. 
Pellat, described in the Journal de Physique for May 1880. 

The apparatus used in these experiments was designed to 
secure the following conditions;—To support two circular discs of 
metal about four inches in diameter in such a way that the 
opposing surfaces should be exactly parallel to each other and 
approximately horizontal; and that the distance between them 
might be varied at pleasure from a shortest distance of about 

of an inch to about a quarter or half an inch. The lower plate, 
which was the insulated one, was fixed in a glass stem rising from 
the centre of a cast-iron sole plate. The upper plate was suspended 
by a chain to the lower end of a brass rod sliding through a 
steadying socket in the upper part of the case. A stout brass 
flange fixed to the lower end of this rod bears three screws, one 
of which, /S, is shown in the drawing [omitted], by which the upper 
plate can be adjusted to parallelism to the lower plate. The other 
apparatus used consisted of a quadrant electrometer and a gravity 
Daniell’s cell of the form which I described in Proc. P, S. 1871 
(pp. 253—259) with a divider by which any integral number of 
per cents, from 0 to 100 of the electromotive force of the cell 
could be established between any two mutually insulated homo¬ 
geneous metals in the apparatus. ; , 

Connections. 

The insulated plate was connected by a brass wire passing 
through the case of the contact instrument to the electrode of the 
insulated pair of quadrants. The upper plate was connected to 
the metal case of the Volta condenser and to the metal case of 
the electrometer, one pair of quadrants of which were also con¬ 
nected to the case. One of the terminals of the divider, which 
connected the poles of the cell, was connected to the case of the 
electrometer, and to the other terminal was attached one of the 
contact wires, which was a length of insulated copper wire having 
soldered to its outer end a short piece of platinum. The other 
contact surface was a similar short piece of platinum fixed to the 
insulated electrode of the electrometer. Hence it will be seen 
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that confcict between the two plates Wiis effected by putting the 
divider at zero and bringing into contact the two pieces of 

platiniifii wire. 


Order of Ejcperiment 

The sliding piece of the divider was put to zero, and contact 
made and broken and the upper plate raised, when the deflection 
of the spot of light was observed. These operations were repeated, 
with the sliding piece at different numbers on the divider scale, 
until one was found at which the make-breat and separation 
mused no perceptible deflection. The number thus found on the 
divider scale was the number of per cents, which was equal to the 
contact electric difference of the Yolta condenser. 


20$. On the Effect of Moistenino with Water the Op¬ 
posed Metallic Surfaces in a Yolta-condenser, and 
or SuBSTiTXJTiNa A Water Arc for a Metallic Arc in 

TOE BETlRMININa CkiNTACT. 

[From E^mk Rof. Froc. YoL xi, [read Feb. 21,1881], p. 135, title oaly.] 
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[From Nature, Yol xxiv. June 16, 1881, pp. 1S7, 156, 157,] 

I AM continuing my experiments on the Fan re aceiiniulator 
■with every-day increasing interest. I find M. Reyniers statement, 
that a Faiire accumulator, weighing 75 kilograms (Ido lbs.I can 
store and give out again energy to the extent of an hour’s work 
of one-horse-power (2,000,000 foot-pounds) amply eonlirnied. 
I have not yet succeeded in making the complete measurements 
necessary to say exactly what proportion of the energy used in the 
charging is lost in the process of charging and discharging. If 
the processes are pushed on too fast there is necessii.rily a gimt 
loss of energy, just as there is in driving a small steam-engine 
so fast that energy is wasted by “ wire-drawing'’ of the steam 
through the steam pipes and ports. If the processes are carried 
on too slowly there is inevitably some loss through local action, 
the spongy lead becoming oxidised, and the peroxide losing some 
of its oxygen viciously, that is to say, without doing the projier 
proportion of electric work in the circuit. I have seen enough 
however to naake me feel very confident that in any mode of 
working the accumulator not uselessly slow, the lo^ local 
action will fie very small. I think it most probable that at rates 
of working which would be perfectly convenient for the ordinary 
use of fixed accumulators in connection with electric lighting and 
electric transmission of power for driving machinery, large and 
small, the loss of energy in charging the accumulator and taking 
out the charge again for use will be less than 10 per cent, of the 
whole that is spent in charging the accumulator : but to remise 
such dynamical economy as this prime c<Bt in lead must not be 
stinted. I have quite ascertained that accumulators amountiiig 
in weight to three-quarters of a ton will suffice to work for six 
hours fronoi one chaige, doing work during the six hoare at the 
uniform rate of one-horse-power, and with very high economy. 
I think it probable that the economy will be m high that as 
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lEf.fh pT cent, of the energy spent in the charge will he 

ill the circuit external to the aecumnlator. When, as 
hi t ht* |»n*p >*^11 application to driving traincars, economy of weight 
I. Lojpirtaiit, much less perfect economy of energy must he 
f-r Thus, though an eighth of a ton of accumulators 
'ii3>rk vr-ry economically for six hours at one-sixth of a 
it \voiiki work ranch less economically for one hour 
.c i -|owtT; blit not so uneconomically as to be practically 

til! a I r»> ih‘ |)ro|K>st;-d use. It seems indeed very probable that a 
traiiicar arranged to take in, say 7|- cwt. of freshly-charged 
an^uiii’ilitors on kmving headquarters for an hour's run, may be 
Hx^noraically by the electric energy operating through 
a dy 04.111,0-0Icctric machine than by horses. The question of 
lit> tween aecumulatore carried in the tramcar, as in 
M. .Failre’i pri.)|.M)sal, and electricity transmitted by an insulated 
ei)nilu€t-or, lys iii the electric railway at present being tried at 
Ik‘riiii by the Messrs Siemens, is one that can only he practically 
by ex|M,‘rienee In circumstances in which the insulated 
ci'cidiietor eaii he laid, Messrs Siemens' plan will undoubtedly be 
the eeonoHiie,aI, as it will save the carriage of the weight 
of the ^’tiiiniilators. But there are many cases in which the 
msuktfd corMluctor is impracticable, and in which M. Faure’s 
pltti !ii»j prove useful Whether it be the electric railway or 
the lead-driven tmmcar, there is one feature of peculiar scientific 
interest b^don^ng to electrodynamic propulsion of road carriages. 
Whaltfver work is done by gravity on the carriage going down 
lill will he kid up in store rmdy to a^ist afterwards in drawing 
the carriage up the hi lb provided electric aoiuinulators he used, 
whether ht m fixed driving station or in the carriage itself 


[l^tte-rs to tho Tiwim^ luo© 6, 9, 11.] 

The imrvelkitis “box of electricity” described in a letter to 
jm. was publish^ed in the Timm of May 16, has- been 

te avmrif^tj of trials and m^surements in. my labo-ratory 
fi\t lum thrm* weeks, and I think it ooay interest your readers to 
Itet th# ihow yoiir <»-rrmpondeiit to have been by 

sommiii Um eiithnsi-Mtic m to its great practical value. I am 
my experimeiite lo learn the behaviour of the Faure 
ift farifii swnd to do what I can towards 

ifKling th# way of wnraapag il fe different Muds of 
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service to which it is bo be applied At the request of the Conseil 
d’AdiDmistration of the Societe de la Force et la Lumiere, I have 
gladly undertaken this work, because the subject is one in which 
I feel intensely interested, seeing in it a realisation of the most 
ardently and unceasingly felt scientific aspiration of my life—an 
aspiration which I scarcely dared to expect or to hope to live to 
see realised. 

The problem of converting energy into a preservable and 
storable form, and of laying it up in store conveniently for 
allowing it to be used at any time when wanted, is one of the 
most interesting and important in the whole range of science. It 
is solved on a small scale in winding up a watch, in drawing a 
bow, in compressing air into the receiver of an air-gun or of a 
Whitehead torpedo, in winding up the weights of a clock or other 
machine driven by weights, and in pumping up water to a height 
by a windmill (or otherwise, as in Sir William Armstrong’s 
hydraulic accumulator) for the purpose of using it afterwards to 
do work by a waterwheel or water pressure on a piston. It is 
solved on a large scale by the application of burning fuel to smelt 
zinc, to be afterwards used to give electric light or to drive an 
electro-magnetic engine by becoming, as it were, unsnielted in a 
voltaic battery. Ever since Joule, forty years ago, founded the 
thermodynamic theory of the voltaic battery and the electro¬ 
magnetic engine, the idea of applying the engine to work the 
battery backwards and thus restore the chemical energy to the 
materials so that they may again act voltaically, and again and 
again, has been familiar in science. Bub with all ordinaiy forms 
of voltaic battery the realisation of the idea to any parpcBO 
seemed hopelessly distant. By Plante’s admirable discovery of 
the lead and peroxide of lead voltaic battery, alluded to by your 
correspondent, an important advance towards the desired object 
was made twenty years ago ; and now by M. Faure*s improvemeiit 
practical fruition is attained. 

The ‘'million of foot pounds’" kept in the box during its 
seventy-two hours’ journey from Paris to Glasgow wm no ex- 
aggeration. One of the four cells, after being discharged, was 
recharged again by my own laboratory Imttery, and then left to 
itself absolutely undisturbed for ten days. After that it yielded 
to me 260,OOD foot pounds (or a little more than a quarter of a 
million). This not only confirms M. Eeynier’s meafiuremeats. 
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on the faith of which your correspondent’s statement was made; 
it seems further to show that the waste of the stored energy by 
time is not great, and that for days or weeks, at all events, it 
may not be of practical moment. This, however, is a question 
which can only be answered by careful observations and measure¬ 
ments carried on for a much longer time than I have hitherto 
had for investigating the Faure battery. I have already ascer¬ 
tained enough regarding its qualities to make it quite certain that 
it solves the problem of storing electric energy in a manner and 
on a scale useful for many important practical applications. It 
has already had in this country one interesting application, of 
the smallest in respect to dynamical energy used, but not of the 
smallest in respect to beneficence, of all that may be expected of 
it. A few" days ago my colleague, Prof George Buchanan, carried 
away from my laboratory one of the lead cells (weighing about 
18 lbs.) in his carriage, and by it ignited the thick platinum wire 
of a galvanic ioraseur and bloodlessly removed a nsevoid tumour 
from the tongue of a young boy in about a minute of time. The 
operation would have occupied over ten minutes if performed 
by the ordinary chain ecraseur, as it must have been had the 
Faure cell not been available, because in the circumstances the 
surgical electrician, with his paraphernalia of voltaic battery to 
be set up beforehand, would not have been practically admissible. 

The largest useful application waiting just now for the Faure 
battery—and it is to be hoped that the very minimum of time 
will be allowed to pass till the battery is supplied for this appli¬ 
cation—is to do for the electric light what a water cistern in a 
house does for an inconstant water supply. A little battery of 
seven of the boxes described by your correspondent suffices to 
give the incandescence in Swan or Edison lights to the extent of 
100 candles for six hours, without any perceptible diminution of 
brilliancy. Thus, instead of needing a gas engine or steam 
engine to be kept at work as long as the light is wanted, with 
the liability of the light failing at any moment through the 
slipping of a belt—an accident of too frequent occurrence—or 
any other breakdown or stoppage of the machinery, and instead 
of the wasteful inactivity during the hours of day or night when 
the light is not required, the engine may be kept going all day 
and stopped at night, or it may be kept going day and night, 
which will undoubtedly be the most economical plan when the 
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electric light comes into general enough use. The Faiire aeen- 
mulatoT, always tept charged from the engine by li.r^se 
supply wire, with a proper automatic stop to cheek the supply 
when the acciiiimlator is full, will be always ready at any !n>iir Jf 
the day or night to give whatever light is required Precisely the 
same advantages in respect of force will be gained by the aeciiiiiii- 
lator when the electric town supply is, as it surely will be before 
many years pass, regularly used for turning lathes and other 
machinery in workshops and sewing-machines in private houses. 

Another very important application of the accumulator is for 
the electric lighting of steamships. A dynamo-electric machine 
of very moderate magnitude and expense, driven by a belt from 
a drum on the main shaft, working through the twenty-four 
hours, will keep a Faure accumulator full; and thus, notwith¬ 
standing irregularities of the speed of the engine at sea or 
occasional stoppages, the supply of electricity will always be ready 
to feed Swan or Edison lamps in the engine-room and cabins, 
or arc lights for mast-head and red and green side lamp, with 
more certainty and regularity than have yet been achieved in the 
gas supply for any house on terra firma, 

I must apologise for trespassing so largely on your spce. 
My apology is that the subject is exciting great interest anioiig 
tbe public, and that even so slight an instalment of intbfmatioa 
and suggestions as I venture to offer in this letter may be ac^*ept- 
able to some of your readers. 

Your leading article in the Times of yesterday, on the stoimge 
of electricity, alludes to my having spoken of Niagara as the 
natural and proper chief motor for the whole of the North 
American Continent;. I value the allusion too niueh to let it 
pass without pointing out that the credit of originating the idea 
and teaching how it is to be practically realist by the electric 
transmission of energy is due to Mr C. W. Siemens, who spoke 
firet, I believe, on the subject in his prmdentiiil adilj»« to the 
Iron and Steel Institute in March, 187^, I myself g'poke on the 
subject in support of Mr Siemenses views at the Institution of 
Civil Ekigineers a year later. In May, 1S79, in answer to 
questions- put to me by the Select Committee of the Hoiik* of 
Commons on Electric Lighting, I gave an of the qiiaitity 

of copper conduelor that ■would be swilahle for the ^oEoniieiil 
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tr d p>wrr by elt-etrieity to any stated distance^;^ and, 

Niagara .L’h i;xaiii|)k% 1 |KdnttHl i.mt that, under practically 
»'^.-!;dra‘'>ri^ **f inteiiMty, a cop|,>er wire of half an inch 
Mitliet' t4i take 26,250 horse-p>wer from water- 
iliiMii b} the Fall and (iobing only 20 per cent, on^ the 
Vield 2I,(M.KI ht>rst-p>wer at a distance of 300 British 
the prime cost of the copper amounting to 
? . vT than 3 I, iwr homNpow’er actually yielded at the 


If me the honour to publish a letter vrhich I wrote to 

v.,ii vestenlay nypnliiig the ek^ctrie transmission of energy it will 
h: m^en that I thoroughly sympathise with Prof. Osborne 
ile%’ne]iis in his jispinitions for the utilisation of JSTiagara as a 
but that neither Mr Siemens nor I agree with him in the 
which he asserts in his letter to you, published in the 
Tmm of tiMi'iy, that electricity has been tried and found wanting 
i‘is c 4 means for aturiuing such objects. The tramniission of power 
not the subject of mj letter to you published in the Times 
of i ht^ ihh ins!., and Prof. Reynolds’disappointment with M. Faure’s 
pmlical realisrttion of ekxdrie storape, because it does not provide 
a nielhml of prterape superior to conduction through a wire, is 
hke k'lng di»ppointed with an invention of improvements in 
water cmiii and water reserv^oirs because the best that Ciin be 
dofte in the way of movable water cans and fixed water reservoirs 
will never lei the water-carrier supersede water-pipes w^herever 
mn be laid. 

The 1| oi, of coal cited by Prof. Osborne Reynolds as con- 
laiiiiiig a inillitm of f«>t-pouods stored in it is no analogy to the 
Fi^uie .M^cttiiiuktor contaiaiag the mme amount of energy. The 
MtMmiilmkm can be re-charged with energy when it is exhausted, 
and the fwmh sUm drawn upon when ne^ed, without losing 
mm tl.«i 10 Of 15 per ^nt. with ariangemente suited for 
iwwftical pnriumm. If ctml could be unbura^—that is to say, if 
mA:m mmM be fiotn carkmic acid by any w)iiomic 

of eheiM^I or electric action, mi it is in nature by the 
^•wth ©f flmtM dmwing m sunlight for the i^uisile energy— 
ibe fwdt wonM b© whal is done in Faure’s aoju- 

mmhhM* 
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205. On some Uses of Fa.ure’s Accumelatoe in connection 
■WITH Lighting by Electkicity. 

[From British Association Report^ 1881, p. 526.] 

The largest use of Faare’s accumulator in electric lighting 
was to allow steam or other motive power and dynamos to work 
economically all day, or throughout the twenty-four hours where 
the circumstances were such as to render this economical, and 
storing up energy to be drawn upon when the light was required. 
There was also a very valuable use of the accumulator in its 
application as an adjunct to the dynamo, regulating the light¬ 
giving current and storing up an irregular surplus in such a 
manner that stoppage of the engine would not stop the light, but 
only reduce it slightly, and that there would always he a good 
residue of two or three hours’ supply of full lighting power, or a 
supply for eight or ten hours of light for a diminished number 
of lamps. The speaker showed an automatic instrument which he 
had designed and constructed to break and make the circuit be¬ 
tween the Faure battery and the dynamo, so as automatically to 
fulfil the conditions described in the paper. This instrument also 
guarded the coils of the dynamo fi:om damage, and the accu¬ 
mulator battery from loss, by the current flowing hack, if at any 
moment the electro-motive force of the dynamo flagged so much 
as to be overpowered by the battery. 
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206. On" the Econ'OMy of Metal in’ Conductoes 
OF Electeicity. 


[From Bniish Association Report^ 1881, pp. 526—528 ; Zum. Elec. 

Vol. V. Oct. 12, 1881, pp. 65, 66.] 

The mast economical size of the copper conductor for the 
electric transmissiou of energy, whether for the electric light or 
for the perfoniiance of mechanical work, would be found by com¬ 
paring the annual interest of the money value of the copper with 
the money value of the energy lost in it annually in the heat 
generated in it by the electric current. The money value of a 
stated amount of energy had not yet begun to appear in the City 
price lists. If £10 were taken as the par value of a horse-power 
night and day for a year, and allowing for the actual value being 
greater or less (it might he very much greater or very much less) 
according to circumstances, it was easy to estimate the right 
quantity of metal to be put into the conductor to convey a current 
of any stated strength, such as the ordinary strength of current 
for the powerful arc light, or the tenfold strength current (of 
240 webers) which he (Sir William Thomson) had referred to in 
his address as practically suitable for delivering 21,000 horse-power 
of Niagara at 306 miles from the fall. 

He remarked that (contrary to a very prevalent impression 
and belief) the gauge to be chosen for the conductor does not 
depend on the length of it through which the energy is to he 
transmitted. It depends solely on the strength of the current 
to used, supposing the cost of the metal and of a unit of 
energy to be determined. 

iMt A be the sectional area of the conductor; s the specific 
(according to hulk) of the metal; and c the strength 
of the carreal used. The energy converted into heat and so lost, 
per ]^r -^ntiinetoe, is &(f lA ergs* 
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Let p be the proportioB of the whole time during which, in 
the course of a year, this current is kept flowing. There being 
31|- million seconds in a year, the loss of energy per annum is 

31 *5 X 10^psc^lA ergs..(1). 

The cost of this, if jE" be the cost of an erg, is 

Zl’^xlO^psd^UIA .(2). 

Let V he the money value of the metal per cubic centimetre. 
The cost of possessing it, per centimetre of length of the wire, 
at 5 per cent, per annum, is 

VA/2Q .(3). 

Hence the whole annual cost, by interest on the value of the metal, 
and by loss of energy in it, is 

■^VA -h31*5 X IQ^psc^EA-^ .(4). 

The amount of A to make this a minimum (which is also that 
which makes the two constituents of the loss equal) is as 
fallows: 

A = v'(31-5 X lO^psc^JSJ^V) 

= c^/{6BxWpsE/V) .(5). 

Taking £70 per ton. as the price of copper of high conductivity 
(known as ^ conductivity copper ’ in the metal market), we have 
£*OOOOT as the price of a gramme. Multiplying this by 8*9 (the 
specific gravity of copper), we find, as the price of a cubic centi¬ 
metre, 

F= £-00062..(6), 

and the assumption of £10 as the par value of one horse-power 
day and night for 365 days gives, as the price of an erg, 

£10/(311 X 10« X 74 X 10«) = (23 x 10^0~' of • -(7). 

Supposing the actual price to he at the rate of e x £10 per 
year for the horse-power, we have 

.(«)• 


Lastly, for the specific resistance of copper, we have 

s = 1640. 


Using (8) and (9) in (5), ’we find 


A = 



63 X10' X 1640 X j)e 
23 X 19“ X -00062 


= c 



..(9). 

( 10 ). 


K. V. 


28 
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4^]4 

Siippc«e, for example, j> = *5 (that is, electric work through the 
cciiidiictor for twelve hours of every day of the year to be provided 
for), and e = 1. These suppositions correspond fairly -well to ordinary 
elcH^tric transmission of energy in towns for light, according to 

prest^rit arrangements. We have 


That is to say, the sectional area of the wire in centimetres ought 
Co he about a fiftieth of the strength of the current in wehers^. 
Thus, for a powerful arc-light current of 2*1 wehers, the sectional 
area of the leading wire should he *4 of a square centimetre, and 
therefore its diameter (if it is a solid round wire) should be *71 of 
a eeritimetre. 

If we take e = 1/27-6, which corresponds to £1,900 a year as 
the cost of5,250 horse-power (see Presidential Address, Section A f), 
and if we take p = l, that is reckon for continued night and day 
electric work through the conductor, we have 


A = 


c ^ c 
V381 


and if €=24, A=1‘24, which makes the diameter 1-26 centi¬ 
metres, or half an inch (as stated in the Presidential Address). 
But even at Niagara it is not probable that the cost of an erg 
can be as small as of what we have taken as the par value for 
England; and probably therefore a larger diameter for the wire 
than I inch will be better economy if so large a current as 240 
’rebers is to be conducted by it. 


^ ^ ITMfi tikm the weber to be felie same as the modern unit, the ampere wMeli 

* f ^ s. unit. Tie number 21 in the nert line should thus be 

Id Sl.J 

f |B«pi®ted in Pt^nler Leetura and Addresiet, Vol n, pp. 433—450 The 
pncbmlj^M iB of coaise eatirelj altered by the modem use of alternating 
eorreut* of bigh Toltage, transformed down before use at the end of the cable ] 
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207. On the Proper Proportions of Eesistance in the 
W oRKiNO Coils, the Electro-magnets and the External 
Circuits of Dynamos. 


[From British Association Report^ 1881, pp. 528—531; Compt. Rend. YoL xciii. 
1881, pp. 474—479; Nature, Vol. xxiv. Sept. 29, 1881, pp. 526, 527 ; 
Lim. Mec, Vol. iv. Sept. 24, 1881, pp. 385—387.] 

Fob the electro-magnet ; 

Let L be the length of the wire, 

B „ bulk of the whole space occupied by wire and 
insulation, 

n „ ratio of this whole space to the bulk of the 
copper alone (that is, let Bjni be the bulk 
of the copper), 

A „ the sectional area of wire and insulator, 

R „ the resistance of the wire. 

For the working coil, let the corresponding quantities be X', R, 
n\ A\ R'. Lastly, let s be the specific resistance of the copper. 
We have 

B=^AL, R = ns LjA BjA'^, 


Hence A = ^J{ns BfR) = Kj^R .(1), 

and similarly, A' = \/{n s' B'IR') = K'Ia/R' .(2), 

where K and K' denote constants. 


]S"ow, let c be the current through the magnet coil, and c' that 
through the working coil, and let v be the velocity of any chosen 
point of the working coil. Denoting by p the average electro¬ 
motive force between the two ends of the working coil, we have 

p^ lev/A A' .(8) ; 

28—2 
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where I is the quantity depending on the forms, magnitudes, and 
relative positions of B and B\ and on the magnetic susceptibility 
of iron, diminishing as the susceptibility diminishes with increased 
strength of current, or with any change of R and R which gives 
increase of magnetising force. 


In the single-circuit dynamo (that is, the ordinary dynamo) 
c' is equal to c, but not so in the shunt-dynamo. In each, the 
whole electric activity (that is, the rate of doing work) is pc '; or, 

( 3 ). 


Icc'vjAA' 


(4), 


or, by (1) and (2), 

I^{ER')cc'vlKK' 


(5). 


Of this whole work, the proportions which go to waste in heating 
the coils and to work in the external circuit are 


Rc^-hRc'^ .waste.(6), 

^^ "k .useful work.(7). 

By making v sufficiently great, the ratio of (6) to (7) (waste to 
useful work) may be made as small as we please. Our question 
is, how ought R and R' to be proportioned to make the ratio of 
waste to work a minimum, with any given speed ? or, which comes 
to the same thing, to make the speed required for a given ratio of 
work to waste a minimum ? To answer it, let r be the ratio of 
the whole work to the waste. We have, by (5) and (6), 

/v(i2jR')0C' V /o\ 

Rc^-\-R'c'^ KK' . 


For the single-circuit dynamo we have c = c', and (8) becomes 

JJ + Ji' KK" SKK' 

where <S = jR-f-i2' ....(11). 


Suppose now S to be given, and suppose for a moment I to 
be constant. The problem of making r a maximum with v given, 
or V a minimum with r given, requires simply that iJ (>8 — i?) be a 
maximum; which it is when R = -|S, that is, when the resistances 
in the working coil and the electro-magnet are equal. But in 
reality,J ap not constant; it diminishes with increase of the 
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magaetising force. As it generally depends chiefly on the soft 
iron of the electro-magnet, and comparatiYely but little on the 
soft iron of the moving armature, or on iron magnetised by the 
current through the moving coils, it will generally be the case 
that I will, cceteris parihuSy be diminished by increasing R and 
diminishing R'. Hence the maximum of rjv is shown by (10) to 
require R[ to be somewhat greater than JS: how much greater 
we cannot find from the formula, without knowing the law of the 
variation of I. 


Experience and natural selection seem to have led in most of 
the ordinary dynamos, as now made, to the resistance in the 
electro-magnet being somewhat less than the resistance in the 
working coil, which is in accordance with the preceding theory. 


Whether the useful work of the dynamo he light-giving, or 
power, or heating, or electro-metallurgy, we may, for simplicity, 
reckon it in any possible case hy referring to the convenient 
standard case of a current through a conductor of given resistance 
E connecting the working terminals of the dynamo. This con¬ 
ductor, in accordance with general usage, I call the ‘external 
circuit,' which is an abbreviation for the part of the whole circuit 
which is external to the dynamo. In the ease of the single-circuit 
dynamo, the current in the external circle is equal to that through 
the working coil and electro-magnet, or c of our notation. Hence, 
by Ohm’s law, 

c=p/{E-hll^R)... .( 12 ), 


or, by (3), ( 1 ), and (2), 

, I^/{£R')v 

Hence either 


.(13). 


c=0, or R + R')J^/(RRyv...(14),(Uy 

The case of c = 0 is that in which 

z;< KK' {E^R^R)[Io .......(16), 

where /q denotes the value of I for c=0. To understand it, 
remember we are supposing no residual magnetism. For any 
speed subject to (16), the dynamo produces no current. When 
this limit is exceeded the electric equilibrium in .the circuit 
becomes unstable; an infinitesimal current started in either 
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direction rises rapidly in strength, till it is limited by equation 
(15), through the diminution of /, which it produces^. Thus, 
regarding / as a function of c, we have in (15) the equation 
mathematically expressing the strength of the current main¬ 
tained by the dynamo when its regular action is reached. Using 
(15) in (10), we find 

r^{E-^S)IS .(17), 

which we all knew forty years ago from Joule. 

In the shunt-dynamo the whole current, c, of the working coil 
branches into two streams, c through the electro-magnet, and 
c' - c through the external circuit, whose strengths are inversely 
as the resistances of their channels. Still calling the resistance 
of the external circuit E, we therefore have 

E 

cR = (c' - c) Ey which gives c =^ o' .(18). 


Hence, by Joule’s original law, the expenditures of work per unit 
of time in the three channels are respectively 

- R'c'‘^ .working coil V 


R 

E 


• E ' 

R + E 


2 

I electro-magnet 




'^...external circuit 


j 


(19). 


Hence, denoting as above by r the ratio of the whole work to the 
heat developed in the external circuit, we have 



whence 


R^r=^R'(R + EyE-^-\-R(Ri-E) 

- R'R^E-^ ^{R^B;)E^R (2R' + R) 

Suppose now R and R' given, and E to be found to make r 


.( 21 ). 


a minimum. The solution is 

E^=:R'R^I(R+R) ..( 22 ), 


and this makes 




R'(R + R') 2R' + R 




R 


.(23). 


[Cf. supra^ p. 412.] 
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Put now 

^2'/^ == e.(24), 

(22) and (23) become 

— RR'jQ. 4 " 6 ).( 2 ^) 

and r = 1 + 2 (1 + 6)} + 2e .(26). 

For good economy r must be but little greater than unity; 
hence e must be very small, and therefore approodmately 

E = \]{RR!\ and r = H-2A/e.(27). 


For example, suppose the resistance of the electro-magnet to 
be 400 times the resistance of the working coil—that is 6 = -5^— 
and we have, approximately, 

£'=20iJ', and 

That is to say, the resistance in the external circuit is 20 times 
tbe resistance of the working coil, and the useful work in the 
external circuit is approximately ^ of that lost in heating the 
wire in the dynamo. 
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208. On the Illuminating Powers of Incandescent Vacuum 
Lamps with Measured Potentials and Measured 
Currents. By Sir W. Thomson and J. T. Bottomley. 

[From British Association Report^ 1881, pp. 559—561.] 

The electromotive force used in these experiments was derived 
from Faure secondary batteries, kindly supplied for the purpose 
by the Soci4t6 la Force et la Lumi^re in their London office. 

Two galvanometers were used simultaneously, one called the 
potential galvanometer for measuring the difference of potentials 
between the two terminals of the lamp, the other (called the 
current galvanometer) for measuring the whole strength of the 
current through the lamp. 

The potential galvanometer had for its coil several thousand 
metres of No. 50 (B. W. G.) silk-covered wire (of which the copper 
weighs about gramme per metre, and therefore has resistance 
of about 3 ohms per metre). Its electrodes were applied direct 
on the platinum terminals of the lamp. 

The current galvanometer had for its coil a single circle of 
about 10 centimetres diameter, of thick wire placed in the direct 
circuit of the lamp, by means of electrodes kept close together at a 
sufficient distance from the galvanometer to ensure no sensible 
action on the needle except from the circle itself. The directive force 
on the needle which was produced by a large semi-circular horse¬ 
shoe magnet of small sectional area was about 2^ c.g. s., or 15 
times the earth’s horizontal magnetic force in London. This 
arrangement would have been better for the potential galvano¬ 
meter also than the plan actually used for it, which need not be 
described here. The scale of each galvanometer was graduated 
according to the natural tangent of the angle of deflection, so 
that the strength of the current was simply proportional to the 
number read on the scale in each case. 
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Three lamps were used. Nos. II and III of a larger size than 
N'o. I. The experiment was continued with higher and higher 
potentials on each lamp till its carbon broke. 

The illuminating power was measured in the simplest and 
Busiest way (which is also the most accurate and trustworthy), by 
ietting the standard light and the lamp to be measured shed their 
lights nearly in the same direction on a white ground (a piece 
of white paper was used); and comparing the shadows of a suit¬ 
able object (a pencil was used); and varying the distance of the 
standard light from the white ground till the illuminations of the 
two shadows were judged equal. The standard used was a regu¬ 
lation 'standard candle,’ burning 120 grains of wax in the hour. 
The burning was not actually tested by weighing; but it was no 
doubt very nearly right; nearly enough for aur purpose, which 
was an approximate determination of the illuminating powers of 
each lamp through a wide range of electric power applied to it. 
The following results were, obtained [tables omitted]. 

Some of the irregularities of the results in the preceding 
tables are very interesting and important, as showing the effect 
of the blackening of the glass by volatilization of the carbon when 
too high electric power came to be applied. 

The durability of the lamp at any particular power must be 
tested by months’ experience before the proper intensity for 
economy can be determined. 
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209. [Galvanometees for] the Measurement of 
Electric Currents and Potentials. 


[From Olasg. Phil, Soc. Proc. Vol. xv. 1884 [read Jan. 9, 1884], pp. 96—101.] 

In this commuiiication, after referring to the electrometer as 
being, Avhen available, in one form or other, the most proper 
instrument for measuring differences of electric potential (inas¬ 
much as it disturbs the difference of potential to be measured not 
at all, because the insulation of the insulated part or parts may 
be made practically perfect), it was shown that the functions of 
an electrometer can, for many practical purposes, in a thoroughly 
satisfactory manner, be performed by‘ means of a galvanometer of 
high resistance. Thus, galvanometers of from 200 or 300 to 
30,000 ohms resistance can be very conveniently used for measuring 
differences of potentials of from 1 to 600 volts, provided that in 
each case the coil is not heated by the .current produced in it so 
much as to cause more than allowable error by augmentation of 
its resistance. To obviate the need for a temperature correction 
on account of difference of atmospheric temperature it is necessary, 
for fairly satisfactory accuracy in ordinary practice, to have the 
coils of potential galvanometers made of German silver wire 
instead of copper. In cases, however, in which the sensibility 
obtainable by copper is desired, the galvanometer coils may be 
made of copper wire, but the proper temperature correction, 
amounting approximately to *39 per cent, per degree centigrade, 
must be carefully applied. But there is no need for the sensibility 
obtainable by copper coils in almost any of the practical applica¬ 
tions of electricity except telegraphy; and for general use in 
scientific laboratories, or in electrical factories, or in connection 
with electric light installations, the potential galvanometer ought 
to have its coils of German silver wire, because the increase of 
resistance for this alloy is only about *04 per cent, per degree 
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centigrade, and is less than for any other known and practically 
available metal 

The author showed a new form of potential galvanometer, with 
four German silver coils acting on the two needles of an astatic 
combination hung by a single silk fibre. The astatic combination 
has for most practical applications great advantage over the single 
needle galvanometer, in respect to liability to disturbance by 
magnets in its neighbourhood. The new form of astatic needle 
galvanometer, whether for current or potential, may be used even 
in close proximity to a dynamo machine without being sensibly 
disturbed. In this instrument the two needles of the astatic 
combination are controlled by two equal magnets, or combinations 
of magnets, symmetrically arranged, adjustable for zero, and 
adjustable in respect to power. The method for adjustment to any 
desired sensibility, for the potential galvanometer, through a wider 
range than can be conveniently given by the magnetic controller, 
is by the use of adjustable resistances placed in series with the 
coils of the galvanometer. A very convenient and ready appliance 
of this kind constituted part of a complete instrument shown to 
the Society and designated by the author a long-range potential 
galvanometer. After many years of trials and anxious thought, 
the author had come to prefer, for practical purposes, the use of a 
standard Daniell cell to any other means hitherto realised for 
standardising a potential galvanometer. Accordingly he has made, 
to be used in connecbion with the new galvanometer, a convenient 
form of a standard Daniell cell. 

A specimen of the cell was shown to the Society. It consists 
of a shallow rectangular tray of sheet copper, which may be about 
15 centimetres square, having vertical sides about 5 centimetres 
high. The vertical sides are, for electrical reasons, enamelled or 
painted, to prevent contact between them and the liquid of the 
cell. Within this tray is placed a zinc plate about 3 mm. thick, 
and 14 centimetres square, supported firmly in notches of four 
wooden blocks resting securely in the four comers of the tray. 
In the centre of the zinc plate is a hole about one centimetre 
diameter, through which the stem of a filler, long enough to reach 
the bottom of the tray, passes, and which is used to pour into the 
bottom of the tray a measured quantity of a saturated solution of 
sulphate of copper. The tube of the filler is very fine, and the 
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capacity of the wide part is sufficient to hold the whole amount of 
copper solution, which is poured quickly into the filler, and flows 
slowly out of it in the course of about a minute^ so as to spread 
slowly over the bottom of the cell. The wide part of the filler is 
flat, so as to let it rest stably on the top of the zinc plate. To 
set up in action this cell, a solution of sulphate of zinc of 1*02 
specific gravity is poured into the tray so as to fill it as high up) 
as the zinc plate, and by means of the filler a concentrated solution 
of sulphate of copper, sufficient in quantity to make a layer of 
about half a centimetre deep, is poured in along the bottom of 
the tray. 

The instrument, without any resistance added to its coil, is of 
good sensibility for a single cell. In this condition its coefficient 
is determined. Then a very simple calculation, or a table of 
numbers, tells the proper quantity of resistance to be added in 
order to give exactly the right sensibility with single divisions or 
round numbers of divisions, corresponding to single volts or round 
numbers of volts, according to convenience, in the special appli¬ 
cation for which the instrument is wanted. The user can always, 
with great ease, and with very little expenditure of time, 
standardise his own instrument in this manner by aid of a standard 
cell and standard solutions which are supplied along with the 
instrument. 

The pointer by which the deflections are indicated consists of 
a light tube of aluminium with one end shaped to a fine edge, 
by which the deflection is read on a circular scale, divided and 
numbered, as in the author's graded galvanometers, according to 
tangents of angles of deflection. As in those previous instruments, 
the scale is of paper pasted on a horizontal mirror, by aid of which 
error from parallax is avoided with great ease in taking the 
readings. To the other end of this pointer is attached about a 
centimetre of fine platinum wire, turned downwards so as to dip 
about a quarter of a centimetre below the surface of a large flat 
dish of heavy paraffin oil, with which a little olive oil may be 
mixed when more of viscous resistance than is given by the 
paraffin is desired. The author has found that by this means a 
most satisfactory dead-beat effect is obtained, without any sensible 
error in respect to the position of equilibrium, whether for zero or 
for the deflection produced by a current. A properly shaped 
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^ t f * "bottle, by which, when the galvanometer is to be 
the oil maybe drawn off from the oil-vessel 
' ^ <^^rried away without risk of losing any of it, and 

^ ■vossel in the galvanometer, is supplied with the 

^> Tncia^ke the galvanometer itself portable, the frame- 
' t bo steel needles and pointer, which is hung by a 

‘*'*11 t;bo instrument is in use, is let down by aid of a 
t € * bating upon a brass pin, passing through a ring 
' ' I »;iirlb of the framework. In this condition the instru- 
' ^’ t 11 x*"med upside down or carried about in the roughest 
^ ^ t bo possibility of breaking the silk fibre. To set 
in action all that is necessary is to place it in 
b* vcd it, and by the screw pull up the upper end of 


It. M !■> roper position. 

f^irlvanometer, with portable silk fibre suspension, 

^ " Kivci tihe dead-beat quality, astatic needles acted on 

* ^ i»bi.r ooils in the main circuit surrounding the two 

‘ voly, and two magnetic systems of controlling 

aymmetrically on the two needles, was shown to 

* y instrument is in all respects exceedingly con- 

» f t:ii4 » j ir^ctical measurement of currents, except for the 
, ^ ‘ * i i tf iox:ilty of standardising from time to time, necessary 
4.t * t Iic 3 inconstancy of the steel magnets. This may be 

icsn^lly, with sufficient accuracy for most practical 
hy %%‘’€*ig'h.ing the deposit of copper from a solution of 
‘ f in the manner described at the end of Chap. vil. 

Cjfmy's book, Absolute Measurements in Electricity 
<Macmillan, 1884). The process is, however, 
K t ♦iil>losome, and takes a good deal of time. The 
re If ¥ 14 ^ be done with much greater ease by comparison 

lii 1 €^o.rrent meter on the principle of Weber’s electro- 
-A. very valuable and convenient instrument of 
% millions’ well-known electro-dynamometer, with its 

» method for measuring torque by means of a 

#1 on the moveable coil of arc, which is suspended 

p^rssing down along the axis of the spring from 
^ Ji^lbove, and has its two ends dipping in cups of 

I « I. iw bhe same vertical with the bearing thread, was 


1 ^ 11 ixistruments shown to the Society was also a 
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Siemens Watt-meter, which is the same as his electro-dynamometer 
except that the fixed coil, instead of being of a small number of 
turns of thick copper wire in the main circuit, is of a very large 
number of turns of very fine German silver wire, connected by its 
two ends to two points of the main circuit, between which the 
measurement in Watts, of the electrical activity of the current, 
is to be made. The moveable coil is, by means of its cups of 
mercury, joined in series with the main circuit. The instrument 
is an exceedingly convenient and valuable realisation of an idea 
which has no doubt occurred to many electricians*, but which, 
so far as the author knew, was first published by Prof. John 
Perry in the Journal of the Society of Arts for April 15, 1881, 
as embodied in an instrument designed by Prof. Ayrton and 
himself. 

The author remarked upon the great want which existed of a 
name for the unit of conductivity. He repeated a suggestion 
which he had made in his lecture on '' Electrical Units of 
Measurement/’ delivered before the Institute of Civil Engineers 
in London, on 3rd May^l883, that the name “mho’’ might be 
adopted for the unit of conductivity corresponding to the resistance 
of one ohm. He showed to the Society a new instrument which 
he had designed, and which he termed a mho-meter. It illustrated 
the great advantages in using the conductivity method in many 
electric measurements. 

This instrument is simply an astatic-needle current galvano¬ 
meter, with the steel controlling-magnets replaced by coils of very 
fine German silver or copper wire, placed perpendicularly to the 
galvanometer coils proper. The two ends of the controlling coils 
are put in metallic connection with two points of a conductor, 
between which the conductivity is to be determined, the conductivity 
to be measured being exceedingly great in comparison with that 
of the controlling coils. The galvanometer coils proper are 
connected, so that the whole current through them passes through 
the conductor whose conductivity is to be measured, except the 
small part of it which goes through the controlling coils. With 
these connections it is clear that the conductivity to be tested is 

* Prof. Perry, Journal of the Society of Arts fox 15th April 1881; Sir William 
Thomson and Profs. Ayrton and Perry, British Association Beport, York, 1881, and 
Jowrrml of Society of Telegraph Engineers and Electricians, Vol. xi. May 1882. 
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equal to an absolute constant multiplied into the conductivity of 
the controlling coils and into the tangent of the angle of deflection. 
One main object of the instrument is to give a ready measurement 
of the conductivity of dynamo armatures and electric light mains, 
or of specimens of copper submitted for tests of their specific 
conductivity. For this application the controlling coils are made 
of copper, so that no temperature correction may be required 
(provided the temperature of the galvanometer is approximately 
enough the same as that of the conductor tested), and the 
instrument thus made may be called a ''copper conductivity 
meter.” 

When the object is to measure electric light currents, the 
controlling coils are made of German silver wire, and are fixed in 
series with an adjustable resistance, also of fine German silver 
wire, so wound in a convenient position in the base of the instru¬ 
ment as to exert no electro-magnetic force on the needles. In 
this instrument the conductivity of the controlling coils, and of the 
resistance wire in series with them, varies so little with the practical 
variations of temperature that the conductivity to be measured is, 
for most practical purposes, given with amply sufficient accuracy 
by the tangent of the deflection multiplied by an absolutely 
constant coefficient. The added resistance may be adjusted to 
make this coefficient such that one division corresponds to a mho, 
or a decamho, or a hectamho, or to any other value, within a wide 
range, which may be found convenient. It may, for example, be 
adjusted to give deflections at the rate of one division per lamp, 
and for this application the instrument may conveniently be called 
a "lamp meter.” 

The author has such an instrument now in use on the lighting 
system of his house, in which varying numbers of from 1 to 40 
Swan lamps, some of the old type, 42 volts, and some of the new 
type, but of only 84 volts (instead of the 110, which of course 
would be preferable if it were not for the old lamps, which he has 
had in use for two years, and which he wishes to keep in use for 
as many years longer as they will last). It is beautiful to see the 
pointer moving up two divisions when a pair of the old lamps in 
series, and by one division when one lamp of the new type is 
lighted, and falling similarly when any number of the lamps are 
extinguished; and it is very useful to be able, merely by looking 
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at the instrument, to tell how many lamps are lighted at any time. 
The inequality of the lamps gives scarcely an uncertainty of one 
lamp in the whole number when 30 or 40 are incandesced. 

The potential galvanometer, which is also always kept on the 
mains, shows considerable inequalities (checked always, in the 
course of a few seconds, by the author’s potential regulator, with 
its pair of mutually-geared horizontal cog-wheels dipping on one 
side or the other, according as the potential is too high or too 
low, into a hollow centrifugal cylinder of oil rotating rapidly round 
them), but the pointer of the lamp meter remains absolutely un¬ 
moved (or rather, with absolutely no perceptible motion) throughout 
these inequalities. 
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210 . On Constant Gravitational Instruments for 
Measuring Electric Currents and Potentials. 

[From British Association Report, 1885, pp. 905, 906; Nature, 

Yol. xxxii. Oct. 1, 1885, p. 535.] 

These instruments, the author stated, were parts of two series 
of electric measuring instruments, for current and potential, which 
he was now working out. In the two current instruments—the 
milliamperemeter and the hecto-amperemeter—the mode of 
effecting the measurement was founded on Faraday’s law, according 
to which a ferro-magnetic mass placed in a variable magnetic field 
experiences forces tending to make it move from places of weaker 
to places of stronger force. The essential parts of the milli¬ 
amperemeter are shown in the sketch diagram, fig. 1 . It consists 
of an electro-magnetic coil, fixed with its axis vertical, and a little 
cylindrical mass of soft iron hung from one end of a light balanced 
lever so as to be free to move up and down in a circular arc, 
deviating but little in its middle and at its two ends from the 
axis of the coil. 



Fig. 1. Fig. 2. 


The measurement is given by the deflections indicated op. a 
scale by the end of the balanced lever, when a weight of known 
amount is hung on the ring below the iron mass. To screen the 
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iron from the effects of the earth’s magnetism the coil is enclosed 
in an iron box. 

In the hecto-amperemeter the variable magnetic field is 
obtained by a suitable disposition of the metallic conductor 
-conveying the current to be measured. The conductor may be 
taken as consisting of two thick copper plates, shaped each ac¬ 
cording to the sketch, fig. 2, supported in a vertical position 
parallel to each other, say one centimetre apart, and metallically 
connected at the place indicated by B. At A is fixed a suitable 
electrode. The course of the current is therefore from A to B, 
and from B across to and through the other plate to the part of 
it corresponding to A, which forms the other electrode. In this 
way, two similarly varying magnetic fields are produced, and the 
balanced lever, capable of motion in a plane situated midway be¬ 
tween the plates, carries two masses of iron, one in each field. In 
other respects, the instrument is similar to the milliamperemeter. 

The electrometer consists of an air condenser with one of its 
plates capable of a to-and-fro motion so as to vary the capacity 
of the condenser. 

The fixed brass plates are supported so as to be accurately 
parallel to each other and in metallic connection, while they are 
thoroughly insulated from the case of the instrument. The 
movable plate is of aluminium, and is supported in a vertical 
position on a knife edge; the plane of its motion being parallel 
to the fixed plates and situated midway between them. The 
upper end of this movable plate has a fine prolongation which 
serves as a pointer for indicating the deflections on the scale of 
the instrument, and at its lower end is fixed a knife edge having 
its length perpendicular to the plane in which the plate moves. 

When the fixed and movable plates are connected respectively 
to two points of an electric circuit between which there exists a 
difference of potential, the movable plate tends to move so as to 
augment the electrostatic capacity of the instrument, and the 
magnitude of the force concerned in any measurement is pro¬ 
portional to the square of the difference of potential by which it 
is produced. In the use of the instrument this force of attraction 
is balanced by the horizontal component of a weight of any 
convenient amount hung on the knife edge at the bottom of the 
movable plate. 
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211. On a Method of Multiplyino Potential from a 
Hundred to several Thousand Volts. 

[From. British Association Bej)ortj 1885, p. 907.] 

The method described by the author was to arrange in series 
a number n of condensers, where n is the number indicating the 
required multiplication. A terminal is connected to the junction 
between each pair of adjacent condensers. This series of n-i-l 
terminals is conveniently placed so that by a suitable mechanism 
a pair of movable electrodes, between which a known difference 
of potentials exists, may be brought successively and repeatedly, 
at short intervals of time, into contact with each pair of adjacent 
terminals in the series, moving always in the same direction 
along them. In this way the difference of potentials established 
between the two end terminals of the series of condensers is n 
times the known difference of potentials between the movable 
electrodes. 


212. Discussion on '‘Electrolysis” at the British 
Association. 

[From Nature^ Vol. xxxiii. Nov 5, 1885, p. 20, Abstract; 

British Association Report, 1885, pp. 723—772.] 

Sir W. Thomson referred, in his remarks on Prof. Lodge’s 
paper, to a matter of importance in electro-plating—viz. the 
selection which takes place in the electrolysis of solutions con¬ 
taining several salts, as, for instance, in the electrolysis of copper 
sulphate containing ferrous sulphate, which, when decomposed 
by a strong current gives a deposit containing impurities, whereas 
a slower decomposition yields a very pure deposit. Sir W. 
Thomson spoke also of the necessity for the careful investigation 
of those cases in which the formation of deposits between the 
electrodes had been observed, and it would be important to know 
whether deposits could be formed in the line of conduction 
without a nucleus at all Such matters are of importance to 
physiology, indicating a possible danger in the passing of long 
continued currents through the human body. 
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213. On a Double Chain of Electbical Measuring Instru¬ 
ments TO Measure Currents from the Millionth of a 
Milliampere to a Thousand Amperes, and to Measure 
Potentials up to Forty Thousand Volts. 


[From Glasg. Phil. Soc. Proc. Vol. xviii. [April 20, 1887], pp. 249—256; 

La Lumihre Mectriqxte^ Yol. xxiv. June 4, 1887, pp. 476—479.] 

A fundamental requisite of a measuring instrument is that 
its application to make a measurement shall not alter the 
magnitude of the thing measured.. When this condition is not 
fulfilled (as is essentially the case with an electric measuring 
instrument not kept permanently in or on the electric circuit or 
system to which it is applied), it is the magnitude as influenced 
or modified by the measuring instrument which is actually 
measured, and the measurement is to be interpreted on this 
understanding whatever may be the circumstances. Suppose, 
for example, the thing to be measured is the diameter of a fine 
wire, or of the carbon filament for an Edison-Swan lamp, or of a 
hair, or of a silk fibre. If the measurement is made by a micro¬ 
scope, with the proper optical apparatus for measurement, the 
thing measured is absolutely unaltered by the measuring appliance. 
But if the measurement is made by an ordinary screw gauge, or 
by any other mechanical fitting appliance however gentle, it is 
impossible to avoid some diminution of the diameter to be 
measured by the pressure of the measuring appliance, which 
introduces some slight uncertainty even in the measurement of 
steel or copper wire, and very considerable uncertainty when a 
filament of softer material is to be measured. 

The nearest approach in electric measuring instruments to the 
fulfilment of this condition, of not altering the magnitude of the 
thing measured, is attained by the electrometer when applied to 
measure differences of potential between different points of a wire, 
or metallic mass of any shape, in which electricity is kept flowing 
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by a battery or dynamo or other electro-motive apparatus. The 
insulation of any practical electrometer is so nearly perfect that 
the conduction of electricity through the instrument does not 
sensibly diminish the difference of potentials of the points touched 
by the electrodes. In this respect, therefore, the electrometer 
would be ideally perfect: but, alas, it is only for potentials of 
more than 400 or 500 volts that the electrometer in any shape 
has been made a convenient and Mrly-accurate standard measuring 
instrument for ordinary practical use. For less than 400 volts 
the practical solution in connection with electric lighting is afforded 
by a current-measuring instrument with a known resistance in 
its circuit; though for many differential measurements, and 
particularly for measurements of the insulation of submarine 
cables, and determinations of the insulating quality of insulators 
for many practical purposes the quadrant electrometer is found 
useful as a differential measuring instrument. 

The quadrant electrometer in its most sensitive adjustment 
indicates about of a volt, and with modified adjustments 
(heterostatic and idiostatic) can be used for measuring up to 
300 or 400 volts. It is described in detail in the ''Keport on 
Electrometers and Electrostatic Measurements published in the 
British Association volume for 1867 (Report of the Committee 
on Electrical Standards), and reprinted as Article XX. of my 
Collected papers on Electrostatics and Magnetism^ so I need 
say nothing more of it at present. The Electrostatic Yoltraeter 
exhibited and shown in action this evening, and represented in 
the annexed drawing is an idiostatic standard instrument for 
measurement of from 400 volts to 10,000 volts. 

It consists of an air condenser with one of its plates capable of 
a to-and-fro motion so as to vary the capacity of the condenser. 
The fixed brass plates are supported so as to be accurately 
parallel to each other and in metallic connection, while they are 
thoroughly insulated from the case of the instrument. The 
movable plate is of aluminium, and is supported in a vertical 
position on a knife edge; the plane of its motion being parallel to 
the fixed plates and situated midway between them. The upper 
end of this movable plate has a fine prolongation which serves 
as a pointer for indicating the deflections on the scale of the 
instrument, and at its lower end is fixed a knife edge having its 
length perpendicular to the plane in which the plate moves. 
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There are two pairs of terminals, one pair for the fixed plates 
and the other pair for the movable plate, and each terminal is 
insulated from the case of the instrument. Of the pair on the 
left-hand side of the case, the terminal towards the back of the 
instrument is in metallic connection with the fixed brass plates, 
while that towards the front (which may be called the working 
terminal) is simply an insulated brass pin. A glass U-tube is 
suspended between these two terminals, and contains a safety-arc 
of finest copper wire connecting them. The terminal toward 



the back of the instrument on the right-hand side is in metallic 
connection, through the V-groove support, with the movable plate; 
in other respects the pair of terminals on the right are similar to 
the pair on the left. 

In order to save time in taking readings an arrangement is 
provided for checking the oscillations of the movable plate, and 
stops are placed to limit its range and prevent damage to the 
pointer. 

When the fixed and movable plates are connected respectively 
to two points of an electric circuit, between which there exists a 
difference of potential, the movable plate tends to move so as to 
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augment the electrostatic capacity of the instrument, and the 
magnitude of the force concerned in any case is proportional to 
the square of the difference of potential by which it is produced. 
In the use of the instrument this force of attraction is balanced 
by the horizontal component of a weight of any convenient amount 
hung on the knife edge at the bottom of the movable plate. 

The scale is graduated from 0 to 60, and the divisions repre¬ 
sent equal differences of potential—the actual magnitude of the 
difference per division being dependent upon the weight in use at 
the time. A set of three weights is sent with each instrument, 
of respectively 32*5, 97*5, and 390 milligrammes, providing for 
three grades of measurement in the proportion of 1:2:4. Thus 
the instrument shows one division per 50 volts with the link (the 
lightest weight) alone on; one division per 100 volts with the 
medium weight hanging on the link, and one division per 200 
volts with all three weights on. 

At from 8,000 to 10,000 volts there is some liability of a spark 
passing between the movable plate and one or other of the four 
fixed quadrant plates between which it moves, hence the 
highest potential for which the instrument can be used is about 
10,000 volts. For higher potentials my long-range electrometer 
[Collected papers on Electrostatics and Magnetism, §§ 383, 384] 
is, so far as I know, the only standard electrometer which has 
hitherto been practically used. But with the experience which 
I have had of gravity instruments for electric balances in general, 
and particularly of the electrostatic voltmeter, I am now convinced 
that an electric balance for weighing the direct attractive force 
between a fixed plate and a movable disc will be the best form of 
standard electrometer for all potentials exceeding 8,000 or 10,000 
volts. I hope before the close of next session to be able to show 
to the Philosophical Society a convenient instrument of this kind, 

. adapted to measure from 10,000 to 40,000 volts and possibly even 
to 70,000 or 80,000 volts; although I cannot anticipate for 
measurement of such high electric potentials any great practical 
demand, as far as the future of electric technology can be con¬ 
jectured at present. 

The electrometer is available with equal convenience for the 
measurement of electric potentials in circuits of direct current or 
of alternate current. In the latter application the result is quite 
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definitely the square root of the time average value of the square 
of the difference of potentials between the points touched by its 
electrodes. A good deal is now being done for electric lighting 
and the electric transmission of power by means of circuits at high 
potentials of from 700 to 2,000 and 3,000 volts; and for such 
purposes the electrostatic voltmeter, described and illustrated 
above, is conveniently available. The method of finding potentials 
by measurement of current through a known resistance is also 
available even for these very high potentials, but the electrometer 
is preferable because of the cumbrousness and expensiveness of the 
resistance coils required by the current-measuring method when 
the potential is more than 600 or 700 volts. 

For potentials of from 500 volts downwards the method of 
measuring current through resistance is thoroughly convenient and 
practical. Thus we are led to the consideration of the current¬ 
measuring branch of our "‘Two-branch'' chain of measuring 
instruments. 

Beginning with the feeblest currents, I may refer to the astatic 
mirror galvanometer of the form introduced by me about twenty- 
eight years ago, and now much used for laboratory and telegraph 
testing. This instrument is capable of being adjusted to measure 
currents as low as the fifty millionth of a milliampere with a coil 
of from 5,000 to 10,000 ohms. It has, besides, the great advantage 
that its sensibility can be easily varied through a wide range. Thus 
an instrument, which, when in its most sensitive state, will measure 
the fifty millionth of a milliampere can be easily arranged to 
measure the thousandth of a milliampere. Professor S. P. Langley 
of the Allegheny Observatory, U.S., recently used in his radiation 
experiments one of these instruments which he had specially made, 
and which included several important improvements of his own, 
such as the use of a very long suspending fibre and a very perfect 
mirror. He finds an instrument of 20 ohms resistance capable of 
being used with perfect accuracy for the measurement of the two 
millionth of a milliampere. In ordinary telegraph-testing these 
galvanometers are commonly adjusted to measure currents down 
to about the millionth of a milliampere, and for special tests, as, 
for instance, the measurement of the insulation of short lengths 
of core for submarine cable, sensibilities as high as those specified 
above are often used. 
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The current-measuring instrument, commonly called hy the 
name of galvanometer, whether it be the sine galvanometer, the 
tangent galvanometer, or any of the different varieties of mirror 
galvanometers in use, is essentially magneto-static. That is to say, 
it is an instrument in which a controlling magnet is used to balance 
the electro-magnetic force produced on a magnetised steel needle 
by a conductor or coil through which flows the current to be 
measured. In the sine galvanometer and tangent galvanometer, 
as originally used, and as still largely used for many important 
electrical measurements, the controlling magnet is the earth; but 
it is only in a locality far from dynamos and from wires carrying 
continuous* currents for electric lighting, that the terrestrial 
magnetic field suffices for a sine or a tangent galvanometer when 
any approach to accuracy is required; and thus in telegraph 
offices, workshops, and engine-rooms it is generally desirable, if 
not absolutely necessary, to use a much stronger magnetic field 
than that of the earth for controlling the needle of a galvanometer. 
But whether the controlling magnet be the earth or a steel magnet 
its force is essentially inconstant; and, therefore, a magneto-static 
galvanometer of any kind requires some means for determining 
from time to time the coefficient by which the absolute value of 
the current measured can be calculated from its indications, or a 
means of freshly adjusting the field to give any convenient absolute 
value to the readings on the scale of the instrument. 

Sixteen or seventeen years ago I introduced a form of tangent 
galvanometer which came to be called the ''paddle wheel galva¬ 
nometer'’ from the appearance of the two coils being somewhat 
like the paddles of a paddle steamer. In this instrument two 
coils, adjustable to any desired equal distance on the two sides of 
the centre, act on a small needle or group of small needles hung 
by a single silk fibre, and carry a pointer of about 8 centimetres 
length, which shows deflections on a scale of unequal divisions 
proportional to the tangents of the deflections. Ordinarily the 
needle is acted upon by the terrestrial magnetic force alone, but 
sometimes in laboratory experiments a controlling magnet is placed 
either to augment or to diminish the controlling force on the 
needle. This instrument, though capable of considerable accuracy 

* The neighbourhood of a conductor carrying an alternate current for electric 
lighting, however strong, would not disturb the terrestrial magnetic field for a sine 
galvanometer or tangent galvanometer in its neighbourhood. 
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for absolute measurement in a locality free from local magnetic 
disturbance, was replaced by my graded galvanometers*, which 
have been found much more convenient for general purposes and 
have been somewhat largely used since they were brought out five 
years ago. I have never, however, been quite satisfied with them, 
and I have been incessantly occupied in the attempt to produce 
an adjustable magneto-static tangent galvanometer which shall be 
both more convenient for ordinary use, and more susceptible of 
high accuracy for scientific investigation than the graded galva¬ 
nometers. I am not able this evening to show more than a half- 
finished attempt to realize this object, but I feel that I am now 
nearly touching it, and I hope at the commencement of next 
session to be able to place before you a working instrument of the 
magneto-static class, which shall be thoroughly convenient for 
showing the number of lamps a-light at any time in an ordinary 
dwelling-house lighted by Edison-Swan lamps with direct current, 
and which shall also be available as a scientific measuring instru¬ 
ment to measure currents of from one to sixty amperes with a 
proportionate accuracy of one quarter per cent, in the best part of 
its scale. 

I have also made great efforts during the last six years to 
produce satisfactory constant-standard instruments for measuring 
electric currents, and I have from time to time placed before you 
results in which the object was to some degree realized, but, as 
I have always told you, not satisfactorily. This time last year 
I placed before you and explained instruments depending on 
Faraday's discovery of the tendency of a globe, or cube, or short 
bar of soft iron, to move from places of weaker to places of stronger 
force in a magnetic fieldf. Two of those instruments which you 
saw, and which were then nearly completed, are indicating the 
potential of the current by which we are lighted this evening. 
You see when I increase the potential between the terminals of 
the instrument (by taking out lamps in multiple-arc between the 
electric light mains), how the indicator shows—now an augmenta¬ 
tion of 2^ per cent, which makes the lights considerably brighter; 
now again a diminution of 1 per cent.; and again the previous 
potential, and the lights as they were. Since you first saw them 
these two instruments have been incessantly at work on the 

Patent No. 5,668, of 1881, 26th December, 
t Patent No, 11,106 [Provisional Specification], 9th August 1884. 
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electric light wires in my house and laboratory, and have done 
good work all this time. I may say in passing they have allowed 
me to use much higher incandescence without risk to the lamps 
than would have been practicable without a trustworthy potential 
indicator, and personal, if not automatic, attention to regulate the 
potential according to its indications. 

Though, however, they have so far been practically useful to 
myself, I am not satisfied with the instruments, because they 
involve the use of soft iron; the retentiveness of which is always 
a serious trouble that I have only been able to keep within 
bounds, not completely to eliminate, by the use of the current 
reversor which you see in connection with one of the instruments 
before you. I have, therefore, returned to the original discovery 
by Ampbre of the mutual force between movable and fixed 
portions of an electric circuit, first utilized by Weber in his 
Electro-dynamometer,"' to obtain a constant-standard instrument 
for measuring electric currents without any of the trouble and 
residual inaccuracy entailed by the use of soft iron. After many 
trials, I have succeeded in improving an electro-dynamic balance 
towards which I made a great many trials five years ago; and 
within the last three months I have succeeded in my laboratory 
in making accurate measurements of currents of from 20 milli- 
amperes to 200 amperes, by means of four instruments, on the 
general plan of the rudimentary centi-ampere balance before you, 
in which a single movable coil is repelled and attracted upwards 
by two fixed coils, one below it and the other above it, and the 
total of the electro-magnetic force is balanced by a weight hung 
on a knife edge attached to the balance*. At the commencement 
of next session I hope to show you some of these instruments 
in a state fit for practical work. In the meantime, I can only 
thank you for the patience with which you have listened to me 
this evening, and for the kindness with which now, as on previous 
occasions, you have allowed me to bring half-done work before 
you, and to tell you of what I hoped to do, but had not yet done, 
in the way of producing practically usefiil instruments. 

* Patent No. 2,028 [Provisional Specification], 2l8t April 1888. 
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214 . New Electric Balances. 

[From British Association Report^ 1887, pp. 582, 583; Electrician^ Yol. xx. 
Dec. 16, 1887, pp. 130, 131; Nature^ Vol. xxxvi. Sept. 29, 1887, p. 522.] 

These balaaces are founded on the mutual forces, discovered 
by Ampere, between the fixed and movable portions of an electric 
circuit. The mutually-influencing portions are usually circular 
rings. Circular coils or rings are fixed, with their planes hori¬ 
zontal, to the ends of the beam of a balance, and are each acted 
on by two horizontal fixed rings placed one above and the other 
below the movable ring. Six grades of instrument are made, 
named centi-ampere, deci-ampere, ampere, deca-ampere, hecto- 
ampere, and kilo-ampere balance. The range of each balance 
is about 25. Thus, the centi-ampere balance will measure 
currents of from 2 to 50 centi-amperes, while the kilo-ampere 
balance will measure currents of from 100 to 2500 amperes. 
Since the indications of the instrument depend on the mutual 
forces between two parts of an electric circuit of permanent form 
and relative position, they are not subject to the changes with 
time which are so troublesome in instruments the constants of 
which depend on the strength of permanent magnets. 

The moat important novelty in these balances is the con¬ 
nexion between the movable and the fixed parts of the circuit. 
The beam of the balance is suspended by two flat ligaments 
made up of fine copper wires placed side by side. These liga¬ 
ments serve instead of knife-edges for the balance, and at the 
same time allow the current to pass into and out from the 
movable coils. The number of wires in each ligament varies 
from 20 in the centi-ampere to 900 in the kilo-ampere balance. 
The diameter of the wire is about ^ millimetre, and each 
centimetre breadth of the ligament contains about 100 wires. 
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The electric forces produced by the current are balanced by 
means of weights which can be moved along a graduated scale 
by means of a self-relieving pendant. Two scales are provided— 
one a scale of equal divisions, the other a scale the numbers on 
which are double the square roots of the numbers on the scale of 
equal divisions. The square-root scale allows the current to be 
read off directly to a sufficient degree of accuracy for most pur¬ 
poses. When high accuracy is required, the fine scale of equal 
divisions may be used, and the exact value of the current 
obtained from a table of doubled square roots supplied with the 
instrument. 

An engine-room voltmeter on a similar plan was described. 
It consists of a coil fixed to the end of a balance arm (suspended 
as above described) and acted on by one fixed coil placed below 
it. The distance apart of the two coils is indicated by means 
of a magnifying lever, and serves to indicate the difference of 
potential between the leads to which the instrument is con¬ 
nected. The coils of the instrument are of copper wire, and an 
external platinoid resistance of considerably greater amount is 
joined in circuit with it. The electrical forces are balanced by 
means of a weight placed in a trough fixed to the front of the 
movable coil and weights suited to the temperatures 15°, 20°, 
25°, 30° C., as indicated by a thermometer with its bulb in the 
centre of the coil, are provided. 

Two other instruments were described—namely, a marine 
voltmeter suitable for measuring the potential of an electric 
circuit on board ship at sea, and a magneto-static current-meter 
suitable for a lamp-counter. 

In the marine voltmeter an oblate spheroid of soft iron is 
suspended in the centre of, and with its equatorial plane inclined 
at about 40° to, the axis of a small coil of fine wire, by means 
of a stretched platinoid wire. When a current is passed through 
the coil, the oblate of soft iron tends to set its equatorial plane 
parallel to the axis of the coil, and this tendency is resisted by 
the rigidity of the suspension wire. 

The lamp-counter is a tangent galvanometer with special 
provision for preventing damage to its silk fibre suspension, and 
for allowing the constant to be rep,dily varied by the user to suit 
the lamps on his circuit. 
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215. On the Application of the Centi-ampere or the 
Degi-ampere Balance for the Measurement of the 
E.M.F. OF A Single Cell. 

[From British Association Report^ 1887, pp. 610, 611; Electrician^ Yol. xx. 
1888, pp. 130, 131, 272; Nature^ Yol. xxxvi. Sept. 29, 1887, p. 522; with 
additions, FliiL Mag. Yol. xxiv. Dec. 1887, pp. 514—516 and Yol. XXY 
Feb. 1888, p. 164.] 

The method described in this paper for the determination, 
in absolute measure, of the electromotive forces of voltaic cells, 
consists in the use of one of my standard ampere-balances instead 
of the tangent-galvanometer in the method given in the following 
statement, which I quote from Kohlrausch’s Physical Measure- 
merits, pp. 223, 224, 230:—''The only method applicable to in¬ 
constant elements, of which the electromotive force varies with 
the current-strength, is to bring the current to zero by opposing 
an equal electromotive force. Poggendorff’s method, which is 
very convenient, as it involves no measurement of internal resist¬ 
ance, requires the use of a galvanoscope, G, a galvanometer, T, 
and a rheostat, JB, and, in addition, that of an auxiliary battery, 
S, of constant electromotive force, greater than either of those 
which are to be compared. The arrangement of the experiment 
is shown in the figure. In the left divi¬ 
sion of the circuit are the galvanoscope 
G, and the electromotive force E to be 
measured; in the right, the auxiliary 
battery /S and the galvanometer T. E 
and ^ are so placed that their similar 
poles are turned towards each other. In 
the middle part of the circuit, which is common to both batteries, 
is the rheostat J?. 

‘^As much rheostat resistance W must now be intercalcated 
as will cause the current in EG to vanish, and the current- 
strength JmT must then be observed....If /= current-strength 
in r, the electromotive force of the battery A' is WJJ' 

The deci-ampere balance, or, when a sufiBcient number of 
battery-cells is available, the centi-ampere balance, answers well 
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for the current measurements here required. An arrangement 
of the circuit which is convenient for most purposes is shown in 
the diagram (fig. 2); but it may be remarked that the reversing- 
keys there shown may be replaced by ordinary make-break keys. 
Keferring to the diagram, a battery of a sufficient number of cells 
is joined in circuit through a reversing-key with a rheostat, a 
deci-ampere balance, and a standard resistance. The poles of the 
cell to be tested are connected in circuit with a key and a 
sensitive mirror-galvanometer to the two ends of the standard 


STANDARD RESISTANCE 



Fig. 2. 


resistance in such a way that both the battery and the cell to be 
tested tend to send a current in the same direction through that 
resistance. Care should be taken that the circuit of the cell to 
be tested is well insulated, and that both it and the standard 
resistance are free from other electromotive force. When, as in 
the case of Clark-standard cells, the cell is incapable of main¬ 
taining a current, a high-resistance galvanometer or an additional 
resistance should be included in its circuit. If very great 
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se!isil}ility is not required, a. quadrant-electrometer may in. such. 
Ciises l>t‘ siibstitiited for the galvanometer. The standard resistance 
must he of such a form that no sensible error is introduced 
through heating by the passage of the current. A. good plan 
is to wind well-insulated platinoid wire in one layer on the 
oiitside of a brass or copper cylindrical vessel which can be filled 
with water. The tenipemture of the \yater, when it is nearly 
the Siiiiie as that of the air outside, will be very approximately 
the teBijMiTature of the coil. For still greater accuracy the 
cyliiHier may fitted with a jacket and immersed in a vessel 
of water, and appliances introduced for changing the water in 
each |>art and keeping account of its temperature. For use with 
the deti-ampere balance, a platinoid resistance of two ohms is 
siifticieiit for any single cell. A resistance of two ohms, made of 
insulated platinoid wire one millimetre in diameter, and wound 
on a brass tube cajmble of holding half a litre of water and 
simply exposed to the air outside, will carry a current of one 
am|x^re for an hour without changing its resistance more than a 
tenth |)er cent. The water should be stirred when the readings 
are t-aktui, and, if necessary, the change of resistance can be 
.ipjin.>xiiiiatt‘ly allowed for by taking its temperature. To measure 
by means of the deci-amptTe balance an electromotive force of 
from one^ to t wc^ volts, a battery of two small secondary cells or 
four Daniel! colls, a resistance of two ohms such as has just been 
described, with the other appliances as indicated in the figure, 
are all that is necessanu 

The iiiethixl has been applied in my laboratory by Mr 
Thomas Gray for the measurement of the electromotive forces 
of stamiani and other cells, and has been found very convenient. 
The results obtained* for four Clark-standard cells set up by 
Mr 3, T. BiottoEiley in March last w^ere almost identical with one 
another, and gave 1'439 Rayleigh, or T442 legal, volts at 11° C. 
The variation of the electromotive force of these cells with 
temperature has not yet been determined; but assuming the 
avemge value obtained for this variation by Lord Rayleigh, 
namely a fall of OTT per cent per degree centigrade rise of 
temperature, and directing to 15° C., we obtain 1*4346 Rayleigh 
vtdts at that tempera ture. This result is- interesting as showing 
a difference of hm than ^th per cent from that obtained by 
IamI Rayleigh for similar cells, which was 1*43-5 at WC, 
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216 . On a New Composite Electric Balance. 

[From Qlaag, Phil Soc. Froc. Vol. xix. [read Feb. 4, 1888], pp. 273, 274.] 

This instrument has been designed for the purpose of pro¬ 
viding, in one piece of apparatus, the means of measuring (1) the 
difference of potential between two points of an electric circuit, 
as, for instance, the difference of potential between the supply- 
conductors of an electric-light installation; (2) the current flowing 
in such a circuit; and (3) the rate of working in the circuit. 
The instrument thus forms a combined voltmeter, ampfere-meter, 
and watt-meter. The general form of the instrument is shown 
in Fig. 1. In this figure, a and b are two coils of silk- 
covered copper wire fixed one above the other, with their planes 
horizontal, on a slab of slate, S, Two coils, c and d, of similar 
wire, are made up in the form of anchor rings, and fixed to the 
ends of a balance beam, B, which is suspended by two flat liga¬ 
ments, e and /, of fine copper wires, one of which is shown at e, 
in such a position that one of the coils fixed to the ends of the 
beam is suspended mid-way between the coils, a and 6, with its 
plane parallel to the planes of these coils, and with its centre in 
the line joining the centres of them. Other two coils, g and A, 
capable of carrying strong currents, are fixed to the sole-plate, S, 
in positions which, relatively to d, are similar to those occupied 
by a and h relatively to c. When the instrument is to be used 
for the measurement of continuous currents, the coils g and h are 
made of several turns of thick copper ribbon, capable of carrying 
currents up to a maximum strength of five hundred amperes. 
When it is to be used for the measurement of alternating currents 
these coils are made of two or three turns of a stranded copper 
conductor. Each wire of the stranded conductor is covered with 
silk, so as to insulate it from the others, and, in order as far as 
possible to annul the effect of induction in causing the current 

30 



K, V. 
















468 


ELECTBODYI^AMICS 


[216 


to be different at different distances from the axis of the con¬ 
ductor, the strand is given one turn of twist for each turn round 
the coil. 

The arrangement of the connections in the instrument will 
be readily understood by reference to Fig. 2. First, suppose 
the instrument to be used for the measurement of potentials, that 
is to say, as a voltmeter. It is connected to the circuit through a 
suitable resistance, R, wound anti-induetively, through which the 
current j^ses to the terminal, T, from which the course of the 
current through the coils to Ti is indicated by the arrows in the 
diagram; the switch handle, H, being in this ease turned to Yolf 
For the measurement of amperes the switch is turned to Watt,"'" 
a measured current is passed through the suspended coils of the 
balance, and the current to he measured is passed through the 
coils, g and ft, by introducing the electrodes, E and Ej, into the 
circuit. The current through the suspended coils may sometimes 
be measured by means of the instrument itself arranged for the 
measurement of volts. This may be done by first measuring the 
current which the difference of potential between the supply- 
conductors of an electrical installation, or between the poles of a 
battery, causes to flow through the coils of the instrument and 
its external resistance, and then turning the switch to “Watt/"' 
and, at the same time, introducing a resistai^ce into the circuit 
equal to the resistance of the fixed coils. When the balance is 
used as a watt-meter the switch is turned to "'Watt,” and the 
terminals, T and Tj, are joined to the two supply-conductors, 
while the current through the circuit is passed through the coils, 
g and ft. When the rate of working m an alternate-current 
circuit is measured by such a balance, the anti-inductive 
r^istance, J£, must be so great that there is no sensible difference 
of phase between the currents flowing through the fine wire coils 
of the instrument and the electromotive force on the supply- 
oonductors to which they are connected. 
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217. Electrometeic DErEEMiN'A'iiON OF '‘v!* By Sir William 
Thomson, Pxof. W. E. Ayrton, and Prof. J. Perry. 

[From Brit, Assoc. Rejport^ 1888, p. 616 [title only]; Electrician^ YoL xxi. 

1888, p. 681; Lum. JEhc, YoL xkx. Oct. 13, 1888, p. 79.] 

The standard measuring* instruments used were an absolute 
electrometer and a centiampere balance, with a resistance coil 
for measurement of potential. Their indications of potential in 
electrostatic measure and in electro-magnetic measure ^rere com¬ 
pared by aid of two electrostatic voltmeters (-4 and B), which 
had been carefully compared in Glasgow, and which were used as 
intermediaries. The absolute electrostatic value of the scale of 
one of the intermediaries (A) was determined in London hy 
Messrs Ayrton and Perry, using the absolute electrometer. They 
consider that as neither of the two instruments is capable of very 
minute accuracy, their determination might he three-quarters per 
cent, wrong, but they believe that it may be quite trusted to he 
within one per cent- of the truth. The voltage of the other 
electrostatic voltmeter (S) was determined from a potential of 
about 80 volts between the two ends of a resistance of 600 ohms, 
with a current of about 133 milliampei'es through it, very 
accurately measured by a centiampere balance. The 80 volts 
multiplied 16 times by the method of condensers in series 
described by Sir William Thomson to Section A at Aberdeen in 
1885 gave the voltage of the B electrostatic voltmeter. As this 
instrument is not capable of very minute accuracy, the deter¬ 
mination may have been wrong half per cent., but it may he 
trusted as probably not three-quarters per cent, wrong. 

The comparison of these measurements then gave the voltage 
corresponding to electric potential reckoned in electrostatic units. 
The final result is that the electrostatic c.a.s. unit of potential is 
equal to 292 volts—that is to say, 292 x 10® c.o.S. units of electro¬ 
motive force in electro-magnetic measure; in other words,'‘v” is 
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292 X 10^ centimetres per second, riiis result maj, we believe, 
be trusted to as within If per cent, of the truth. It therefore 
seems that “v” cannot be greater than 297 x 10® nor less than 
287 X 101 We present it merely as an approximate result^, and 
look forward to measuring this very important physical constant 
within one-quarter per cent, by the purely electrometric method 
carried out by an absolute electrometer, and intermediary electro¬ 
static voltmeters, capable of greater accnracy than the instruments 
which we have used hitherto. 


* [The modern 'value is of course 300 x 10®: cf. infra, p. 473.] 
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218. Electeostatic Measurement. 

[From Roy. Imt. Proc. Yol. xii. 1889 [Feb. 8, 1889], pp. 561, 562; 

Natitre.^ Vol. xxxix. March 14, 1889, pp. 465, 466.] 

A fundamental requisite of a measuring instrument is that 
its application to make a measurement shall not alter the 
magnitude of the thing measured. When this condition is not 
fulfilled (as is essentially the case with an electric measuring 
instrument not kept permanently in or on the electric circuit or 
system to which it is applied), it is the magnitude as influenced 
or modified by the measuring instrument which is actually 
measured, and the measurement is to be interpreted on this 
understanding, whatever may be the circumstances. 

The nearest approach in electric measuring instruments to 
the fulfilment of this condition, of not altering the magnitude of 
the thing measured, is attained by the electrometer when applied 
to measure differences of potential between different points of a 
wire or metallic mass of any shape, in which electricity is kept 
flowing by a battery or dynamo or other electromotive apparatus. 
The insulation of any practical electrometer is so nearly perfect 
that the conduction of electricity through the instrument does not 
sensibly diminish the difference of potentials of the points touched 
by the electrodes, and the consumption of energy is therefore 
practically nil. In this respect, therefore, the quadrant electro¬ 
meter would be ideally perfect: but it is only available for 
potentials of a few volts, and in its most sensitive adjustment 
indicates about of a volt. The lecturer has therefore designed 
for ordinary use in connection with electric lighting and the 
other practical applications of electric energy, a series of instru¬ 
ments which will measure by electrostatic force potentials of from 
40 volts to 50,000 volts. The construction of the various types 
of this series was fully explained. 
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The standardisation of these instruments up to 200 or 300 
volts is made exceedingly easy, by aid of his eentiampere balance 
and continuous rheostat, "with a voltaic battery of any kind, 
primary or secondary, capable of giving a fairly steady current 
of -jV of an ampere through it and the platinoid resistance in 
series with it. The accuracy of the electromagnetic standard¬ 
isation, within the range of the direct application of this method, 
is quite within ^ per cent. A method of multiplication by aid 
of condensers, which was explained, gives an accuracy quite 
within per cent, for the measurement in volts up to 2000 or 
3000 volts; and with not much less accuracy, hy aid of an inter¬ 
mediate electrometer, up to 50,000 volts. 

He also explained, and illustrated by a drawing, an absolute 
electrometer vrhich he had constructed for the purpose of 
measuring t;,” the number of electrostatic units of potential or 
electromotive force in the electromagnetic unit of potential. This 
number '‘v' is essentially a velocity, and experiments have proved 
it to be so nearly equal to the velocity of light that from all the 
direct observations hitherto made we cannot tell whether it is a 
little greater than, or a little less than, or absolutely equal to, the 
velocity of light. 

The determination was made by comparing the electromagnetic 
with the electrostatic value, in c.G.s. units, as given by the balance, 
for a potential of 10,000 volts: but hitherto he has not been able 
to make sure of the absolute accuracy of the electrostatic balance 
to closer than | per cent. 

The results of a great number of measurements which had 
been made in the Physical Laboratory of the University of Glasgow 
during the previous two months gave the required number, 
within j^r c^nt. of 300,000 kilometres per second; the velocity 
of light is known to be within per cent, of 300,000 kilometres 
per second. Exults of previous observers for determining v ’’ 
had almost absolutely proved at least as close an agreement with 
the 300,000,000 metres. He expressed Ms obligations to his 
s»istots and students in the Physical laboratory of Glasgow 
University, Messrs Meikle, Shields, Sutherland, and Carver, who 
worked with the greats penseverance and accuracy, in the 
Mbcnons and often irksome observations by which he had 
afelemptdl to detemine by the direct electrometer method. 
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as exactly as, or more exactly than, it has been determined by 
other observers and other methods. 

Note added March 14^7i, 1889. 

The measurement of “v” by Sir William Thomson and Profs. 
Ayrton and Perry, communicated to the British Association at 
Bath, was too small (292) on account of the accidental omission 
of a correction regarding the effective area of the attracted disk 
in the absolute electrometer. When this correction is applied 
their result is brought up to 298, which exactly agrees with 
Profs. Ayrton and Perry’s previous determination by another 
method, in Japan. Prof. J. J. Thomson’s result is 296‘3. It is 
understood that Rowland has found 299. The result of Sir 
William Thomson’s latest observations, founded wholly on the 
comparison of electrometric and electro-magnetic determinations 
of potential in absolute measure, is 30T legal ohms, or 30*04 
Rayleigh ohms. Assuming, as is now highly probable, that the 
Rayleigh ohm is considerably nearer than the legal ohm to the 
true ohm, the result for "‘v” is 300,400,000 metres per second. 
Sir William does not consider that this result can be trusted as 
demonstrating the truth within -J per cent. 
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219. On the Secueity against Disturbance of Shies’ 
Compasses by Electric licHTma Appliances. 


[From List, Ehe. Eugn, Journ. VoL xviii. 1890 [Maj 23, 1880], pp. 567—571, 
579 ; Lum, 6l€C. Vol. xzxiiL Aug. 10, 1889, pp. 290, 291.] 

The danger to be avoided is sufficientlj explained in the 
following short statement by Mr William Bottom ley, wbieb 
appeared in the Nautical Magazine for December, 1885 :— 

The following example of a case which might occur in any 
large ship, will show the amount of error which may he pro¬ 
duced on the compass” [by the electric lighting apparatus] “uiiless 
precautions are taken to guard against it. 

“ Suppose a main lead from the engine-room to the fore part 
of the ship, to light up 100 lamps, is brought along the centre 
of the ship. It may he at a distance of 10 metres, or 33 feet, 
from the standard compass, and will run almost underneath it. 
If we suppose that each lamp takes one ampere of current 
there will be a current of 100 amperes altogether in this lead. 
Now, the effect ” [of an infinitely long straight current] on the 
compass” [above it] “at a distance D in centimetres is given 
hy the formula F=2x ^(7/JD,where G is the current in amperes 
and H is the horizontal magnetic force. In this case we have 
(7= 100 amperes and D= 1,000 centimetres. Therefore 

F=2O/l,O0OE = OmiE. 

At Glasgow the horizontal force may be taten as 0T5 in c.G.s. 
unilB, therefore the effect on the compass will he •02/*15= 1/7*5. 
This will be expressed in degrees hy multiplying by 57*3, the 
number of degrees in the radian, or angle subtended at the 
mntre of a circle by an arc equal in length to the radius. 
H^erefere, the amount of error produced by such a current on 
&e will be 57-3/7*5=7-6 degr^. 
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''The foregoing refers to a single wire and a contimions 
current machiue, but if an alternate current machine is em¬ 
ployed no effect will be produced on the compass eTen when 
the ship’s side is used for the return. When a continuous 
current machine is used, the danger of producing an error on 
the compass can be avoided by using two wires close to one 
another, but these wires should be well insulated from the ship’s 
side. If in any way one of the wires is brought in contact at 
two points of its length with the iron of the ship there may be 
no change observable in the lighting, hut the current may produce 
as much error on the compass as it would if there was only a 
single wire. 

" The following points should therefore be attended to in all 
cases of lighting ships by electricity :— 

"First.—With continuous current machines two wires, well 
insulated, should always be employed. 

"Second.—The insulation of the wires should he tested 
periodically; if any connection with the iron of the ship is 
found, the fault should at once be corrected. 

" Third.—When an alternate current machine is used, a 
single wire may be employed and the iron of the ship used 
to complete the current without producing any effect on the 
compass. 

" What makes this question of the greatest importance is that 
the error may he produced without ever being detected by the 
ofl&cers of the ship. On board ship the errors of the compass 
are usually determined during the day, in the morning and 
afternoon, but the electric light is only used at night. The 
captain may therefore carefully determine his errors every day, 
and set his course quite correctly; but at night, when the 
electric light is turned on, the ship may be going several degrees 
cflf her proper course, although she is being correctly steered hy 
the compass. 

"In connection with the lighting of ships with electricity, 
there is another point which should also be attended to—that 
is, the position of the dynamo. If it is placed near an iron 
bulthead, the upper end of which is near the compass, the 
hulhhead may become magnetised by induction so powerfully 
that it will produce a considerable error on the compass.’' 
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I'he subject was alsii referred to m Mr Botfcomley s paper oa 
Thi Ships and the Ifaiiner’s Compass, read before 

till. Si^ietj of Arts, January 28, 1886, and published in the 
Jivani.il of the Society for February 5,1886. In the discussion 
mhicli and in which Captain Creak, of the Admiralty 

Cr»iiip.iss I>e|«irtinent, Mr Alexander Siemens, and Dr Hopkinson 
t^H^k fart, it nppared that in three ships, lighted on the single- 
mire with direct currents, small but not unimportant 

rnoTs ill the eoinpis^, due to the lighting currents, had heen 
aetiiallv observed. Since that time several cases have been 
rt*p>rted ti» me of large passenger ships, lig-hted with direct 
currenton the one-wire system, in which as much as 4° or 5° of 
%:‘rr«»r on the eomjiass has been produced by the electric lighting. 
In the latest of these cases, a few- weeks ago, an error of 4° on the 
North Course was found when the light was put on. The light 
was }>iit on and off several times with the ship's head North, and 
every time the same error was produced 

The prt^eautions for security which I have to suggest are— 

L The use of the two-wire method exclusively (unless, which 
is now rarely the case, alternate currents are used). 

2, The most simple and convenient test for faults of insulation 
capable of disturbing any of the compasses on board is a lamp 
set up in the neighbourhood of the dynamo, with one end per- 
inanentlj connected with the ship’s iron, and a switch for readily 
piittimg its other terminal in connection with either of the 
djiiaaio mains at any time. The switch should occasionally be 
moved each way by the engineer in charge, and if either motion 
Mghte the lamp to any visible degree, a defect of insulation on 
the corresponding mmn is proved, and ought to be immediately 
corrected. But unl^^ the lamp is lighted to full brilliance, the 
fault is certainly not so great as to sensibly disturb a compass. 
Full briilknoe pro?^ only one fault; and there must be more 
than one such fault before any error of practical innportance can 
be produ-^d in way of the cx>mjesses. * 

a Caw that there is not magnetic ^‘leats^e ” from the dynamo 

^li»l men, guided by Faraday’s ideas, theory, and language, 
hmm mm toghi the «ieiiti&5 world U (mil it) enough to produce 

of practi<ml moment. Capt. Creak, 
tl the Upnnmg of m the Society of Arts dis- 
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cussioa previously referred to, said that in one ship the direct 
compass-disturbance produced by the generating machine Avas 
'^felt through a distance of 55 ft.,” and'across iron bulkheads^ 
and that it was perceptible also in other ships of the Royal Wavy 
electrically lighted on the two-wire system. 

My impression is that the improved dynamos now made have 
much less of magnetic leakage than those made prior to 1886, 
but we still want information as to their disturbing magnetic 
effect at such distances as have to be considered in connection 
with the compass question. 

4. To ascertain that there is no perceptible compass-disturb¬ 
ance, or if there is any to test its amount, the compass shonld be 
observed while the current through the dynamo is started and 
stopped, either by starting and stopping the dynamo itself, or by 
making and breaking the circuit of the field magnets. This 
should always be done before the electric light installation is 
taken over from the contractors. It is best aud most easily done 
when the ship is in dock, or lying steadily at anchor. On no 
account ought it to be delayed, in a new ship, till she goes out 
for compass adjustment, A determination of the amounts of the 
disturbance, if any, for all courses of the ship can be made by aid 
of my deflector without moving the ship. But a sufdcient 
practical test may be made by first observing the effect of 
starting and stopping the current, on the compass as it stands; 
then adjusting a small magnet placed on, or supported a little 
above, the glass of the howl, to deflect the compass about 45°^ 
first on one side and then on the other side of its undisturbed 
position, and in each case observing the effect of starting and 
stopping the electric current. This effect ought not to be as 
much as 2° in any of the three cases. 

5. A small electric lamp, with its two electrodes insulated 
and twisted together in the usual manner, may safely (and with 
very great advantage in most cases of electrically lighted ships) 
he Used to light the compass. The effect, if any perceptible, of 
its current on the compass ought to be tested in the manner 
described in No. 4. 

After a practical discussion, the President, Sir W. Thomson,, 
continued as fallows:— 

With reference to Major Cardew’s very important remark,. 
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that precaution must be used in attempting to light eoiiipasses 
by an electric lamp, I may say that it is easy to shape the 
filament so that its magnetic moment, with the current through 
it, shall be insufficient to produce any sensible disturbance on 
the compass, however the lamp is placed outside the bowl, for 
convenience of lighting; and this with a lamp amply powerful 
enough to light the compass. 

The proper arrangement of filament for a binnacle-lamp is to 
shape it like a hair-pin, with its two sides not mure than half a 
centimetre or a centimetre apirt. Suppose, for example, a 50-volt 
6-candle lamp (which is a more than amply sufficient light to steer 
by), the filament would be about 6 centimetres long, giving area 
3 square centimetres, and magnetic moment, when excited by 
I of an ampere through it, *2 C.G.s. The maximum magnetic 
force of this at a distance of 10 cm. (and it could hardly be placed 
nearer, even for the smallest yacht compass 1) is 2 x *2 x lO""®, or 
1/2500, which could not disturb the compass by more than about 
a tenth of a degree in these latitudes. 

It is, I think, quite certain that, with any practical arrange¬ 
ment of the wiring, an alternating current cannot demagnetise a 
compass to a partial extent. Regarding the magnitude of the 
disturbance produced by the one-wire system with direct current, 
I may say that, although Mr Bottomley*s illustration was a rough- 
and-ready example of an extreme case, you have only to vary 
the figures. Take 150 amperes instead of 100 amperes, or take 
60 amperes instead of 100 amperes, and take 20 feet instead of 
30 feet; vary it about, and instead of an infinitely long wire, 
which is convenient for calculation, take any actual length of wire 
concerned in any particular case, and the well-known formulas 
will show you that the effect on the compass is practically very 
considerable. But I must say that theoretical calculations 
of this kind are mere examples of what are po^ibilities. If the 
calculation of such an example as that shown in Mr Bottomley's 
calculation gave only 2° or I"" for the greatest po^ible disturbance, 
then we might r^t contented that in no practical circumstance 

1 j rx 1 .-^ prions. All we can do by theoretiml examples 

to let us know tefore we go into iron and steel 
^ «hij^ before we go out of the laboratory or 
us know what can be expect^ m a po^ible 
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we know that the greatest possible disturbance 
may be satisfied; but if we know that the 
be considerable, then experience alone can tell 
lay neglect the thing in any particular case, or 
it in general, or not. Now I must say, as a 
that in the first place it is better to avoid a 
r than to let a disease be produced and then to 
or it; and in the next place I would say, with 
posed remedies, the doctor's bill for curing the 
to be much more expensive than adopting the 
the beginning by which the disease can be pre- 
^ure is essentially imperfect at best, after all that 
t of almost complete re-wiring, 

some and expensive shunting or doubling of wires 
tie ship, you may annul the disturbance on one 
ass, but then there is another compass and another 
ee incessantly used in the navigation of the ship, 
not possible to arrange the mains on the one-wire 
there is no sensible error on one or other of the 
iid not care to mention the names of ships or 
I know many cases in which there are errors of 
indoubtedly due to the electric lighting. Now I 
/hat it is not at all satisfactory to have a changing 
teering compass, although the standard compass 
ted. The ship is steered by the steering compass, 
another part of the ship looks firequently at the 
iss, and if he finds the course of the ship is wrong 
order or a caution to the steersman; but it is 
jonvenient if the ofiBicer in command, having known 
ig compass was all right at a certain time, should at 
a time—^when the saloon is lighted up for No. 2 
mer, for example !—find the ship off her course 2®. 
mow whether it is careless steering or an error in 
md it may take ten minutes to find out which it is 
ed the ship to go off 2°. That is an intolerable 
;s. Anything that introduces errors at all adds to 
ion, great enough and perplexing enough as it is, 
exists, whether with the officers, the watch, or the 
, and should if possible be avoided; and if the 
Qg of the ship could not be done otherwise than by 
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methods which introduce errors of from T to 5° at imcertaiii 
times in different parts of the ship, it would he a serious ipiestion 
’whether the electric lighting should not be given up altogether, 
or the captain and officers of the ship should make up their minds 
to pay careful attention to it and look out for the changes. To 
depend upon the steward sending a message that he is going to 
light up a cabin or part of the ship would be a very inconvenient 
state of things. 


It seems to me that if the one-wire system is to be used at 
all, it ought to be obligatory to use only alternate current with 
it. If direct currents are used, the two-wire system alone ought 
to be admitted on board ship. Electricians must not suppose 
that if sailors do not complain there is nothing to complain of. 
In the first place, sailors do not always know that they have 
suffered from the error. Many a man has been steering for 
several hours, and has never imagined that his compass had been 
disturbed owing to the lighting of the ship. Even a thoroughly 
careful man may not have discovered that it was the lighting 
that has caused some disturbance which he may have noticed in 
his reckoning., 

I have oa!;upi«i your time too long, but I would just, in 
conclusion, beg the Institution to insider, as far as the infiuence 
of its meml^rs is mnmm^ (and I hope- my friends will fo^ive 
me for bedng so urgent), whether it would not be ^tter to adopt 
the two-wire system universally in ship lighting. 
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!20. Note on the Direction of the Longitudinal Current 
IN Iron and Nickel Wires Induced by Twist when 
UNDER Longitudinal Magnetizing Force. 

[From PhU. Mag. Vol. xxix. Jan. 1890 [dated Dec. 21, 1889], pp. 132, 133. 

Of. supraj pp. 418, 419.] 

To avoid circumlocutions suppose the iron or nickel wire to 
be vertical, and the magnetizing current to be in the opposite 
direction to that of the motions of the hands of a watch held with 
its face up. The undisturbed magnetization is downwards*. 
N'ow suppose a right-handed twist to be given to the wire. Its 
elongational spiral is right-handed, and its contractional spiral is 
left-handed. If the substance is iron, the lines of magnetization 
become left-handed spirals; if nickel, right-handed. Now a down¬ 
ward current, in the downwardly magnetized wire, would, by the 
superposition of circular magnetization in the direction opposite 
to that of the hands of a watch, cause the lines of magnetization 
to become left-handed spirals. Hence the sudden right-handed 
twist induces in iron a current upwards, in nickel a current down¬ 
wards. Thus we have the following simple specification for the 

* Much of circumlocution is avoided, and of clearness gained, throughout 
dynamics and physics, by introducing the substantive noun ward (as has been 
done by my brother Prof. James Thomson in his lectures on Engineering, and in 
lithographed sheets put into the hands of his students, in the University of 
Glasgow) to signify line and direction in a line ;—that which is represented ordi¬ 
narily ])y a barbed arrow. Taking advantage of this usage I now define the ward 
of magnetization as the ward in which the magnetizing force urges a portion of the 
ideal northern magnetic matter or northern polarity. By northern polarity, I 
mean polarity of the same kind as that of the earth’s northern hemisphere. It is 
that which is marked blue by Sir George Airy to distinguish it from southern 
magnetic matter or southern polarity, which he marked red. According to a usage 
condemned 300 years ago by Gilbert, but not yet quite dead, English instrument- 
makers still sometimes mark with an N the true south pole, and with an S the true 
north pole, of their steel bar-magnets. All confusion due to this unhappy mode 
of marking magnets is done away with by Sir George Airy’s red and blue. 
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directions of the induced longitudinal currents in the two siib- 
stanceSj without reference to ‘"up” or “down.” 

From any point, P, on the siirfece of the wire, draw’- same- 
wards parallels to the current in the nearest part of the 
magnetizing solenoid, and to the direction of the induced 
longitudinal current. Draw a helix through P making an aciit-e 
angle with each of these lines. This helix is of same name as 
the elongational helix for iron, and as the eontractional helix for 
nickel. 


221. On Electrostatic Stress. 


[From Nature, Vol. xll Feb. 13, 1800, p. 358, Abstract; Edifik Eo^. 

Soc , Proe , VoL xvii. [Jao. 20, ISOtl, title only], p. 412.] 

A complete dynamical illustration of ekjctro-dynamic action 
may be had in an elastic solid, homogeneous in so far as rigidity 
is coneemed, permeated with pores of unaltemble size containing 
liquid. The» pores may be in jprfc in >cx>mmuni«ti 0 n with each 
other, and in part closed by elastic partitions. These cases eor- 
resjK^nd to conductors and non-eonductore respectively. Electro¬ 
static stress dejiends on the curvature and extension of the 
partitions. The law of caj>aeity in the model is identical with 
that in conductors. 


2^. On an Accidental Illustration of the Effective 
Ohmic Eesistance to a Transient Electric Current 

THROUGH A StEEL BaR. 


[Frem EdmL /0>y. Sm. .Proe. YoL xvii. [reiki Aiarcti 17, iSPO], pp. 157—107. 
RepriotiHi in MatL mid Pk^s. Papen, Vel. ill. art. sci. pp, 473—483.] 
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223. On the Time-integtial of a Transient Electro- 

MAGNETICALLY INDUCED CURRENT. 

[From Phil . Mag . Vol. xxix. March, 1890, pp. 276—280.] 

It has hitherto been generally supposed that, in ordinary 
pparatus for electromagnetic induction, with or without soft 
on, the oppositely directed transient currents, in the secondary 
Ircuit, induced by startings and stoppings of current in the 
rimary circuit, have equal time-integrals. 

I have recently perceived [been wrongly led to imagine] that 
his may be far from being practically the case by the following 
onsiderations. The starting and stopping of the current in the 
)rimary circuit was, in Faraday’s original discovery of this kind 
)f electromagnetic induction (Exp. Res. Series I. Nov. 1831), and 
s generally in elementary illustrative experiments, produced by 
naking and breaking a circuit consisting of a voltaic element or 
Dattery and the inductor-wire. In this arrangement the starting 
if the inductor-current is generally much less sudden than the 
stopping. Hence a thicker shell of the secondary wire (or portion 
inwards from the outward boundary) is utilized for conducting 
the secondary current, on the make, than on the break*. Hence 
the efifective ohmic resistance in the secondary circuit is less to 
the current induced by the make than to the current induced by 
the break; and the time-integral of the former current is cor¬ 
respondingly greater than the time-integral of the latter. 

Faraday in his first experiment found the current induced 
by the make to be greater than that induced by the break, but 
he explained it by the running down of his voltaic battery during 
the time the current was passing through the primary, in con¬ 
sequence of which the magnitude of the current stopped on the 
break was smaller than that of the current instituted on the 

* [In reality the whole cross sectional area of the secondary conductor is 
utilized, equably in all its parts, in conducting the secondary current. See Post¬ 
script of February 2B. (W. T.)] 
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make. This was undoubtedly a vera caum, and probably one of 
considerable potency, considering that Faraday had then no 
DanielFs battery and had no storage-cells to serve him in his 
work. Another rent causa is the heating of the circuit, which, 
even with a battery of constant E.M.F., may render the current 
started very considerably greater than the current stopped in 
ordinary experiments. Faraday, in his original experiments*, 
had only magnetization of steel wires to discover the induced 
currents by, and to test their magnitude; and he had no 
galvanometer in the primaiy^ circuit. If he had had a ballistic 
galvanometer in his secondary circuit, and any suitable galvano¬ 
meter for steady currents in his primary circuit, he might possibly 
have found t that the time-integral (as showm by the ballistic 
galvanometer) of the primary current exceeded that of the 
secondary current by a greater difference than could be accounted 
for by the current being suddenly started and the current 
suddenly stopped in the primary. So far as I know no one, 
from 1831 till now, has made any experimental examination of 
the question suggested in Faradays Exp. Res. Series I. 16; and 
his idea that the tw^o currents are equal has been generally 
accepted I have therefore asked Mr Tanakadat4 to make some 
experiments on the subject in my labomtory. He immediately 
obtain^ results'! seeming to demonstrate a wnsiderable excess 
in the time-integral (as shown by a ballistic galvanometer) of the 
^condary cuirent on the make above that on the bimk. A 
magneto-static galvanometer in the primary circuit showed the 
current before the break to be always a little le^ than immediately 
after the make. This difference was due to healing of the 
primary circuit, because a potential giilvanometer appli^ to the 
two terminals of the voltaic element 'used, which 'mm a large 
stomge-eell, showrf no se.nsible drop of potential during the flow 

* Exp, Serits 1.1^1. 

t [Ho. ^ Im woal4 hMm founi tl»l tis £rgt idea, of perfect 

©f two ammals, wm lra«! Fetrmry (W. T.)] 

X Bm MaxwdFs and M&gnitmm fl873), VoL ii. § 537, p. 171. 

I Bot litmlte we fed ttiitraslwortliy bec&ase of the susceptibility 

of lk« it®4 nmiU of to magnttic iadaelion, which with the 

earrcBts produced throcfli it» eoii by the indaeed carrents due to the make and 
ia th« primary may larfffty alter iu effettire ma^gnitiswi. It is in 

fi£t well kttiwii tha^fc balliitie galTanometorsi with steel netdles gif© very erratic 
if t^y mm asM in attomptiag to find of very iattase tmnsient 

tmmmU of mij short daimlion. 
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the current in the primary circuit. It was, however, insufficient 
account for the large differences found between the ballistic 
flexions produced by the induced currents on the make and on 
e break. A rapid succession of makes and breaks has given 
rge irregular permanent deflexions of the ballistic galvanometer, 
metimes in one direction, sometimes in the other, which we 
ive found to be chiefly due to magnetic susceptibility of the 
»eel needle of the ballistic galvanometer: and we find that this 
mse has probably vitiated the observations on the effects of 
ngle makes and breaks. I have therefore arranged to have 
xperiments continued, with a coil of very fine wire bifilarly 
uspended, instead of the steel needle of the ballistic galvano- 
aeter; a steady current through the fine wire being maintained 
)y an independent voltaic battery. 

Hitherto the make and break have been performed by hand, 
lipping a wire into and lifting it out of a cup of mercury. 

Various well-known methods may be used to render either 
3he break or the nciake so gradual that we may be sure of the 
induced current running practically full-bore through the secondary. 
On the other hand, very sudden breaks may be effected by 
separating two little balls or other convex pieces of copper by 
the blow of a hammer. The experiment may be varied by short- 
circuiting the ends of the inductor and allowing the current from 
the battery to continue flowing through electrodes of sufficient 
resistance not to allow an injuriously great amount of current to 
flow. These electrodes, between the voltaic element and the 
ends of the inductor-wire, may have large self-inductance given 
to them by coiling them round a closed magnetic circuit of soft 
iron. The starting of the current in the inductor-wire will thus 
be rendered much more sudden than the stopping; and the 
induced current in the secondary will no doubt be found stronger 
on the stoppage than on the start. Mr Tanakadatd is continuing 
the experiments with these modifications in view. 

The mathematical foundation of the common opinion that the 
time-integrals of the induced currents on the make and break are 
equal is as follows 

* \Fehruary 23.—^Worked out more perfectly it shows, as follows, that the 
common opinion is correct! 

Imagine the whole secondary conductor divided into infinitely small fi.laments 
of cross-section dQ : and let ^ he the current-density, at time t, in any one of these. 
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Let ^ and 7 be the currents at time t in the primary and in 
the secondary circuits respectively: J the self-inductance of the 
secondary circuit; and M the mutual inductance of the two. 
We have 




Hence if 7 = 0 when t = 0 , cmd if we suppose R to be constant, 

Now let T be any value of t so large that ^ has become sensibly 
constant, and 7 has subsided to zero. We have 


M 

Jo 


This shows that the time-integral of the induced current in the 
secondar}" circuit 'would depend solely on the difference of values 
of the current in the primary at the beginning and end of the 
time included in the reckoning, and would be quite independent 
of suddenness, if the effective ohmic resistance mere ccpnstant But 
this supposition is not true; and that it is very effectively untrue 
for copper wires of a millim. diameter or more, and times of change 
in the primary less than of a second, we see rerniily by looking 
to the diffusional curve and the time-numter, ^ ot b> second for 
curve 10 , corresponding to the diffusivity of copper for electric 
currents (which is 131 square centimetres per second) given and 
explained in my short article on a Five-fold Analogy, in the 

Iast«d of 7 m th® text tek© aad of M tak© # 4«Boling the 

speeifie conductivitj of the material, aad I th# loo-gth of th# eircait. We have 




at at 


where 8 dencte® the sum of eSecst® to the risisgs and fallings of current in the 
dilerent pMis of the mmndMj ©ondmetw. Their time-iiitegml from 0 to T is 
«»entmilj mm; m is also that of the iBinitesiiiia! middle term of the soeoiid 
memter. Heno© w# have 

J & 

which shows that the time-integml of the earreat, |clO» im imh 0/ tM 

mmdmetmr^ is #x.actiy equal to tlial which is mlcuiated according to the 
eltmentaij Ih^rj I The whole detail* of th# fail&ey la the text are now 
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British Association Report for Manchester, 1888 (to be found also 
Q the Electrical Journals, and Nature). 

[Postscript, February 23,1890.—The thermal analogy, which 
s very simple for the case of electric currents in parallel straight 
lines, has, as soon as I have considered it, shown me the fallacy 
pervading the text; and has led me to make the corrections in 
the insertion and footnotes enclosed in brackets [ ], all of which 
are of the date of this postscript. Preliminary experiments with 
the suspended coil instead of the steel magnet, in a ballistic 
galvanometer now nearly completed by Mr Tanakadatt^, have 
already disproved the large differences which I expected between 
the time-integrals of the secondary currents on the break, and on 
the make; and as far as they have yet gone are consistent with 
the perfect equality which I now find proved by theory.] 


224. On THE Submarine Cable Problem, with Electro¬ 
magnetic Induction. 

[From Nature, Vol. XLii. July 17, 1890, pp. 287, 288, Abstract; Edinh. Eoy. 

Soc. ProG. Vol. XVII. [title only], p. 420. Cf. m/m, p. 489.] 

Sir W. Thomson read a paper on the submarine cable problem, 
with electromagnetic induction. The solution of the problem with 
intermittent or alternating currents of period so long that the 
distribution of current over a given cross-section of the core is 
uniform, is already well known. Sir W. Thomson extends the 
solution, through all intermediate stages, to the case in which the 
period is so short that the current is confined to an exceedingly 
thin surface-layer of the core. He has worked out the conditions 
which obtain with a core and sheath of any forms. The thickness 
of the layer depends only, other things being equal, upon the 
period of alternation—the law being that given by Fourier for 
the penetration of the annual and diurnal heat-waves into the 
earth’s crust. The distribution of density throughout the layer 
depends upon the form and relative position of the core and the 
sheath. 
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225. On an Illustration of Contact Electricity pre¬ 
sented BY THE Multicellular Electrometer. 


[From Brit, Assoc. Report, 1890, p. 728; Nature, Vol xlii. Oct. 9, 1890, 
p. 577; Lu7n. Elec. Yol. xxxviii. Dec. 6, 1890.] 

In the multicellular electrometer, the force between the 
aluminium needles and the brass cells is modified by the * contact- 
electricity ’ difference between polished brass and polished 
aluminium. In the trial instruments made up to about a year 
ago, the result was scarcely perceptible; probably because care 
had not in them been bestowed to give high polish to the metallic 
surfaces. 

In the instrument as now made, differences of from two- 
tenths to three-tenths of a volt are found ; avemging about | of 
a volt. 

The force by which of a volt of difference of potential could 
be shown, on a difference of 100 volts, bears to the force by which 
the same difference could be shown with the two metals in metallic 
connection, the ratio of (100 + |)^ —to (I'f or of 800 to 1 , 
Thus the use of the multicellular electrometer gives a new and 
very interesting direct proof of Yolta's contact electricity. 

Some careful observations in Major Cartiew’s new standardising 
laboratory of the Board of Trade, made by Mr Rennie at frequent 
intervals during the last six w^ks, have given doubled differences 
of firom '65 to *5, seeming to show a slight tendency to decrease 

with time. 
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16. On Alternate Currents in Parallel Conductors of 
Homogeneous or Heterogeneous Substance. 

[From Brit. Assoc. Repo7% 1890, pp. 732—736; Nature, Vol. xlii. 

Oct. 9, 1890, p. 577.] 

This Paper consists of a description of some of the results of 
full mathematical investigation of the subject, which I hope 
3 communicate to the Philosophical Magazine for an early 
.umber*: 

1. Two or more straight parallel conductors, supposed for 
limplicity to be infinitely long, have alternating currents main- 
)ained in them by an alternate-current dynamo or other electro- 
notive agent applied to one set of their ends at so great a 
distance from the portion investigated that in it the currents 
are not sensibly deviated from parallel straight lines. The 
other sets of ends may, indifferently in respect to our present 
problem, be either all connected together without resistance, or 
through resistances, or through electro-motive agents. All that 
we are concerned with at present is, that the conductors we 
consider form closed circuits, or one closed circuit, and that 
therefore the total quantities of electricity per unit of time at 
any instant traversing the normal sections in opposite directions 
are equal. 

2. We suppose the period of the alternation to be very great 
in comparison with the time taken by light to traverse a distance 
equal to the greatest diameter of cross-section of our whole 
group of conductors. This supposition is implied in the previous 
assumptions of parallel rectilinearity of the electric stream lines, 
and of equality of the quantities of electricity traversing, in 
opposite directions, the several areas of a normal section. 

3. We farther suppose that the length of our conductors 

* [For more detailed treatment, cf. Presidential Address on “Ether Electricity 
and Ponderable Matter,” Jan. 10, 1889, reprinted in Math, and Fhys. Papers, 
Vol. nr. pp. 484—513.] 
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uru.1 their effecttihiine are so iiaxlerate* that the 

i|!iaiitit]es flfcotneity dejN^sited eii and removed fi’oiii their 
heniida!ii> !o electn»statie forces along the coii- 

duet^rs re.:|:nrt'd f>r |*nHliieirig tile ullernatioiis of the currents^ 
afi' n--gHgd.4e m eoni|^irisvai \uth the total quantity tlowiiig in 
either direcrii>n jn the half-peno^/L This siip|K>sitioii excludes 
:iiiaIant practiea] pr«>hlem> of telegraphy and telephony, the 
pTeddieni eif .h.aig snbmariiie cables, for iiistaiiee; but it includes 
trit‘ preshirm of electric lighting by alternating currents trans- 
mitteii at high ttui>ien through considerable distances; as, for 
exaiiipic, frrim Deptfbnl to London. 

4,. The general iiivcestigation iiichidt'S as readily any number 
ot' se|.mrjite circuits of parallel conductors as a single circuit, but, 
f'ir siiiiplicity in describing results, I suppose our system of 
coiidiictors to l)e so joined at their ends as to constitute a single 
simple circuit of two |mra!le] conductorsf. It may be either two 
|,»raliel oondiietors i»r one eonilueti>r, one of which may or may 
not siirnmnd the oilier, as shown in Figs. 1 and 2, representing 
cross-S4?ctii.>iis. Eiich et')ndueior may be singk% m- in Figs. 1 and 2, 
or either may bc^ multiple immllek. 



* Tbt- in wbick Ihk ctmtiitioB is falfilk*! mm be usefully illuE- 

IwmM hf tii# mpmtmt casei of siibniariBe cables, and of 

#*reaite of I wo pyralk! wires insalaled al a distance anything less than a 
^mm t^r For all th^m cases the amneric expressing the 

^indnetor per nsit of its length (the other supposed 
mmnmi lie at mm |K->tefitial| is btlwft;»n 2 and 0*1, and for our present 


nmh «miiyri»3e mmy he ■ 


of &m 44 «t^netors and Iht ftloeity of a l»iy trafelling the length 
4'I e4Wi'iactef, m a li»i ^aal to l»if the of attemalion, shall he exoeed- 

ittf ly »«ll im with fixity of Ugh! 

•*’ C*f. Co|fi« in Faimlltl or ia C#il«i Cfendaotors for Alternate 

€'»?€»!**’■* If. 
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5. We suppose each conductor to be homogeneous in sub¬ 
stance, and in cross-section from end to end, but not necessarily 
homogeneous in different parts of the cross-section. Thus the 
two conductors, or the different parts of either, may be of different 
metals, or either conductor or any part of either conductor may 
consist of two metals (as iron and copper, or iron and lead) laid 
parallel and soldered together. 

6 . We shall call A and A' the cross-sectional areas or groups 
of areas of the two conductors respectively of the other. All the 
different portions of A are connected metallically at their two 
ends, and are thus all of them at one potential at one end and 
another potential at the other end; and similarly for A'. The 
homogeneousness of the material and of the cross-sections along 
the length of the conductors and the uniformity of the total 
currents assumed in § 3, implies that all the different parts of 
A in one cross-sectional plane are at one potential, even though 
A consist of mutually isolated parts, or A' consist of isolated 
parts. If, as in Figs. 1 and 2, all the parts of A are in mutual 
metallic connection, and all the parts of A' are in mutual metallic 
connection, this would entail uniformity of potential through A, 
and uniformity of potential through A\ even without the limita¬ 
tion of our subject laid down in § 3. 

7. The following are some of the most noteworthy results of 
the full mathematical treatment of the subject: 

I. When the period of alternation is large in comparison 
with 400 times the square of the greatest thickness or diameter 
of any of the conductors, multiplied by its magnetic permeability, 
and divided by its electric resistivity, the current intensity is 
distributed through each conductor inversely as the electric 
resistivity; the phase of alternation of the current is the same 
as the phase of the electro-motive force; and the current across 
every infinitesimal area of the cross-section is calculated, according 
to the electro-motive force at each instant, by simple application 
of Ohm’s law. 

II. When the period is very small in comparison with 400 
times the square of the smallest thickness, or diameter of any 
of the conductors, multiplied by its magnetic permeability and 
divided by its electric resistivity, the current is confined to an 
exceedingly thin surface-stratum of the conductors. The thick- 
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of this is *iiroft]y the »:|imre root of the quotient 

of re-HiMiviiv »livi4ed h\ magnetk* jHiTnieability, of the substance 
in pirts of the surface. The total quantity of the 

e]ini‘ 2 it |k.T unit breadth of the surface is independent of the 
m t‘Aecpt in sneh eases as those referred to at the end 

II b^ !ou \ .tries in each cross-section in simple proportion 
!<> the rlertric ^urtkce density of the static electrification induced 
ly rlt/ctr-H-iyoln-e forev applied between the extremities for 
maiiitaimng the iuirreiU, The distribution of this electric density 
similar in all eri>ss-Sf*etio!is, bat its absolute magnitude at 
CiUTespsridiiig j»«unts of the cross-section varies along the length 
id' the ciuidiictor m simple proportion to the difference of electric 
p.Ueiili.d iRd.weeii A and A\ and is zero at one end, in the 
imrticiilar ease in which the conductors are connected through 
2 er^':» resistance at *>i)e end, while the electro-motive force is applied 
by an alternate cumuit dynamtJ at the other end. On the other 
hand, the surface distribution of electric current is uniform 
thrtoughoiit the whole length of the conductors, and it is only its 
ilistribiition in ditferent ^tarts of the cross-section that varies as 
the eks^trie density. 



im^wuondiity of surface intensity of the current to 
elec^rie tlensity, averted &bove, f&ils cle&rly in any c^se in which 
the circawstMicMMe lach that the distance we must travel along 
tte mthm to a seimble difference in electric density is not 
v«y in awparison with the thieknm of the current- 

atmtutu. Swh a ome is repr«nt«i in Fig. 3, which is drawn 
fa. seak fer alternate mmmU of period ^th of a second in round 
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'ods of copper of six centimetres diameter. The spaces between 
}he outer circular boundaries and the inner fine circles indicate 
tvhat I have called the mhoic thickness*, being 0*714 of a centi- 
oietre for copper of resistivity 1611 square centimetres per second. 
The full solution for such a case as that represented in Fig, 3 
belongs to the large class of cases intermediate between Cases I 
and II, and could only be arrived at by a kind of transcendent 
mathematics not hitherto worked. But, without working it out, 
it is easy to see how the time-maximum intensity of the current 
will diminish inwards from the surface, and will be, at any point of 
either of the inner fine circles, about one-half or one-third of what 
it is at the nearest point of the boundary surface; and thafc at 
points in the surface, distant from BE by one-half or one or two 
times the mhoic thickness, the current intensity will be much 
smaller than it is at B and B'. 

III. In Case I the heat generated per unit of time, per unit 
of volume, in different parts of the conductors, is inversely as 
the electric resistivity of the substance, and directly as the square 
of the total strength of current, at any instant. In Case II the 
time-average of the heat generated per unit of time, per unit of 
area of the current stratum, is as the time-average of the square 
of the quantity of current per unit breadth, multiplied by the 
square root of the product of the electric resistivity into the 
magnetic permeability. 

IV. Example of Case III: Let the conductor be a thin flat 
bar, as shown in the diagram (Fig. 4), A' being a tube surrounding 
A, or another flat bar like A, or a 
conductor of any form whatever, 
provided only that its shortest dis¬ 
tance from is a considerable 
multiple of the breadth of A. The 
thickness of A must be sufficiently 
great to satisfy the condition of 
Case II, and its breadth must be a 
large multiple of its thickness. (For copper carrying alternating 
currents of frequency 80 periods per second, these conditions 
will be practically fulfilled by a flat bar of 4 cms, thickness 
and 30 or 40 cms. breadth.) The current in it is chiefly con- 

* Collected Papers, Vol. in. Art. cii, § 35. 
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4!M 

.stnit-A r‘%lrri4iii^ i^» riistaiiivs iiiwariis from its 

?VMJ iF-n-r v-^im'T aiuI froi|ueiioy ^0 |H,Tii)iLs per seeoEcl, the 

tno>‘-To i\iiriairi nitoiisity of the eiirrent at the surface will 
h: f- T 7'4. iimv^ wha! it is at a distance i“4:] eiiis. in 

t'n-iu tho -iriier,) Tho- j|riaiititv of e«rre!it per unit breadth, 
wo TM.iv eali it h^T breulv. the surface^density of the 
i unvie ill o.icli strataiii- 1 ?^ dot-erniininl by the well-known solii- 
!:-ri 0,1 iht' |?rol-4eiii oi tiii-innr the surfaee-eleetrie-deiisity of an 
eihp^^nd of e^uiduelive material umlistiirbed by any 
otreT t'-j-vt riti-'d 'Fhe case we have ti> consider is that of 

an elliy-ad. f-mjest. diameter is iniiiiite, medium diameter 

the bu'ifllh ».>!' iviir t!a,t eomiiiett^r, and least diameter infinitely 
siuail, In this ease the electric density varies inversely as 
\y Oit - The graphic eonstruelion in the drawing shows 

PQ ^ ijJlP ^ Ul^), Atid we coiielmie that the time-iiiaxirmim of 
the siirika>density of the current varies inveraely as PQ. The 
intiiiity, wliieh in the eleetrie prcdilein we find for electric density 
of l.hc liieal tmiidiietor, is obviiited ft>r the electric current problem 
by tile pro.per cH'm'>‘ideration csf the rectangular comers or the 
roiiiiiled caige t^s the eas%3 may he.) of our cop|:H?r bar, which, 
tlio!igh exceeHlingiy interesting, is not included in the prestuit 
eoiaitmiMeatiom Siithce it to my that there will be ne infinities, 
even if the-* wmers true mathematical angles. 

V. Example of Cases I and II: Let A ecuisist of thi^e 
cireukr wires, C and i, of coppe^r, lead, and iron res|K^etively. 
In Caso I the rpmiitities of the whole current they will carry and 
the i|uaiitities of heat geiierattsi -per unit of time in them will be 
irivtmsely m their resistivities- In Casf^ 11, if the centres of the 
thftn'^ eirciilar cTt,i!«-§ec‘tioiis form an eqiiikteral triangle, the 
of heat geiioratetl in them will he directly as the scpiare 
routs t>f the rt^sistivities for C and L ; and for Ciise I would be as 
tht^ »|uar%' nml of the priMliiet i>f the resistivity into the magnetic 
}»L*riiu*aiulity, if the magnetic |^*rmeability were constant and the 
frietioiial resistance to change of magnetism nothing 
tV»r thfc iron in the ac^tual eircumslaiiees. This last siip|K.>sition 
prolsibly trut^ ap|>ra»ximaUdy with a p.Tmeability of for iron 
♦ >r steel, acconliiig %e Evnl Rayleigh, if the current is so small 
that I he great«t i».^ietkiijg forct.^ acting on the iron is less 
1 iMLs. 

\T. The dcptJiMience of the total quantity carried on exte-nt 
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of surface, according to the electrostatic problem described in 
Case II, justifies Snow Harris, and proves that those who con¬ 
demned him out of Ohm's law were wrong, in respect to his advis¬ 
ing tubes or broad plates for lightning conductors; but does not 
justify him in bringing them down in the interior of a ship (even 
through the powder magazine) instead of across the deck and 
down its sides, or from the masts along the rigging and down the 
sides to the water. The non-dependence of the total quantities 
of current on the material, whether iron or non-magnetic metals, 
seems quite in accordance with Dr Oliver Lodge’s experiments 
and doctrines regarding alternative path” and lightning con¬ 
ductors. The case of alternate currents is, of course, not exactly 
that of lightning discharges; but from it, by Fourier’s methods, 
we infer the main conclusions of Cases II and V, whether the dis¬ 
charges be oscillatory or non-oscillatory, provided only that it be 
as sudden as we have reason to believe lightning discharges are. 
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227. On Anti-effective Coppee in Para.llel Oonductoes 

OE IN Coiled Conductoes for Alternate Currents. 

[From Brit Assoc, Report^ 1890, pp. 736 — 740; Vol. XLii. Oct. 9, 1890, 

pp). 577, 578; Lxim, Mec.YoX. rxxviii. pp. 317—32L] 

1 . It is known that by making* the conductors of a circuit 
too thick we do not get the advantage of the whole conductivity 
of the metal—copper, let us say—for alternate currents. When 
the conductor is too thick, we have in. part of it comparatively 
ineflfective copper present; hut, so far as I know, it has generally 
been supposed that the thicker the conductor the greater will be 
its whole effective conductance, and that thickening it too much 
can never do worse than add comparatively ineffective copper to 
that which is most effective in conveying the current. It might, 
however, be expected that we could get a positive augmentation 
of the effective ohmic resistance, hecaxise we know that the 
presence of copper in the neighbourhood of a circuit carrying 
alternate currents causes a virtual increase of the apparent ohmic 
resistance of the circuit in virtue of the heat generated hy the 
currents induced in it. May it not be that anti-effective influence, 
such as is thus produced hy copper not forming part of the circuit, 
can be produced by copper actually in the circuit, if the conductor 

too thick? Examining the question mathematically, I find 
that it must be answered in the affirmative, and that great 
augmeniation of the effective ohmic resistance is actually pro¬ 
duced if the conductor be too thick; especially in coils consisting 
of several layers of wire laid over one another in series around a 
cjlindric or flat core, as in various forms of transformer. 

2 . Fig. 1 may be imagined to represent the secondary coil 
of a tiBUfiformer consisting of solid square copper wire in three 
kyera. For simplicity we suppose the axial length to be infinitely 
great, and straight; hut the uniformity which this involves, and 
a close pm^tical application to its simplicity, is realised in that 
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excellent form of transformeT \vhich consists of a toroidal iron core 
completely covered by primary and secondary wires laid on toroidal 
surfaces. To simplify the mathematical work, I suppose the whole 
thickness of the three layers to be small in comparison with the 
greatest radins of curvature of the eircnlar or flat cylindric surface 
on which the wire is wound, but if it is not so the solution is easily 
obtained, for the case of circular cylinders, in terms of the Fourier- 
Bessel functions. It is of no consequence for our present question 
what there he inside of coil Ifo. 3, and, if we please, we may 
imagine there to be nothing but air; the drawing, however, 
indicates an iron core and a space which might be occupied hy 
the primary coil, if a transformer is the subject; or our coil AAA A 
may be the primary coil of a transformer with secondary coil and 


A A 



I’ig. 1. 


core inside it, and the alternate current maintained in it hy an 
external electromotive agent acting in an arc between its ends 
outside. Our present results are applicable to all these varieties 
of cases indifferently, all that is essential being that the total 
quantity of current he given at each instant, and be uniform 
throughout the whole length of the coiled conductor. 

3. This last condition is secured hy perfectness of insulation 
between all contiguous turns of the coil, unless we were considering 
so enormously long a coil that the quantity of electricity required 
for the essential changes of static electrification would he sensihle 

32 


K. V. 
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aa constituting drafts fronij or contribations to, the current in 
the coil. The consideration of static electrification, inyolved in 
the maintenance of alternate currents through a coil such as that 
repre^nted in Fig. 1, is exceedingly curious and interesting; but 
we do not enter on it at present at all, as in all practical cases 
the quantities concerned are quite infinitesimal in comparison 
with the whole quantity flowing in one direction or the other in 
the half period. 

4. In the drawing the section of the wires is represented as 
square ; but this is not essential, and in practice a flat rectangular 
ribbon would, no doubt, for some dimensions of coils, be preferable. 
I assume the thickness of the insulation between the successive 
^iiares or rectangles in each layer to be infinitely small in 
comparison with the breadth of the rectangle; but the thickness 
of the insulation between successive layers, which is a matter of 
indifierence to my calculations, may be anything; and would, in 
practice, naturally be, as shown in the diagram, considerably 
greater than the thickness of the insulation between the contiguous 
portions of the coil in each layer. 


5. The full mathematical work which I hope to communicate 
k> the Pkilomphical Magazine for publication in an early number 
include an investigation of the self-induction of the coil with or 
without anything in its interior (such as core or primary wire of 
a transformer); but at present I merely give results, so far as 
effective ohmic resistance, or generation of heat in the interior 
of the wire of the coil A AAA itself, is concerned, which, as said 
alMJve, is independent of everything in the interior, and of the 
mode in which the alternating current is produced, provided only 
that the total amount of electricity crossing the section of the 
wire pr unit of time be given at each instant. 


ft As a preliii^ary to fecilitate the expression of these 
it is convenient first to give a general statement of the 
mlmtmm of the problem of laminar diffusion of a simple harmonic 
v«atioii,applM to the case of electric currents in a homogeneous 
Ut the periodically varying magnetic force in the air 
« ^ insuktmg material in the neighbourhood of so small a 
■ 4 of the snrfaro of a conductor that we may regard it as 

given Resolve this magnetic force into two components ' 
to4 which we may neglect, as it hasno influence 
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ill conaection with the currents we are to consider, the other, parallel 
to S», vhich we shall call the effective component and denote hy 
Y. Through, any point 0, of S, draw three rectangular lines 0-Z, 
OF, 02, of which OF and OZ are in S„ and OF is parallel to the 
direction of the effective magnetic force component F. Let now 
the value of Y at time t be 

F=Jfcos^, 

where Jf denotes a constant, and Tthe period of the alternation. 
The varying magnetic force F, to whatever cause it may be due, 
implies currents parallel to OZ in the conductor, expressed by 
the formula for 7 , the current intensity at distance x from the 
plane S, provided T he small enough to fulfil the condition stated 
below:— 

M ~ f2Tt 2irx I \ 

where X denotes what we may call the wave-length of the dis¬ 
turbance, and is given in terms of T, the period of the disturbance, 
and p and 11 the resistivity and magnetic permeability of the 
substance, by the following formula:— 

-x/S- 

For copper we have fl = 1 , and p =1611 square centimetres per 
second; and thus for 80 periods per second \=4'49, or, say, 
4^ centimetres. In order that the formula for y may he approxi¬ 
mately true it is necessary, in the first place, that X. must be 
small in comparison with the distance we must travel in any 
direction in the surface of S before finding any deviation of it 
from the tangent plane through 0 comparable with X. Secondly, 
for a very good approximation, X must he so small that we may 
be able to travel inwards in any direction from 0 , through a space 
equal to at least twice X, without coming to any other part of the 
bounding surface of the conductor. If, for example, the surface 
be a flat plate, this condition requires that the thickness he more 
than twice X. But (because e'"’*’ is less than ^V) formula gives 
a very fair approximation requiring for a half the thickness of the 
plate inwards from S no greater correction than about 4 per cent, 
even if the thickness of our plate be no greater than X. When 
the thickness of the plate is less than 2X, we may consider waves 

32—2 
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of electric current as travelling inwards from its two sides, and 
iDeing both sensible at the middle of the plate; and a complete 
solution of the problem is readily found by the method of images. 
But a direct analytical investigation, by which the proper con¬ 
ditions of relation to varying magnetic force on the two sides of 
the plate are fulfilled, is the most convenient way of fully solving 
the problem, and it is thus that the results given below have been 
obtained. 


7. The smallness of the insulating space between the suc¬ 
cessive turns in each layer of our coil A AAA, and the equality 
of the whole current through them all, prevent any surface dis¬ 
turbance from being produced at the contiguous faces, and allow 
the problem to be treated as if, instead of a row of squares or 
rectangles, we had a continuous plate forming each stratum. The 
smallness of the thickness of this plate in comparison with the 
radius of the cylindric surface to which it is bent allows, as said 
above, the mathematical treatment for an infinite plate bounded 
by two parallel planes to be used without practical error. I have 
thus found an expression for the intensity of the current at any 
point in the metal of any one of the layers of a coil of one, two, 
three, or more layers; and have deduced from it an expression 
for the quantity of heat generated per unit of time, at any instant, 
per unit breadth in any one of the layers. I need not at present 
quote the former expression; the latter is as follows:—With q to 
denote the dynamical value of the time-average of the heat 
generated per unit of time at different instants of the period, per 
unit breadth and unit length in layer No. i, from the outside of 
the coil, the time-average of the square of the total current per 
unit breadth, ^ the distance from the surface and a the thickness 
of the layer, 



where 


and 


2 sin2^--€“ . 

” - 2 cos 20 + (t-1) 


6^--2sing-6-^ 
-f 2 cos 0 -I- e”*® 



8 . The numerical results shown in the table have been calcu¬ 
lated, and the accompanying graphic representation (Fig. 2) drawn 
for me by Mr Magnus Maclean. 
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9. We see from the tables and curves that each curve has a 
minimum distance from the line of abscissas, and that each comes 
to an horizontal as7iaptote, parallel to the line of abscissas, for 
d-oc. By looking at the formula we see that there is, in fact, an 



Fig. 2. 


Table of Values of 0. 


16? 

Tt 

1=1 

i=2 

i=3 

1 = 4 

1 

5-lia 

5*118 

6-127 

5*141 

2 

2-555 

2*592 

2*669 

2*786 

4 

1-31^ 

1*634 

2*270 

3*224 

6 

-9854 

1-997 

4*019 

7*053 

8 

-9173 

2-993 

7*143 

13*37 

10 

-9452 

4-062 

10*30 

19*65 

12 

-9822 

4-899 

12*73 

24*48- 

14 

1-000 

5-276 

13*83 

26*66 

16 

1*002 

5-362 

14*08 

27*16 

oo 


5-000 

13*00 

25*00 


infinite succession of minimums and maximnms in the expression 
for @; but it is only the first minimum and following maximum 
that occur within the range of variation of ©, which we regard as 
sensible. In the case of i=l the formula gives 6=\-k for the 
first minimum. The curves show for the cases of i = 2, 3, 4, 
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respectively the first minimum at 16^/7r = 4|, 3, and 2-6 respec- 
tivelj. The thickness which corresponds to (9 = tt is the half-wave 
length of the electric disturbance, which, as we have seen, is for 
copper 2*244 centimetres when the frequency* of the alternations 
is 80 periods per second, and for this case, therefore, the thick¬ 
nesses that give minimum generation of heat in the first, second, 
third, and fourth layers are respectively 11*22, 6*31,4*21, and 3*65 
millimetres. Anything more of continuous copper than these 
thicknesses in any of the layers would be not merely ineffective 
or comparatively ineffective, but would be positively anti-effective. 
Even with so small a thickness as 2*8 millimetres, for copper and 
frequency 80, line 2 of the table (corresponding to a sixteenth of 
the wave length) shows, in the first, second, third, and fourth 
lajrers, losses of 0*3 per cent., 2 per cent., 5 per cent., and 10 per 
cent, in excess of that due to the true ohmic resistance of the 
copper w^ere it all effective. When the. size chosen for the trans¬ 
former and the amount of output required of it are such that a 
thickness of 2^ millimetres in the direction perpendicular to the 
layers is insufficient, a remedy is to be had by using braided wire, 
or twisted strand, with slight insulation of varnish or whitewash, 
crushed or rolled into rectangular or square form of the desired 
thickness and breadth. A very slight resistance between the 
different wires thus crushed together would suffice to cause the 
ciineat to run nearly enough full bore to do away with any 
sensible loss from the cause which forms the subject of this 
communication. 
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228. Oh a Method of Determiiniho ih Absolute Measure 
THE Magnetic Susceptibilitu of Diamagnetic ano 
Feebly Magnetic Solids. 

[From EHt. Assoc. jKepori, 1890, pp. 745, 746; Nature^ Vol. xlii. Oct. 9, ISOOj 
p. 578; Lum. JElec. Yol. xxxviii. Dec. 27, 1800, p. 611.] 

The communication was suggested from two directions in 
^vllicll fclie subject had been treated—(1) Professor Ptickers 
investigations of tbe magnetic susceptibility of basaltic rocks, to 
•wbicb be was led in tie interpretation of tbe results of the great 
magnetic surveys made by himself in conjunction with Dr Thorpe, 
by which remarkable disturbances due to magnetisation of tbe 
rocks and mountains were found; (2) Quincke’s determinations 
of the magnetic susceptibility of liquids. The method proposed 
by the author consisted in measuring the mechanical force experi¬ 
enced By a properly shaped portion of the substance investigated, 
placed with different parts of it in portions of magnetic field between 
which there was a large difference of the magnetic force. A 
cylindrical or rectangular or prismatic shape, terminated by planes 
perpendicular to its length, was the form chosen; the com¬ 
ponent magnetic force in the direction of its length was equal to 
where jL denoted the magnetic susceptibility, 
R, B! the magnetic force in the portions of the field occupied by 
its two ends, and A the area of its cross-section. For bodies of 
very feeble susceptibility the best arrangement of field was that 
originally adopted by Faraday, and pushed so far recently by 
Professor Ewing, in the way of giving exceedingly iutense fields. 
One end of the prism, or plate, or wire was in tbe air between 
flat ends and conical magnetic portions; the other might be in a 
place practically out of tbe field, or, if the portion of the substance 
given were exceedingly small, it might he in the field, but in a 
place of much less force than in the centre of the field. The 
measurement of the magnetic force of the field was easily made 
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by known methods; best by measuring the force experienced by 
a short element of wire carrying a measured current. This 
portion of wire should he placed in the positions occupied by the 
two ends of the plate or wire of the substance, first in one position 
and then in the other. But when the second position was in a 
place of sensibly known force, the single measurement with the 
element of the wire in the first position sufficed. 


229. A New Electric Meter. The Multicellular Volt¬ 
meter. An Engine-room Voltmeter. An Ampere Gauge. 
A New Form of Voltapile, useful in Standardising 
Operations. 

[From Nature^ Vol. XLii. Sept. 25, 1890, p. 534, Abstract; Brit. Amc, 
Report^ 1890, p. 956 [title only].] 

The subject which first occupied Sir William’s attention was 
the new electric meter which he has recently brought ouf. This 
apparatus is yet in the experimental stage. Perhaps Sir William 
will be able to do something towards cheapening the design. An 
example of the meter was shown in operation on the platform. 
In the discussion which followed. Prof. Fleming made some 
pertinent remarks on the effect of rough and smooth surfaces. 
The multicellular voltmeter and the engine-room voltmeter 
described by the author had previously been brought before the 
public through the medium of technical literature. A new form 
of voltapile, also described, was an instrument which was intended 
for standardising operations. 
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230 . On Electrostatic Screening by Gratings, Nets, or 
Perforated Sheets of Conducting Material. 

[From Roy. ^oc. Proc. Yol. xlix. 1891 [April 9, 1891], pp. 405—418.] 

1 . Maxwell, in his '' Theory of a Grating of Parallel Wires'' 
{Electricity and Magnetism, Arts. 203—205*, and Plate XIII), 
gives a very valuable and interesting two-dimensional investigation 
of electrostatic screening, and a most instructive diagram of “Lines 
of Force near a Grating,” which powerfully helps to understand and 
extend the theory, and to acquit it of an accusation wrongly made 
against it in the last two sentences of Art. 205. It is only on the 
supposition of the grate-bars being circular cylinders that the 
investigation is less than rigorous: and that supposition nowhere 
enters into the investigation; it merely appears in the word 
“radius,” in the first line of the last sentence but one of Art. 204, 
and it is contradicted in lines 3 and 4, and by the rest of the 
sentence, and by the next sentence. (See § 6 below.) 

2. The conclusion, “ a = — 0*1 la,” in the last sentence of Art. 
205, condemned as “evidently erroneous,” is quite correct, and 
very interesting. It shows that a corrugated metal plate agreeing 
with the equipotential surface c = \a, exceeds in electrostatic 
capacity a plane metal surface through the poles of the diagram 
(Plate XIII, reproduced in § 9 below), with the surroundings 
described in Art. 204, and supplies the datum requisite for finding 
the exact amount of the excess. The reason for the greatness of 
the excess clearly is that the surface c = ia, which just touches 
the plane through the poles of the diagram midway between the 
poles, is everywhere nearer than this plane to the other plate of 
the condenser. (See § 7 below.) 

* In formula (7) of Art. 204, delete X; in Art. 204, delete 2 in last line of p. 250 
(Edition 1873); and delete 2 in lines 6 and 16 from foot of the page. [Cf. also 
H. Lamh, ‘ On the Reflection and Transmission of Electric Waves by a Metallic 
Grating,’ Proc. Land. Math. Soc. xxix. 1898.] 
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3. For c = a /6 we have, by ( 11 ) of Art. 205, a== 0 , and the 

corresponding equipotential, partially shown in Maxwell’s diagram, 
is a set of curves concave towards ^ — oo, and asymptotic to the 

lines x — {i± a, i denoting any integer. (See §§ 10 to 13 below.) 
For every value of c less than a/ 6 , the equipotential is a row of 
ovals; and the grating formed by constructing these ovals in metal 
has less electrostatic capacity in the circumstances described in 
Art. 205 than a plane through the poles or the ovals (this being 

no doubt what is meant by “a plane.in the same position” as 

the grating). 

4. For every value of c exceeding a /6 the equipotential, 
instead of being the boundary of a grating, is a continuous 
corrugated surface, and its electrostatic capacity exceeds that of 
the plane through the poles. 

5. Begin now afresh, and let it be required to find the electric 
force in the air on either side of an infinite row of parallel bars 
at equal consecutive distances, a, each uniformly charged with 
electricity. Let pa be the quantity per unit length on each bar, 
so that p would be the surface density, if the same quantity were 
uniformly distributed over the plane of the bars. Taking 0 in 
one of the bars, OX perpendicular to the bars, and OZ perpen¬ 
dicular to their plane, we find (by Fourier’s method) for the z- 
component of force at any point (^, z) for which z is positive, 

Z = 4i7rp (^ + 6^^ cos mw + cos 2mic 4 - &c.).( 1 ), 

where m = 27r/a .(2). 

Summing this we find 

^mz _g—wz 

Z 27rp ^ ^ ^ .(3). 

This has equal positive and negative values for equal positive 
and negative values of z, and it therefore gives the value of the 
z-iorce, not only for positive, but also for negative, values of z. 
Taking now — JZdz, with constant assigned to make the integral 
zero for = + D, we fitnd 

V — pa (log — —X— -r- 4- .(4) 

as the potential due to the grating, and two parallel planes at 
equal distances, D, on its two sides, each uniformly electrified with 
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half the quantity of electricity of opposite sign to that on the 
grating. 

6. If now we construct in metal, (7, any one complete equi- 
potential surface, Fo, of this system, and electrify it with the 
same quantity of electricity as that which we gave originally to 
the infinite row of infinitely thin bars; and if we place metal 
planes, B, B', at the two places of zero-potential {z — ± D), we 
have an insulated conductor at potential Vq, between two planes, 
5, jB', at zero potential, and at distance 2D asunder, on each of 
which the electric density is \p. For brevity, I shall denote the 
insulated conductor by I. 

Its electrostatic capacity per unit area of its medial plane (the 
plane of the original infinitely thin bars) is p/F. 

7. This conductor, /, is symmetrical on each side of its medial 
plane, and consists either of an infinite number of isolated parallel 
bars, each surrounding one of the original infinitely thin bars, or 
of a plate symmetrically corrugated on its two sides, with maximum 
and minimum thicknesses respectively at the places of the infinitely 
thin bars, and the lines midway between them. For the case of 
isolated bars, let 2c be the diameter of each, in the medial plane. 
Then, to find Fq, we must put oc=±c and 0 = 0, in (4). Thus 
we find 

F„ = p |27rX> - a log (4 sin^ ^)| .(5). 

Hence the electrostatic capacity of I in the circumstances is 

— a log ^4 sin^^^l .(6), 

which is greater or less than l/(27ri)), the electrostatic capacity 
that it would have if reduced to its medial plane, according as 
c> or < ^(X. The conductor /, to be a grating, implies c < \a, or 
sin^ TTc/a < 1, and therefore requires that 

F„>2'n-p(l>-^log4j = 27rp(D--22a) .(7). 

When Fo exceeds this critical value, the conductor I is the 
continuous plate corrugated on each side, which was described in 
§ 7. The critical value corresponds to an intermediate case of a 
plate so deeply furrowed on each side as to be just cut through 
by its two surfaces crossing at right angles; and (7) shows that 
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the electrostatic capacity of the conductor I so constituted is equal 
to that of a plane sheet of thickness 

2a log [22]/(27r), or '44a .(8), 


insulated midway between the two earth plates B, at the same 
distance asunder as they had with I between them. 

8. By (4), (5), and (7), we have for the equation of the surface 
constituting the two sides of I in this critical case, 


^mz _ 2 cos mx + = 4.(9). 

Taking double the positive value of z which this gives when 
^ = 0, we find 

2 alog[(H-V 2 )^/( 27 ), or •562a .(10) 


as the maximum thickness of Z This is log (1 + \/2)Vlog 2^, or 
1*273, times the amount shown in (8) for the thickness of the 
plane-sided plate of equal electrostatic capacity; which is just such 
a relation as is expected before calculation I 

9. If {z, x) denote what V becomes when in place of mD 
we substitute — mz in (4), we have the potential due to a uniform 



electrical force pam, or 27rp, added to the -s^-component, of the force 
due to the grating with its given charge of pa quantity per unit 
length of each bar; and it is the equipotentials and lines of force 
of this system that are represented in Maxwelfs diagram of Plate 
XIII, reproduced here. In it the resultant force for infinitely 
large positive values of z is parallel to OZ, and of constant value 
47rp; and it is zero for infinitely large negative values of The 
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approximation to these values is very close, at only so moderate a 
distance as a on either side of the grating. 

10. Choosing, in the system of § 6, any one of the multiple- 
oval equipotentials around the infinitely thin bars, let c be the 
distance from the infinitely thin primary bar within it, at which 
it is cut by the plane of the primary bars. By putting, in the 
expression for </> {z, x), z — 0, and ^ = c, we find 

<^(0,c) = palog^4sm2^j .(H) 

as the potential at the surface of each of these chosen ovals. 
Construct now each of these ovals in metal, and let the supposed 
uniform force, 27rp, be produced by uniform electrification of 
density - p, on a metal plane, jB, at any great distance, 6, on the 
positive side of the grating. We thus construct a grating of 
thick bars of oval-shaped cross section which, when electrified 
■with the same quantity of electricity as that which we gave 
initially to the infinitely thin bars, and subjected to the influence 
of the equal quantity of negative electricity on jB, has (f> {z, x) for 
potential through external space from B{z = 6), to infinite distance 
on the other side of the grating and has for potential 

through all the portions of space within the surfaces of the grate- 
bars the constant value expressed by (11). In this system the 
potential, for positive values of ^ great in comparison with a, is, 
by (4) with — mz instead of -f mD, 

(f) (z, = — 47rp^ .(12). 

The difference of potentials between B and the grating is, by (6) 
and (5), 

4> (0, c}-<f) (b, x) = 4,ttp ^ log ( 4 * siQ” 

Hence the electrostatic capacity of the mutually insulated system, 
B, and the grating of oval-shaped bars is equal to the capacity 
of a pair of parallel planes, B and a plane at a distance beyond 
the plane of the primitive infinitely thin bars equal to 

-£log(48in»^") ' ..(14). 

11. If in (4) we put —nz in place of we have the 

potential of a system in which besides the electricity of the 
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primary liars there is distant electricity such as all in all to give 
at great enough distances on the two sides of the primitive bars 
uniform fields of ^-force respectively equal to 

p (m + n), for ^ + 00 ; and /> (m — n), for ^ — oo .. .(15). 


If, in (4) with — nz instead of + mD, we put 

^-Vlpa^C .(16), 

we find, as the equation of the equipotential surfaces, 

- 2 cos miD + 6^^ + 6-^^ = .(17). 


By baking n = 0, or n = m, we fall back on the cases of §§ 5—8, 
and §§ 9, 10, respectively. 

12 . To find an approximate equation for the equipotentials 
at distances around primitive bars small in comparison with a, 
the distance from bar to bar, let cc and be so small that we may 
neglect all powers of moo, mz, and nz, above the square, which 
implies that G is small of the same order as {mxy and {mzy, (17) 
becomes 

. 

where denotes mr^ G. This shows that, to the degree of 
approximation in which we neglect cubes and higher powers of 
mx, mz, nz, the equipotential is a row of elliptic cylinders of 
eccentricity nrj^/2, with their greater diametral planes perpen¬ 
dicular to the plane of the primitive bars. When n = 0, the 
equipotential is a row of circular cylinders having the primitive 
bars for their axes; and this is true to the higher approximation 
in which we need only neglect powers above the cubes of mx and 
mz, as we see by going back to equation (17), with = 0. 

13. The conclusions of § 12 are useful for detailed investiga¬ 
tion of the screening effect of plane gratings of circular or elliptic, 
straight parallel bars electrified with given quantities of electricity 
and placed with their planes perpendicular to the lines of force 
in a uniform field of force, and to corresponding problems in which 
.potentials are given, as in Maxwell’s 203—205. 

14. Instead of a single row of parallel equidistant infinitely 
thin bars in one plane, let us take for primitives two or more 
such rows, parallel or not parallel, all in one plane or not in one 
plane. We may thus form an endless variety of force-systems 
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available for illustrating or helping to solve problems vrhich may 
occur. Towards the several problems of electric screening we find 
important contributions by considering in two parallel planes rows 
of primitive lines parallel to one another for one case and perpen¬ 
dicular to one another for another case. The consideration of 
three rows of primitive lines in one plane, dividing it into equal 
and similar triangles alternately oriented in opposite directions, 
leads to a complete theory of electrostatic screening by a tri¬ 
angular lattice of metallic wire or ribbon. The fundamental 
potential formula for this system obtained by summation of 
expressions, each given by an application of (4) to one of the 
three rows, is 

V= — log — 2 cos Ip Q-izjvra _ 2 COS mq -f- 

i^^nz _ 2 COS nr -f + 27r ('cr -h p 4- cr) D.. .(19); 

where a, 6, c denote the intervals between the successive lines of 
the three systems; ph, <tc, the quantities of electricity per 
unit length of bar in the three systems; p, q, r, special co¬ 
ordinates of the point for which (19) expresses the potential, viz., 
2 , its distance from the plane of the primitive bars, and p, q, r its 
distances from three planes drawn perpendicular to this plane 
through a bar of each of the three systems; D the value oi ±z 
for planes on the two sides of the net for which the potential is 
zero; and, lastly, 

Z==27r/a, m = 27r/6, n = 27rlc .(20). 

For the present, however, we may confine ourselves to the case of 
two rows of primitive lines dividing a plane into squares and 
charged, both rows, with equal quantities, ^pa, of electricity per 
unit length. The potential formula, a particular case of (19), is 

Ipa [- log {e^^-2 cos mx -f - 2 cos my -f -h 2mD] 

.( 21 ). 

15. The consideration of the equipotentials of this surface is 

very interesting. The equipotential lines in the plane of the 
primitive bars are given by the equation 

16 fsin — sin.(22). 

V a a ] 

16. Considerations quite analogous to those of §§ 6, 7, 8, and 
again the other considerations analogous to those of §§ 9—13, are, 
after the full explanations there given, easily completed so as to 
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formulate a full theory of electrostatic capacity and electrostatic 
screening for square nets of wire exposed to electric action giving 
uniform fields of force at distances on each or on one side of the 
plane of the net considerable in comparison with a, the side of 
each square. 

17. In what follows we shall for brevity call any thin sheet, 

whether plane or not plane, which answers to the description 
contained in the title of this paper, a sheet or Si, perforated 

surface ; understanding that its radii of curvature are everywhere 
large in comparison with its thickness. The diameters of holes 
must be large in comparison with the thickness in order that the 
approximations which we use below may be valid. We shall call 
the electric density of a perforated sheet the total quantity of 
electricity with which it is electrified, reckoned per unit area of 
continuous surface approximately agreeing with it, and passing 
through the middle of cage bars, bosses, &c. This continuous 
surface I shall call the medial surface, or sometimes, for brevity, 
the medial, 

18. In what precedes we have virtually a complete investiga¬ 
tion of the screening effect of a homogeneous plane perforated 
sheet against the electric force of a uniform field with lines of 
force perpendicular to the plane. Let it now be required to find 
the screening effect of a non-plane perforated sheet against a 
uniform field of electrostatic force, and of a perforated sheet 8, 
plane or not plane, against the electrostatic force of any given 
electrified bodies. 

19. Let be the potential of the given electrified bodies at 
any point {x, y, z) of the space occupied by S, and let p be the 
unknown electric density of 8 at {x, y, z), under the influence of 
those bodies. To make the problem of finding p determinate, we 
might suppose either the total quantity of electricity on /S, or the 
potential at which its metal is kept, to be given. We shall take 
the latter supposition, and call the given potential K, 

20 . Let cf) denote the potential which would be produced by 
the electricity of 8 if it were spread continuously over the medial 
with electric density equal to p at (x, y, z); and let 

^.....(23) 

denote the potential in the metal of 8, due to the actual distribu¬ 
tion of electricity on its surface. 
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21 . To understand the naeaning of this notation (/x), consider 
a large area A around (cc, y, z\ so large that its border is very 
distant from {x, y, z) in comparison with the thickness of the 
sheet, and with the diameters of its apertures, but not so large as 
to deviate sensibly from the tangent plane at {x, y, z). Let the 
electricity of all the surface of S beyond A be changed from the 
imagined continuous distribution to the actual distribution on 
the surface of the perforated metal. This change will make no 
sensible difference in the potential at (x, y, z). Next, let the 
imagined continuous distribution of uniform electric density p, 
over the continuous area A , be changed to the actual distribution 
of the same quantity over the surface of the perforated metal of 
the porous sheet A. The augmentation of potential at {x, y, z) 
produced by this charge is whab we denote by pp, where p. is a 
coefficient depending on the shapes and magnitudes of the 
perforations, that is to say, on the complex surface of the 
perforated metal. It would be zero if there were no perforations, 
and we shall see that the greater it is the less is the screening 
efficiency. We shall therefore call p the electric permeability, 
and the electric screening efficiency of the perforated sheet. 
The sheet is homogeneous as to permeability or screening 
efficiency if p has the same value for all parts of it, but we need 
not assume this to be the case; on the contrary, we shall suppose 
p to be any known function of (a?, y, z). In §§ 5—16 we have the 
explanations necessary for determining p in the various cases of 
gratings and nets there described. For similarly perforated 
surfaces, the values of p are as the linear dimensions of a perfora¬ 
tion or of the bars or bosses of the structures. 

22 . The equation of electric equilibrium is 

^ + pp = iT (a constant).(24), 

when Sy being insulated and electrified, is not under the influence 
of any other electrified matter. 

It is 

(^q-pp=:ir~F .(25), 

when 8 is under the influence of any given electrified bodies pro¬ 
ducing a given potential, F, at (a;, y, z). 

23. As a first example, going back to (24), let p be such that 
shall be constant. This makes, if we denote by fc a constant, 

p = k(f>lp .(26), 
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{k being a constant), which means that the screening efficiency is, 
in different places of S, inversely proportional to the electric 
density at similarly situated places of a continuous electrified 
conductor of the same shape as S. Let, for instance, S be an 
ellipsoid; then, if the sizes of the perforations be inversely pro¬ 
portional to the perpendicular from the centre to the tangent 
plane, (26) is satisfied. Generally, to fulfil this condition, the 
net must be finer in the more convex and more projecting parts, 
and coarser in the flatter and less projecting parts. 

24. If any perforated conductor or cage, S, fulfilling the 
condition of § 23, be electrified and insulated away from the 
disturbing influence of other conductors, or electrified bodies, the 
charge distributes itself so as to have in every part the same 
quantity per unit area of the medial, as a smooth continuous 
metallic surface agreeing with the medial and electrified with the 
same total quantity. When the medial is a closed surface, the 
electricity on the perforated surface does not confine itself to the 
parts of it outside the medial: on the contrary, when the apertures 
are very wide in comparison with diameters of cage-bars, bosses, 
&c., the electricity distributes itself almost equally on the parts 
of the complex surface inside and outside the medial. 

25. Seeing that the electric density (as defined in § 17) is 
the same for a perforated surface fulfilling the condition of § 23 
as for the medial constructed in continuous metal, we naturally 
ask the question, what then is the difference between the two 
cases, if any, besides the fact of the electricity being equally but 
very unequably distributed over the outer and inner portions of 
the complex surface in one case, and equably over the outside of 
the smooth medial in the other ? There is a very important and 
interesting difference. The electrostatic capacity of the perforated 
conductor, S, is less, in the ratio of 1 to 1 -f/;, than that of the medial 
constructed in continuous metal; as we see by (23) and (26). 

26. As a sub-example, suppose ^ to be a spherical surface. 
If homogeneously perforated, it will fulfil the condition of § 23: 
and if its screening efficiency is the same as that of a grating of 
parallel bars (circular cross section of diameter 2r; distance from 
centre to centre a), we have, by (5) of § 7, when ttc/u is very 
small, 

= 2a log (a/27rc) 


( 27 ). 






m 
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Now, S being spherical, if M denotes its radius, we have 

(§ 20 ) 

<j> = 4i7rRp ...(28). 

Hence, by (26) and (27), 

= . 


where N denotes the number of bars in the equatorial belt of the 
cage of I 27 below. 

27. To illustrate a realisation of § 26, let a spherical cage be 
made up of a narrow equatorial belt of approximately straight 
parallel bars of diameter 2c, and distance from middle of one bar 
to middle of next, a; completed by polar caps (nearly hemispheres) 
of thin metal perforated so as to have everywhere the same 
effective electric screening efficiency {2alog(a/27rc)}''h 

Suppose, for instance, the bars to be of '‘No. 18 g^^uge’" 
(2c = 0*122 cm.) and a = 5 cm. We have 

log {aj^TTc) = log 13 = 2*57. 

Hence, for this case, and any other in which the ratio ajc is the 
same, we have, by (27) and (29), 

= 5*14a, k^Q'majR .(30), (31). 

Thus, if a = 5 cm., and Ji = 50 cm., A = 0*0409 = ; and 

(§ 25) the electrostatic capacity of the spherical cage is ^ of that 
of a simply continuous spherical surface of the same magnitude. 

‘28. Let now an electrified metal globe, or globe of insulating 
material uniformly electrified, G, be insulated concentrically 
within S. It may be of any magnitude, large or small; provided 
only that the interval between the two surfaces be at least two 
or three times the diameter of the largest of the perforations of S. 
Let S be connected with the earth, and let Q denote the quantity 
of (positive) electricity with which G is electrified, and Q' the 
quantity of the opposite electricity which it induces on S. The 
potential in the metal of S due to Q' is, by (23), 

. 

This, added to QjR, the potential due to &, must be zero, and 
therefore 

Q=e'(l+M/4^-R) .(33), 

or, by (26), Q = O'(l+k) .(34). 









516 


ELECTRODYNAMICS 


[2 30 


Hence, in the particular case of § 27 (31), 

Q = Q'{l + 0‘ma/R) .(35); 


and when R = lOor., we find Q - Q' = and conclude that the 
effect of Sy earthed, with G electrified and insulated within it, is 
just 4 per cent, of the effect of G unscreened. 

29. If S is connected with the earth, and supported at a 
height above the earth equal to at least six or eight times its 
diameter, the quantity of electricity (positive in fine weather) 
induced on it will be 1/(1-f A:) of that which would be induced 
on a simply continuous metal globe of the same size. Hence the 
potential at any point of the air within S at not less distance 
inwards than 2a will be k/(l +k) of the undisturbed atmospheric 
potential at the same height above the ground, or 4 per cent, in 
our particular case. This is quite in accordance with the im¬ 
perfectness of the screening effect against atmospheric electricity 
found by Roiti* within earthed wire cages, supported at a 
considerable height above the ground, by a bracket attached to 
the top of a wall of a building in Florence, tested by a water- 
dropper with its nozzle inside the cage connected by an insulated 
wire with a quadrant electrometer in the buildings. 

30. The problem of finding the distribution of electricity on 
a spherical cage, of equal electric permeability, //,, in all parts of 
its surface, formulated in (25) of § 22, is easily solved by aid of 
spherical harmonics. Confining ourselves for brevity to the case 
of external influencing bodies, let their potential at any point, P, 
within S be 


r==-^lSiryRi .( 36 )^ 

where Si denotes a given spherical surface-harmonic of order i, 
and r the distance of P from the centre of S, And p,-, denoting 
an unknown surface-harmonic of order let 


P=^^Pi .(37) 

be the harmonic expression for p, the required electric density. 

(^ing back to § 20 for the definition of we find, by the elements 
of spherical harmonics, 




+1 


.(38). 


» Elettri0it4 Atmosferica- 

M. ImtOo (fe Stwfe Superiori in JFirenze), Floreace, 1884 . 


[rubbLicazioni del 
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Hence, by (25), 

'•••(39), (40), 

ami .(41), 

In (39) we have virtually the same result as in (33). The 
approximation on which we are founding in §§’17—29 is valid 
in (40) and (41) only for values of i small in comparison 27rRja : 
hut, as in virtue of greatness of the logarithm for the case formu¬ 
lated in (27), /X may be great in comparison with a; and therefore 
the denominator of (40) need not be only infinitesimally greater 
than unity, and may be any numeric however great. 


A7TR-\-fX^ ^ttR I 


47rii 


31. Taking Sjr = x', & = 0, /Sfy=0..., we see by (41) that if 
an insulated unelectrified spherical cage be brought into a uniform 
field of electric force, X (that of atmospheric electricity, for 
example, at any height above the ground exceeding five or six 
diameters of the cage), the force within the cage is 

.<"'>■ 

or, according to (27), and (29), 





27rR 


log 



or Z-zjn-|l.gjt)-...(«). 


This result is also applicable to a hemispherical screen of 
radius iJ, simply placed on the ground. For the particular 
proportions of § 27, it makes the force under the hemispherical 
cage of the undisturbed force outside. A cage of ordinary 
gardener’s (anti-rabbit) hexagonal wire-net (of 5| cm. from parallel 
to parallel) cannot be very different from this. If, instead of the 
radius being 50 cm. it be 200, but the cage still of the same net, 
the force inside would be only 3 per cent, of the undisturbed force 
outside. 


32. In every case the force at any distance from the perforated 
surface, on either side of it, more than the diameter of a perforation, 
is, as is easily proved by Fourier’s methods, very nearly the same 
as if the electricity were spread equably over the medial surface, 
with the same quantity per unit area of the medial as the grating 
has in each part of it. Hence, in the case of § 31, the force is 
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uniform throughout the interior of the cage, except within distances 
from the net of two or three times the aperture. Hence a second 
screen, similar hut slightly smaller, placed inside the first will 
reduce the force farther in the same ratio; so that, if eX denote 
the force inside the single screen, the force inside the inner screen 
when there are two will be e^X, provided the distance between 
the two is nowhere less than the diameter of the perforation. 
Thus, with screens such as those in the last particular case of 
§ 31, the force inside the inner screen would be only 9/10,000 of 
the undisturbed force far enough outside the outer. The two 
screens, if placed close together, so as to narrow the apertures 
as much as possible, would have little more than double the 
screening efficiency of either singly, as we may judge from (2T) 
of I 26, and from (21) of § 14. The principle that, to duplicate a 
screen with best advantage, the two screens should be placed, not 
in one surface but in two, with not less distance between them 
than the diameter of their apertures, is not only theoretically 
interesting, but is of great practical importance in the screening 
of electrometers against disturbing electric force. 

33. Questions analogous to those of 26 —32, but for circular 
cylindric (mouse-mill) cages of equidistant parallel bars, instead of 
the spherical or hemispherical cage which we have been considering, 
are readily answered by the simpler work corresponding to that of 
§ 30 (with smid and oos iO instead of spherical harmonics). But 
it deserves more complete synthetic investigation, not limited by 
the approximational conditions of §§ 21, 22, if for no other reason, 
because of Hertz s mouse-mill. This must, however, be reserved 
for a future communication. Meantime, it is worth saying that 
sudden variations of electric current, or alternating electric currents, 
distribute themselves between different straight parallel con¬ 
ductors in the same proportion as static electrification is distributed 
in corresponding electrostatic arrangements, whenever the sudden¬ 
ness, or the frequency, is sufficient to cause the impedance by 
mutual induction of the separate parallel conductors (and there¬ 
fore, a fortiori, the impedance by self-induction of each) to be 
very large in comparison with ohmic resistance. Hence Hertz’s 
mouse-mill screening follows (though by utterly different physical 
action), simply the electrostatic law, except in any case in which 
his wave-length is less than a considerable multiple of the diameter 
of his mouse-mill. 
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231. Electric and Magnetic Screening. 

[From Roy. Imt. Proc. Yol. xiii. 1893 [April 10, 1891], pp. 345—355.] 

There are five kinds of screening against electric and magnetic 
influences, which are quite distinct in our primary knowledge of 
them, but which must all be seen in connected relation with one 
another when we know more of electricity than we know at 
present:—L Electrostatic screening; II. Magnetostatic screen¬ 
ing; III. Yariational screening against electromotive force; 
IV. Variational screening against magnetomotive force; V. 
Fire-screens and window-blinds or shutters. 

I. 

Electrostatic screening is of fundamental significance through¬ 
out electric theory. It has also an important place in the history 
of Natural Philosophy, inasmuch as consideration of it led Faraday 
from Snow Harris's crudely approximate but most interestingly 
suggestive doctrine of non-influence of unopposed parts and action 
in parallel straight lines between the mutually visible parts of 
mutually attracting conductors, to his own splendid theory of 
inductive attraction transmitted along curved lines of force by 
specific action in and of the medium intervening between the 
conductors. 

A continuous metallic surface completely separating enclosed 
air from the air surrounding it acts as a perfect screen against all 
electrostatic influence between electrified bodies in the portions 
of air so separated. This proposition, which had been established 
as a theorem of the mathematical theory of electricity by Green, 
in the ninth article of his now celebrated essay*, was admirably 
illustrated by Faraday, by the observations which he made inside 

See pp. 14 and 48 of the reprint edited by Ferrers. 
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the wooden cube covered all around with wire netting and bands 
of tinfoil, which he insulated within this lecture-room^: ‘'I went 
into the cube and lived in it; and, using lighted candles, electro¬ 
meters, and all other tests of electrical states, I could not find the 
least influence upon them, or indication of anything particular 
given by them, though all the time the outside of the cube was 
powerfully charged, and large sparks and brushes were darting off 
from every point of its outer surface.” 

The doctrine of electric images is slightly alluded to, and an 
illustrative experiment performed, showing the fixing of an electric 
image. The electroscope used for the experiments is an electrified 
pith ball, suspended by a varnished double-silk fibre of about 9 or 
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10 feet long. Figs. 1—4 represent experimental illustrations, in 
which the pith ball, positively electrified, experiences a force due 
to electrified bodies, optically screened from it by a thin sheet of 
tin-plate. In Figs. 1 and 2 the pith ball is attracted round 
comer by a stick of rubbed sealing-wax, and in Figs. 3 and 

Experimental Researches, 1173—-1174. 
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repelled round a corner by a stick of rubbed glass. In Fig. 2 the 
sealing-wax seems to repel the pith ball, and in Fig. 4 rubbed 
glass seems to attract it. This experiment constituted a very 
palpable illustration of Faraday’s induction in curved lines of 
force. 

In the present lecture some experimental illustrations were 
given of electrostatic screening by incomplete plane sheets and 
curved surfaces of continuous metal, and of imperfectly conducting 
material, such as paper, slate, wood, and a sheet of vulcanite, 
moist or dry, window glass at ordinary temperatures in air of 
ordinary moisture, and by perforated metal screens and screens of 
network, or gratings of parallel bars. 

The fixing of an electric image is shown in two experiments: 
(1) the image of a stick of sealing-wax in a thin plane sheet of 
vulcanite, moistened, warmed, and dried under the electric influence 
by the application and removal of a spirit-lamp flame; (2) the 
glass jar of a quadrant electrometer with a rubbed stick of sealing- 
wax held projecting into it, while the outer surface is moistened, 
warmed, and dried by the application and removal of a ring of 
flame produced by cotton wick wrapped on an iron ring and 
moistened in alcohol. 

Fig. 5 is copied from a diagram of Clerk Maxwell’s to illustrate 
screening by a plane grating of parallel bars of approximately 
circular cross section, with distance from centre to centre twelve 
times the diameter of each bar*. It represents the lines of force 
due to equal quantities of opposite electricities on the grating 
itself, and a parallel plane of continuous metal (not shown in the 
diagram) at a distance from the grating of not less than one and 
a half times the distance from bar to bar. The shading shows 
the lines of force for the same circumstances, but with oval bars 
instead of the small circular bars of Maxwell’s grating. It is 
interesting to see how every line of force ends in a bar of the 
grating, none straying to an infinite distance beyond it, which is 
necessarily the case when the quantities of electricity on the 
grating and on the continuous plane are equal and opposite. If 
an insulated electrified body, with electricity of the same name 
as that of the grating, for example, is brought up from below, 

* Meetricity and Magnetum, Vol. i. Art. 203, Plate xiii. [The diagram is on 
p. 508 supra."] 
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it experiences no electric force differing sensibly from that which 
would be produced by its own inductive effect on the grating, till 
it is within, a less distance from the grating than the distance 
from bar to bar, when it experiences repulsion or attraction, 
according as it is under a bar of the grating or under the middle 
of a space between two bars. If there be a parallel metal plane 
below the grating, kept at the same potential as the grating, it 
takes no sensible proportion of the electricity from the grating, 
and experiences no sensible force when its distance from the 
grating exceeds a limit depending on the ratio of the diameter 
of each bar to the distance from bar to bar. The mathematical 
theory of this action was partially given by MaxwelP, and 
yesterday I communicated an extension of it to the Eoyal 
Society. 


II. 

Magnetostatic screening by soft iron would follow the same 
law a.s electrostatic screening, if the magnetic susceptibility of 



Fig. 6. 

the iron were infinitely great. It is not great enough to even 
approximately fulfil this condition in any practical case. The 
nearest approach to fulfilment is presented when we have a thick 
iron shell completely enclosing.a hollow space, but the thickness 

* Arfs. 208—205. 
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must be a considerable proportion of the smallest diameter not 
less than perhaps, for iron of ordinary magnetic susceptibilitv 
to produce so much of screening effect that the magnetic force in 
the interior should be anything less than 5 per cent, of the force 
at a distance outside, Avhen the shell is placed in a uniform 
magnetic field. The accompanying diagram, Fig. 6, representing 
the conning-tower of H.M.S. ^Orlando; and the position of the 
compass within it, has been kindly sent to me by Captain Creak, 
R.N., for this lecture, by permission of the Controller of the Xavy.’ 
It gives an interesting illustration of magnetic screening effect 
by the case of a belt of iron, 1 foot thick, 5 feet high, and 10 feet 
in internal diameter, with roof and floor of comparatively thin 
iron. Captain Creak informs me that the average horizontal 
component of the magnetic directing force on the compass in the 
centre of this conning-tower is only about one-fifth of that of the 
undisturbed terrestrial magnetism. 

An evil practice, against which careful theoretical and practical 
warnings were published two or three years ago*, and which is 
now nearly, though, I believe, not at this moment quite thoroughly, 
stopped, of what is called single wiring in the electric lighting of 
ships, has been fallaciously defended by various bad reasons, among 
them an erroneous argument that the ship’s iron produced a 
sufficient screening effect against disturbance of the ship’s com- 
passes, by the electric light currents, when that plan of wiring is 
adopted. The argument would be good for a ship 50 feet broad 
and 30 feet deep, if the deck and hull were of iron 3 feet thick. 
As it is, mathematical calculation shows that the screening effect 
is quite small in comparison with what the disturbance of the 
compass would be if the ship and her decks were all of wood. 
Actual observation, on ships electrically lighted on the single 
wire system by some of the best electrical engineers in the world, 
has shown, in many cases, disturbance of the compa^ of from 
3 degrees to 7 degrees, produced by throwing off and on the 
groups of lights in various parts of the ship, which are thrown on 
and off habitually in the evenings and nights, in ordinary and 
necessary practice of sea-going passenger ships. When the facts 
become known to shipowners, single wiring will never again be 
admitted at sea unless the alternating current system of electric 
lighting is again adopted. But, although this system was largely 
♦ See The Electrician, Val, xxm. p. 87 {supra, p. 474]. 
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used when electric lighting was first introduced into ships, the 
economy and other advantages of the direct-current system are so 
great that no one would think of using the alternate system for 
the trivial economy, if any economy there is, in the- single wire, 
as compared with the double insulated wire system. 

An interesting illustration of a case in which iron, of any 
thickness, however great, produces no screeniyig effect on an 
electric current, steady or alternating, is shown by the accompany¬ 
ing diagram [omitted], which represents in section an electric 
current along the axis of a circular iron tube, completely sur¬ 
rounding it. Whether the tube be long or short, it exercises no 
screening effect whatever. A single circular iron ring, supported 
in the air, with its plane perpendicular to the length of a straight 
conductor conveying an electric current, produces absolutely no 
disturbance of the circular endless lines of magnetic force which 
surround the wire ; neither does any piece of iron, wholly bounded 
by a surface of revolution, with a straight conductor conveying 
electricity along its axis^. 

A screen of imperfectly conducting material is as thorough in 
its action, when time enough is allowed it, as is a similar screen 
of metal. But if it be tried against rapidly varying electrostatic 
force, its action lags. On account of this lagging, it is easily seen 
that the screening effect against periodic variations of electro¬ 
static force will be less and less, the greater the frequency of the 
variation. This is readily illustrated by means of various forms 
of idiostatic electrometers. Thus, for example, a piece of paper 
supported on metal in metallic communication with the movable 
disc of an attracted disc electrometer annuls the attraction (or 
renders it quite insensible) a few seconds of time after a difference 
of potential is established and kept constant between the attracted 
disc and the opposed metal plate, if the paper and the air sur¬ 
rounding it are in the ordinary hygrometric conditions of our 
climate. But if the instrument is applied to measure a rapidly 
alternating difference of potential, with equal differences on the 
two sides of zero, it gives very little less than the same average 
force as that found when the paper is removed and all other 
circumstances kept the same. Probably, with ordinary clean 

* [The remairidex of this Lecture appears also in Proa. Roy. Soc. Vol. xnrx. 
April 9, 1891, from which it is reprinted in. Baltimore Lectures, Appendix K, 
pp. 681—7.] 
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white paper in ordinary hygroinetric conditions, a frequency of 
alternation of from 50 to 100 per second will more than suffice to 
render the screening influence of the paper insensible. And a 
much less frequency will suffice if the atmosphere surrounding 
the paper is artificially dried. Up to a frequency of millions per 
second, we may safely say that, the greater the frequency, the 
more perfect is the annulment of screening by the paper; and 
this statement holds also if the paper be thoroughly blackened 
on both sides with ink, although possibly in this condition a 
greater frequency than 50 to 100 per second might be required 
for practical annulment of the screening. 

Now, suppose, instead of attractive force between the two 
bodies separated by the screen, as our test of electrification, that 
we have as test a faint spark, after the manner of Hertz, Let 
two well insulated metal balls, A, 5, be placed very nearly in 
contact, and two much larger balls, E, F, placed beside them, 
with the shortest distance between E, F sufficient to prevent 
sparking, and with the lines joining the centres of the two pairs 
parallel. Let a rapidly alternating difference of potential be 
produced between E and F, varying, not abruptly, but according, 
we may suppose, to the simple harmonic law. Two sparks in 
every period will be observed between A and B. The interposition 
of a large paper screen between E, F, on one side, and A, 
on the other, in ordinary hygrometric conditions, will absolutely 
stop these sparks, if the frequency be less than, perhaps, 4 or 5 
per second. With a frequency of 50 or more, a clean white paper 
screen will make no perceptible difference. If the paper be 
thoroughly blackened with ink on both sides, a frequency of 
something more than 50 per second may be necessary; but some 
moderate frequency of a few hundreds per second will, no doubt, 
suffice to practically annul the effect of the interposition of the 
screen. With frequencies up to 1000 million per second, as in 
some of Hertz’s experiments, screens such as our blackened paper 
are still perfectly transparent, but if we raise the frequency to 
500 million million, the influence to be transmitted is light, and 
the blackened paper becomes an almost perfect screen. 

Screening against a varying magnetic force follows an opposite 
law to screening against varying electrostatic force. For the 
present I pass over the case of iron and other bodies possessing 
magnetic susceptibility, and consider only materials devoid of 
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magnetic susceptibility, but possessing more or less of electric 
conductivity. However perfect the electric conductivity of the 
screen may be, it has no screening efficiency against a steady 
magnetic force. But if the magnetic force varies, currents are 
induced in the material of the screen which tend to diminish the 
magnetic force in the air on the remote side from the varying 
magnet. For simplicity, we shall suppose the variations to follow 
the simple harmonic law. The greater the electric conductivity 
of the material, the greater is the screening effect for the same 
frequency of alternation; and, the greater the frequency, the 
greater is the screening effect for the same material. If the 
screen be of copper, of specific resistance 1640 sq. cm. per second 
(or electric diffusivity 130 sq. cm. per second), and with frequency 
80 per second, what I have called the ‘'mhoic effective thickness'^ ^ 
is 0*71 of a cm.; and the range of current intensity at depth 
11 X 0*71 cm. from the surface of the screen next the exciting 
magnet is of its value at the surface. 

Thus (as = 20*09) the range of current intensity at depth 
2*13 cm. is of its surface value. Hence we may expect that a 
sufficiently large plate of copper of 2^ cm. thick will be a little 
less than perfect in its screening action against an alternating 
magnetic force of frequency 80 per second. 

Lord Rayleigh,in his Acoustical Observations,'’“f after referring 
to Maxwell’s statement, that a perfectly conducting sheet acts as 
a barrier to magnetic forced, describes an experiment in which 
the interposition of a large and stout plate of copper between two 
coils renders inaudible a sound which, without the copper screen, 
is heard by a telephone in circuit with one of the coils excited by 
electromagnetic induction from the other coil, in which an inter¬ 
mittent current, with sudden, sharp variations of strength, is 
produced by a '‘microphone clock” and a voltaic battery. Larmor, 
in his paper on “Electromagnetic Induction in Conducting Sheets 
and Solid Bodies"§ makes the following very interesting state¬ 
ment:—"If we have a sheet of conducting matter in the neigh¬ 
bourhood of a magnetic system, the effect of a disturbance of that 
system will be to induce currents in the sheet of such kind as 

* Collected Papers, Yol, in. Art. cii. § 35. 

t Phil. Mag. 1882, first half-year. 

Z Electricity and Magnetism, § 665. 

§ F/til. Magf. 1884, first half-year, . 
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will tend to prevent any change in the conformation of the tubes 
[lines] of force cutting through the sheet. This follows from 
Lenz’s law, which itself has been shown by Helmholtz and Thomson 
to be a direct consequence of the conservation of energy. But if 
the arrangement of the tubes [lines of force] in the conductor is 
unaltered, the field on the other side of the conductor into which 
they pass (supposed isolated from the outside spaces by the 
conductor) will be unaltered. Hence, if the disturbance is of an 
alternating character, with a period small enough to make it go 
through a cycle of changes before the currents decay sensibly, we 
shall have the conductor acting as a screen. 

‘'Further, we shall also find, on the same principle, that a 
rapidly rotating conductor sheet screens the space inside it from 
all magnetic action which is not symmetrical round the axis of 
rotation.’' 

Mr Willoughby Smith’s experiments on “ Yolta-electric induc¬ 
tion,” which he described in his inaugural address to the Society 
of Telegraph Engineers of November 1883, afforded good illus¬ 
tration of this kind of action with copper, zinc, tin, and lead, 
screens, and with different degrees of frequency of alternation. 
His results with iron are also very interesting: they showed, as 
might be expected, comparatively little augmentation of screening 
effect with augmentation of fi-equency. This is just what is to be 
expected from the fact that a broad enough and long enough iron 
plate exercises a large magneto-static screening influence; which 
with a thick enough plate, will be so nearly complete that com¬ 
paratively little is left for augmentation of the screening influence 
by alternations of greater and greater frequency, 

A copper shell closed around an alternating magnet pTOduces 
a screening effect which on the principle stated above we may 
reckon to be little short of perfection if the thickness be cm. 
or more, and the frequency of alternation 80 per second. 

Suppose now the alternation of the magnetic force to be pro¬ 
duced by the rotation of a magnet M about any axis. First, to 
find the effect of the rotation, imagine the magnet to be repre¬ 
sented by ideal magnetic matter. Let (after the manner of Gauss 
in his treatment of the secular perturbations of the solar system) 
the ideal magnetic matter be uniformly distributed over the circles 
described by its different points. For brevity call I the ideal 
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nmgnet symmetrical round tlie axis, which is thus constituted. 
The magnetic force throughout the space around the rotating 
magnet will be the same as that due to 7, compounded with an 
alternating force of which the component at any point in the 
direction of any fixed line varies from zero in the two opposite 
directions in each period of the rotation. If the copper shell is 
thick enough, and the angular velocity of the rotation great 
enough, the alternating component is almost annulled for external 
•space, and onl}^ the steady force due to I is allowed to act in the 
•space outside the copper shell. 

Consider now, in the space outside the copper shell, a point JP 
rotating with the magnet M. It will experience a force simply 
equal to that clue to M when there is no rotation, and, when 31 
•and P rotate together, P will experience a force gradually altering 
as the speed of rotation increases, until, when the speed becomes 
sufficiently great, it becomes sensibly the same as the force due 
to the symmetrical magnet J. Now superimpose upon the whole 
•system of the magnet, and the point P, and the copper shell, a 
rotation equal and opposite to that of M and P, The statement 
just made with reference to the magnetic force at P remains un¬ 
altered, and we have now a fixed magnet If and a point P at 
rest, with reference to it, while the copper shell rotates round the 
axis around which we first supposed M to rotate. 

A little piece of apparatus, constructed to illustrate the result 
experimentally, was submitted to the Eoyal Institution and shown 
in action. The copper shell is a cylindric drum, 1*25 cm. thick, 
closed at its two ends with circular discs 1 cm. thick. The 
magnet is supported on the inner end of a stiff wire passing 
through the centre of a perforated fixed shaft which passes through 
a hole in one end of the drum, and serves as one of the bearings; 
the other bearing is a rotating pivot fixed to the outside of the 
other end of the drum. The accompanying sections^, drawn to a 
scale of three-fourths full size, explain the arrangement sufficiently. 
A magnetic needle outside, deflected by the fixed magnet when 
the dram is at rest, shows a great diminution of the deflection 
when the drum is set to rotate. If the (triple compound) magnet 
inside is reversed, by means of the central wire and cross bar 
outside, shown in the diagram, the magnetometer outside is greatly 


[For see BaUimmre Leetures, p. SS6.] 
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affected while the copper shell is at rest; but scarcely affected 
perceptibly while the copper shell is rotating rapidly. 

When the copper shell is a figure of revolution, the magnetic 
force at any point of the space outside or inside is steady, what¬ 
ever be the speed of rotation; but if the shell be not a figure of 
revolution, the steady force in the external space observable when 
the shell is at rest becomes the resultant of the force due to a 
fixed magnet intermediate between M and I compounded with an 
alternating force with amplitude of alternation increasing to a 
maximum, and ultimately diminishing to zero, as the angular 
velocity is increased without limit. 

If M be symmetrical, with reference to its northern and 
southern polarity, on the two sides of a plane through the axis 
of rotation, J becomes a null magnet, the ideal magnetic matter 
in every circle of which it is constituted being annulled by equal 
quantities of positive and negative magnetic matter being laid on 
it. Thus, when the rotation is sufficiently rapid, the magnetic 
force is annulled throughout the space external to the shell. The 
transition from the steady force of M to the final annulment of 
force, when the copper shelj is symmetrical round its axis of 
rotation, is, through a steadily diminishing force, without alter¬ 
nations, When the shell is not symmetrical round its axis of 
rotation, the transition to zero is accompanied with alternations 
as described above. 

When M is not symmetrical on the two sides of a plane through 
the axis of rotation, I is not null; and the condition approximated 
to through external space with increasing speed of rotation is the 
force due to /, which is an ideal magnet symmetrical round the 
axis of rotation. 

A very interesting simple experimental illustration of screening 
against magnetic force may be shown by a rotating disc with a 
fixed magnet held close to it on one side. A bar magnet held 
with its magnetic axis bisected perpendicularly by a plane through 
the axis of rotation would, by sufficiently rapid rotation, have its 
magnetic force almost perfectly annulled at points in the air as 
near as may be to it, on the other side of the disc, if the diameter 
of the disc exceeds considerably the length of the magnet# The 
magnetic force in the air close to the disc, on the side next to the 
magnet, will be everywhere parallel to the surffice of the disc# 



232. On a New I'obm or Air Leyden, with Application 
TO THE Measurement or Small Electrostatic Capacities. 

[From Roy, Soc, Proc, Vol lit. 1893 [June 2, 1892], pp. 6—10 ; Ndture, 

Yol. XLYi. [June 30, 1892], pp: 212, 213; LuTih. Mec. Yol. XLV. July 10, 

1892, pp. 139—141.] 

In the title of this paper as originally offered for comruTini- 
cation ^'Air Condenser'' stood in place of ''Air Leyden^' bat it 
was accompanied by a request to the Secretaries to help rue to 
a better designation than‘‘Air Condenser” (with its ambiguous 
suggestion of an apparatus for condensing air), and I was happily 
answered by Lord Rayleigh with a proposal to use the word 
leyden ” to denote a generalised Leyden jar, which I have gladly 
adopted. 

The apparatus to he described affords, in conjunction with a 
suitable electrometer, a convenient means of quickly measuring 
small electrostatic capacities, such as those of short lengths of 
cable. 

The instrument is formed hy two mutually insulated metallic 
pieces, which we shall call A and constituting the two systems 
of an* air condenser, or, as we shall now call it, an air leyden. 
The systems are composed of parallel plates, each set hound 
together by four long metal bolta The two extreme plates of 
set A are circles of much thicker metal than the rest, which are 
all squares of thin sheet brass. The set B are all squares, the 
hottom one of wbdch is of much thicker metal than the others, 
anai the plates of this system are one less in number than the 
plates of system A, The four bolts binding together the plates 
of each system pass through well-fitted boles in the corners of the 
squares; and the distance from plate to plate of the same set is 
regulated by annular distance pieces which are carefully made to 
fit the boltj. and are* made: exactly the^same in all respects. Each 



1892 ] 


ON A NEW FORM OF AIR LEYDEN 


531 


system is bound firmly together by screwing home nuts on the 
ends of the bolts, and thus the parallelism and rigidity of the 
entire set is secured. 

The two systems are made up together, so that every plate of 
B is between two plates of A, and every plate of except the 
two end ones, which only present one face to those of the opposite 
set, is between two plates of B, When the instrument is set up 
for use, the system B rests by means of the well-known ^^hole, 
slot, and plane arrangement*,” engraved on the under side of its 
bottom plate, on three upwardly projecting glass columns which 



are attached to three metal screws working through the sole plate 
of system A, These screws can be raised or lowered at pleasure, 
and by means of a gauge the plates of system B can be adjusted 
to exactly midway between, and parallel to, the plates of system 
A. The complete leyden stands upon three vulcanite feet attached 
to the lower side of the sole plate of system A. 

In order that the instrument may not be injured in carriage, 
an arrangement, described as follows, is provided by which system 

* Thomson and Tait’s Natural iPhitosophy^ § 198, example 3.' 
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J5 can be lifted from off the three glass coluiuns and firiuly cliunped 
to the top and bottom plates of system A. 

The bolts fixing the corners of the plates of system i B are 
made long enough to pass through wide conical holes cut in the 
top and bottom plates of system A, and the nuts at the top end 
of the bolts are also conical in form, while conical nuts are also 
fixed to their lower ends below the base plate of systtmi 
Thumbscrew nuts, /, are placed upon the upper ends <d the bolti 
after they pass through the holes in the top plate of systcun /L 

When the instrument is set up ready for use theses thumb¬ 
screws are turned up against fixed stops, g, so (is to bit well (dear 
of the top plate of system A ; but when the instrument is packitd 
for carriage they are screwed down against the plate*, until tlic^ 
conical nuts mentioned above are drawn up into the conie4il holc?8 
in the top and bottom plates of system A ; system B is thus 
raised off the glass pillars, and the two systems are securely lockt^l 
together so as to prevent damage to the instrument. 

A dust-tight cylindrical metal case, A, which can btj Cfiisily 
taken off for inspection, covers the two systems and fits on to a 
flange on systemdd. The whole instrument, as said above, rests 
on three vulca,nite legs attached to the base plate of system A } 
and two terminals are provided, one, i, on the base of system 
A, and the other, j] on the end of one of the comer bolts of 
system B, 

The air leyden which has been thus described is used m m 
standard of electrostatic capacity. In the instrument actimlly 
exhibited to the Society there are twenty-two plates of the 
system B, twenty-three of the system A, and therefore forty- 
four octagonal air spaces between the two sets of plates. The 
thickness of each of these air spaces is approximately 0*301 of 
a centimetre. The side of each square is 10*13 cm., and there¬ 
fore the area of each octagonal air space is 85*1 sq* cm. The 
capacity of the whole leyden is therefore approximately 
44 X 85T/(4*7r x 0*301), or 990 cm. in electrostatic measure; or 
lTxl0“^» C.G.S., electromagnetic measure ; or 1*1 x 10“« faraAi^ 
or IT X10*”* microfarads. This is only an approximate estimate 
founded on a not minutely accurate measurement of dimensioEi, 
and not corrected for the addition of capacity, due to the 
. and projectmg angles of the squares and the metal cover* 
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I hope to have the capacity determined with great accuracy 
by comparison with Mr Glazebrook’s standards in Cambridge. 

To explain its use in connexion with an idiostatic electro¬ 
meter for the direct measurement of the capacity of any insulated 
conductor, I shall suppose, for example, this insulated conductor 
to be the insulated wire of a short length of submarine cable core, 
or of telephone, or telegraph, or electric light cable, sunk under 
water, except a projecting portion to allow external connexion to 
be made with the insulated wire. 



Fig. 2. 


The electrometer which I find most convenient is my ^^multi¬ 
cellular voltmeter,’' rendered practically dead-beat by a disc under 
oil hung on the lower end of the long stem carrying the electric 
“needles” (or movable plates). In the multicellular voltmeter 
used in the experimental illustration before the Royal Society, 
the index shows its readings on a vertical cylindric surface, which 
for electric light stations is more convenient than the horizontal 
scale of the multicellular voltmeters hitherto in use; but for the 
measurement of electrostatic capacity the older horizontal scale 
instrument is as convenient as the new form. 
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To give a convenient primary electrification for the measure-, 
ment, a voltaic battery, FF' (fig. 3), of about 150 or 200 elements, 
9 f each of which the liquid is a drop of water held up by 
capillary attraction between a zinc and copper plate about 1 mm. 
asunder. An ordinary electric machine, or even a stick of rubbed 
sealing-wax may, however, be used, but not with the same facility 
for giving the amount of electrification desired as the voltaic 
battery. 



Pig. 3. 


One end of the voltaic battery is kept joined metallically to a 
wire, TF, dipping in the water in which the cable is submerged, 
and with the case G of the multicellular, and with the case and 
plates A of the leyden, and with a fixed stud, S, forming part 
of the operating key to be described later. The other end of the 
voltaic battery is connected to a flexible insulated wire, iTi*, 
used for giving the primary electrification to the insulated wire 
/ of the cable, and the insulated cells II of the multicellular kept 
metallically connected with J. The insulated plates, 5, of the 
leyden are connected to a spring, JfjC, of the operating key 
referred to above, which, when left to itself, presses down on the 
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metal stud 8, and which is very perfectly insulated when lifted 
from contact with Shy s. finger applied to the insulating handle 
K. A second well insulated stud, S', is kept in metallic connection 
with J and J (the insulated wire of the cable and the insulated 
cells of the multicellular). 

To make a measurement the flexible wire F is brought by 
hand to touch momentarily on a wire connected with the stud S', 
and immediately after that a reading of the electrometer is taken 
and watched for a minute or two to test either that there is no 
sensible loss by imperfect insulation of the cable and the insulated 
cells of the multicellular, or that the loss is not sufficiently rapid 
to vitiate the measurement. When the operator is satisfied with 
this he records his reading of the electrometer, presses up the 
handle K of the key, and so disconnects the plates B of the 
leyden from 8 and A, and connects them with S', J, I. Fifteen 
or twenty seconds of time suffices to take the thus diminished 
reading of the multicellular, and the measurement is complete. 

The capacity of the cable is then found by the analogy:— 
As the excess of the first reading of the electrometer above the 
second is to the second, so is the capacity of the leyden to the 
capacity of the cable. 

The preceding statement describes the arrangement which is 
most convenient when the capacity of the cable exceeds the 
capacity of the leyden. The plan which is most convenient in 
the other case, that is to say, when the capacity of the cable is 
less than that of the leyden, is had by interchanging B and J 
throughout the description. In this case, a charge given to the 
leyden is divided between it and the cable. The eap^ity of the 
cable is then found by the analogy:—As the second reading of 
the electrometer is to the excess of the first above the second, so 
is the capacity of the leyden to the capacity of the cable. 

A small correction is readily made with sufficient accuracy, 
for the varying capacity of the electrometer, according to the 
different positions of the movable plates, corresponding to the 
different readings, by aid of a table of corrections determined by 
special measurements for capacity of the multicellular. 
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233. Instructions for the Observation of Atmospheric 
Electricity for the use of the Arctic Expedition 
of 1875. 

[From the Manual of the Natural History, Geology^ and Physics of Greenland^ 
prepared for the use of the Arctic Expedition of 1875, under direction 
of the Arctic Committee of the Royal Society. London, 1875, 8vo. 
pp. 20—24.] 

The instrument to be used is the portable electrometer de¬ 
scribed in.Sir Wm. Thomson’s reprint of “Papers on Electrostatics 
and Magnetism,” §§ 368—378*. Full directions for keeping the 
instrument in order, preparing it for use, and using it to make 
observations of atmospheric electricity, are to be found in sections 
372—376; these are summarized in the following short practical 
rules:— 

I. The instrument having been received from the maker with 
the inner surface of the glass, and all the metallic surfaces within, 
clean and free from dust or fibres, and the pumice dry. To 
prepare it for use: 

(1) Remove from the top the cover carrying the pumice. 
Drop upon the pumice a small quantity of the prepared sulphuric 
acid supplied with the instrument, distributing it as well as may 
be over the whole surface of the stone. There ought not to be 
so much acid as to show almost any visible appearance of moisture 
when once it has soaked into the pumice. Replace the cover 
without delay, and screw it finnly in its proper position, and 
then leave the instrument for half an hour or an hour, or any 
longer time that may be convenient to allow the inner surface 
of the glass to be well dried through the drying effect of the 
acidulated pumice on the air within. 

(2) Turn the micrometer screw till the reading is 2,000. 
(There are 100 divisions on the circle which turns with the screw 

^ A copy of this book has been sent by the author for the use of th« officer or 
officers to whom the observations of atmospheric electricity are committed. 
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on the top outside, and the numbers on the vertical scale iriside 
show full turns of the screw. Thus each division on the vertical 
scale inside corresponds to 100 divisions on the circle; and 20 
on the vertical scale is read “ 2,000.’’) Introduce the charging rod 
and give a charge of negative electricity by means of the small 
electrophorus which accompanies the instrument. When enough 
has been given to bring the hair a little below the middle of the 
space between the black dots, give no more charge; but remove 
the charging rod and close the aperture immediately. If now the 
hair is still seen a little below the middle of the space between 
the black dots, turn the screw head in such a direction as to raise 
the attracting disc, and so diminish the attraction till the hair is 
exactly midway between the dots.. Watch the instrument for a 
few minutes, and if the hair is seen to rise, as it generally will 
(because of the electricity which has been given, spreading over 
the inner surface of the glass), turn the micrometer screw in the 
direction to lower the attracting plate, so as to keep the hair midway 
between the dots. 

(3) The insulation will generally improve for several hours, 
and sometimes for several days, after the instrument is first 
charged. The instrument may be considered to be in a satis¬ 
factory state if the earth reading does not diminish by more than 
30 divisions per 24 hours. If the maker has been fortunate with 
respect to the quality of the substance of the glass jar, the earth 
reading may not sink by more than 30 divisions per week, when 
the pumice is sufficiently moistened with strong and pure sulphuric 
acid. Becharge with negative electricity occasionally so as to 
keep the earth reading between 1,000 and 2,000. 

II. To keep the instrument in order. Watch the pumice 
carefully, looking at it every day. If it begins to look moist, 
remove the cover, take out the screws holding the lead cup, 
remove the pumice and dry it on a shovel over the galley fire. 
When cool put prepared sulphuric acid on it, replace it in the 
instrument, and re-electrify according to No. I. 

NevcT ledVB the puTydee uuwcitchedy iu the iustTUTYieifitj foi ds 
long as a week. When the instrument is to be out of use 

FOR A WEEK OR LONGER TAKE THE PUMICE OUT OF IT. 

« HI. To use the portable electrometer for observing atmo¬ 
spheric electricity: 
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(1) The place of observation, if on board ship, must be as far 
removed from spars and rigging as possible. In a sailing ship or 
rigged steamer the best position for the electrometer generally is 
over the weather quarter when under way, or anywhere a few feet 
above the tafferel when at anchor. On shore or on the ice a 
position not less than 20 yards from any prominent object (such 
as a hut or a rock or mass of ice or ship), standing up to any 
considerable height above the general level, should be chosen. 
Whether on board ship or in an open boat or on shore or on the 
ice, the electrometer may be held by the observer in his left hand 
while he is making an observation; but a fixed stand, when con¬ 
veniently to be had, is to be preferred, unless in the case of making 
observations from an open boat. 

(2) To make an observation in ordinary circumstances the 
observer stands upright and holds or places the electrometer in a 
position about five feet above the ground (or place on which he 
stands), so as to bring the hair and two black dots about level 
with his eye. The umbrella of the principal electrode being down 
to begin with (and so keeping metallic connection between the 
principal electrode and the metallic case of the instrument), the 
observer commences by taking an ''earth reading*.” The steel 
wire, with a match stuck on its point, being in position on the 
principal electrode, the match is then lighted, the umbrella lifted, 
and the micrometer screw turned so as to keep the hair in the 
middle between the black dots. After the umbrella has been up 
and the match lighted for 20 seconds or half a minute, a reading 
may be taken and recorded, called an "air reading.” A single 
such reading constitutes a valuable observation. But a series of 
readings taken at intervals of a quarter of a minute, or half a 
minute, or at moments of maximum or minimum electrification 
during the course of two or three minutes, the match burning all 
the time, is preferable. In conclusion, remove the match if it is 
not all burned away, lower the umbrella home, and take an earth 
reading. 

(3) The electric potential of the air at the point of the 
burning match is found by subtracting the earth reading from the 
air reading at any instant. When the air reading is less than 
the earth" reading the air potential is negative, and is to be 
recorded as the difference between the earth reading and the air 
* Electrostatics and Magnetism^ § 375, 
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reading with the sign — prefixed. The earth reading may be 
generally taken as the mean between the initial and final earth 
readings. But the actual earth readings and air readings ought 
all to be recorded carefully, and the full record kept. 

(4) Note and record the wind at the time of each observation, 
also the character of the weather. 

IV. Observations to be made : 

(1) At the commencement of the Expedition, in the course 
of the northward voyage, observations of atmospheric electricity 
ought to be taken regularly three or four times a day; also 
occasionally during the night to give the observer some practice 
in the use of a lantern for reading the divisions on the circle and 
of the vertical scale. 

(2) When stationary in winter quarters observations should 
be made three times a day at intervals of six hours; for example, 
at 8 a.m., 2 p.m., and 8 p.m., or at 7.30 a.m., 1.30 p.m., and 7.30 p.m. 
Whatever times are most convenient may be chosen provided they 
be separated by intervals of six hours. 

(3) It is very desirable that hourly observations should be 
made, if only for a few days, in winter and in summer. If possible 
aiTangements to do so at least for six consecutive days in winter, 
and for six consecutive days in summer should be made. ‘ The 
results will be very interesting as showing whether there is a 
diurnal or semi-diurnal period in either the Arctic winter or 
summer, as we know there is at every time of year in places 
outside the Arctic circle. 

(4) Make occasionally special observations when there is any¬ 
thing peculiar in the weather, especially with reference to wind. 

V. Special precautions: 

(1) In the Arctic climate more care may be necessary than 
in ordinary climates as to earth connections. Therefore put a 
piece of metal on the stand on which the electrometer is placed 
during an observation on board ship, and keep this in metallic 
communication with the ship's coppers or lightning conductors. 
If the electrometer is held in the hand with or without a glove, 
a fine wire ought to be tied round the brass projection which 
carries the lens, or otherwise attached to the outer case of the 
electrometer, and by this wire sufficient connection maintained 
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with the earth during aa ohservatioD. The coimection will 
probably be sufficient if a short length of the wire is laid ou the 
iee and the observer stands on it. Enough, however, is not yet 
known as to electric conductivity of ice: and to make sure it 
jacby be necessary to have a wire or chain let down to the water 
through a hole in the ice, and metallic connection kept up by 
a fine wire between this and the electrometer case during an 
observation. 

• (2) The observer’s cap (particularly if of fur) and his woollen 
clothing, and even his hair if not completely covered by his cap, 
will he apt in the Arctic climate to become electrified by the 
slightest friction, and so to give false results when the object to 
be observed is atmospheric electricity. A tin foil cover for cap 
and arms, kept in metallic communication by a fine wire with the 
hand or hands applied to the case of the electrometer or to the 
micrometer screw head, should therefore be used by the observer 
(and assistant, if he has an assistant to carry lanthorn, or for any 
other purpose), unless he-has made sure that there is no sensible 
disturbance from those causes, without the precaution. 

VI Instruments, stores, and appliances for observation of 
atmospheric electricity sent with the Expedition: 

1* Two portable electrometers, ISTos. 35 and 36, each with one 
steel wire for carrying match, one charging rod, and one electro- 
.phorus for charging the jar. 

2. Six spare steel wires (three to go with each instrument). 

3. Supply of matches ready made. (The slower the match 
burns, the better. If those supplied burn too fast, steep them in 
water and dry them again.) 

4. White blotting paper and nitrate of lead to make, more 
matches when wanted. (Moisten the paper with weak solution of 
nitrate of lead, and roll into matches with thin paste made with a 
very little nitrate of lead in the water.) 

' 5. Six spare pumices.(three for each electrometer); india 

. rubber bands to secure pumice in lead case. 

‘ 6. Eight small stoppered bottles of prepared sulphuric acid 

(four for each electrometer). 

T . *7. Tin foil and fine wire. 
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ENGINEERING SOCIETIES 


The Malta and Alexandria Submarine Telegraph Cable. 

[From Discussion- on H. C. Eoiide’s PiVPER, hut. Civ. E'n^rs. Froc. Yol. xxi. 

[Maj 13 and 20, 1862], pp. 535, 536.] 

Professor V. Tpiomson considered, that with a cable of 
eleven hundred knots, having the same sectional area and 
dimensions as the Malta and Alexandria cable, a telegraphic 
speed of ten words per minute ought to he obtained. That 
estimate was based upon actual experience of the working of the 
Atlantic Telegraph. Morse's alphabet had been used, and a 
telegraphic speed of two and a half words per minute, fully spelt 
and without ahhreviations, was attained. According to a well- 
established law, the speed of working through half the Atlantic 
cable would have heen four times the speed actually attained 
through the whole length. From the preceding data he had no 
doubt that in the case of the thirteen hundred knots, which 
fonned the entire length of the Malta and Alexandria cable, a 
speed of twelve fully-spelt words per minute might he obtained 
with instruments adapted not only for high speed, but also for 
convenience and certainty. With reference to the battery power 
which would he required, he helieTed, that the smallest battery 
power was sufficient to produce the speed he had mentioned, and 
that ten cells would be quite sufficient. 

The theoretical result from the law of the squares, using the 
data derived from the working of the Atlantic Telegraph cahle, 
and taking into account the greater lateral dimensions of the 
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Malta and Alexandria line, would considerably exceed twelve words 
per minute*. 

It was to be hoped, that the forebodings which had been 
expressed, as regarded the permanency of the cable, might not 
be realized, and either that repairs might not be required, oi 
that if required they might be successfully executed. It would 
however, be extremely unwise to lose sight of any such possible 
contingency, and in designing future submarine telegraph cables 
every effort should be made to insure the permanent protectior 
of the insulating medium. From the rapid advance of tele¬ 
graphic science and experience, he hoped that this importam 
and difficult problem would be solved, and that a submarine 
telegraph cable would be designed, constructed, and laid, witl 
the same prospect of success and permanency as a bridge, or £ 
railway. 

* This calculation has since been made, and the result gives fifteen and a hal 
words per minute for 1,330 knots of cable.—^W. T, 
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[TESTS OF TELEGRAPHIC APPARATUS.] 

I. On A New Form of Joule’s Tangent Galvanometer. 

II. On the Measurement of Electrostatic Cavacity. 

III. Tests of Battery. 

IV. Tray Bati’ery for the Siphon Recorder. 

[From Original Com:m unications, in the Journal of the Society of Telegraph 
Engineers^ Vol. I. 1872, pp. 392—406.] 

I. On a New Form of Joule’s Tangent Galvanometer. 

Nearly thirty years ago Joule showed how to make a good 
tangent galvanometer*. Yet, up to the present time, the tangent 
galvanometer described in the text-books and made by the chief 
instrument makers has for needle a heavy steel bar two or three 
inches long, supported by an agate capsule on a steel point; and 
it is nowhere properly placed except in a historical museum. It 
is certainly useless in the laboratory or the electrician’s testing 
room. 

Joule’s improvement, subsequent to the meeting of the British 
Association at Cork in 1843, consists in substituting for the point 
and agate capsule, suspension by a single silk fibre ; for the great 
steel bar, a very light needle about a quarter inch long, or, at the 
most, half an inch; or two or more such needles cemented parallel 
to one another on an exceedingly light cradle: and for the bar 
itself as pointer, an exceedingly light glass rod or tube cemented to 
the needle or cradle, pointing degrees of deflection on a graduated 
horizontal circle. The cradle ought to be the very lightest that 
can bear the needles, and the glass pointer the lightest that can 
bear its own weight without drooping to an inconvenient extent. 
By fulfilling these conditions, and particularly by making for the 

* Not before tRe Meeting of the British Association at Cork, in 1843, certainly; 
not long after, probably. See, in the Associatian’s Report of that year, abstract 
of bis paper “ On a (S-alvanometer.” 
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pointer a glass tube about six inches long, and so light that its 
ends droop about a quarter inch each below the level of its middle, 
and by making the floor and glass roof of the case protecting it 
from currents of air as close together as they can conveniently be 
to allow the pointer freedom to turn without touching them, Joule 
long ago produced an instrument with the distinguishing merit of 
my more recent “ dead-beat mirror/’ When the current through 
the coil is suddenly made, or reversed or broken, the indicator 
moves direct to its fresh position without shooting past it, and 
reaches it sensibly in, at the most, two or three seconds of time, 
I do not think it an exaggeration to say that, with an instrument 
having these qualities, as many accurate observations can be made 
in ten minutes as can be made in an hour with the ordinary 
instruments which oscillate most tediously before settling suf¬ 
ficiently to show the position of equilibrium. With an instrument 
constructed for the University of Glasgow, about twenty-five yean 
ago (by Mr Dancer of Manchester, under the direction of Jouk 
himself), in which the circle is six inches diameter, and is divider 
into degrees and halves of a degree, I find that by using reversals 
and taking the means of the four readings of the two ends o 
the needle in the two positions, I can readily obtain results 
trustworthy to within 2' or 3', of the true value of the singh 
deflection. 

The new form of Joule’s instrument, now before the Society 
has several modifications, which I have introduced chiefly t< 
render it more convenient for the practical electrician, but partly 
also, to save time in measuring the resistances and intensities o 
galvanic elements in the scientific laboratory. These modification 
are: 

No. 1. Instead of a single fixed coil, two coils, supported o: 
gebmetrical slides, so as to he movable to different distance 
from the needle, in the direction peirpendicular to the magneti 
meridian on the two sides. 

No. 2* Simple appliance to produce change from connectio 
of the two coils in series, to connection in double arc, when one c 
them is brought nearer to the needle than a certain position o 
its slide. 

, No. 3. Two long coUs, with a great number of convolution 
of fine wire, so as to give a resistance immensely greater than the 
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of any single element, or even battery, to the measurement of 
which the instrument is to be frequently applied. 

No. 4. Copper wire of high conductivity, a condition which, 
so far as I am aware, has never been attended to in any tangent 
galvanometer hitherto made, except a few by White, including 
the instrument now before the Society. 

No. 5. Division of the scale, to show equal differences of 
tangents of the angles, from zero, instead of equal angular differ¬ 
ences. 

No. 6. Simplified details of suspension and adjustment, in¬ 
cluding an exceedingly convenient mode devised by Mr White 
for lifting the cradle, and supporting it firmly, without breaking 
the fibre, so as to render the instrument readily portable. 

The object of No. 1 is to render the instrument readily 
applicable to test the resistances and intensities of batteries of 
from 2 to 100 cells. The object of No. 2 is to give sufficient 
sensibility for satisfactorily measuring the intensity of a single 
DanielFs cell. The object of No. 3 is to give the simplicity of 
the method by electrometer, to testing the resistance and intensity 
of a battery by galvanometer. The object of No. 4 is obvious, and 
it is worthy to be noticed by the Society of Telegraph Engineers, 
that it has hitherto been so lamentably neglected. The object of 
No. 5 is to avoid the necessity of using a table of natural tangents, 
and to save time when numerous tests have to be made. 

The instrument shown this evening to the Society is merely 
a rough first trial towards the construction of a galvanometer 
fulfilling the conditions I have described. I hope at a future 
meeting to be able to show an instrument with the constructive 
details improved in many important particulars. Such an instru¬ 
ment, ordered by Mr Saunders for the Eastern Telegraph Company, 
is now being made by Mr White, and a sufficient description, if not 
the instrument itself, will I hope soon be placed before the Society. 
Among other improvements it will have a plain mirror of silvered 
glass, instead of white paper, for the floor of the case, in the 
immediate neighbourhood of the graduated arc. This, according 
to a well-known old German plan, will greatly promote accuracy in 
reading the deflections, by facilitating the avoidance of parallactic 
error. 


K. V. 


35 
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IL 0^1 THE Measueement of Electrostatic Capacity. 

The ordinary methods of measuring electrostatic capacity, in 
which a galvanometer is used to measure the electro-magnetio 
impulse, oa the same dynamical principle as that adopted by 
Robins in his hallistie pendulum, are liable to very serious 
obj ections: 

No. 1. .:It is difficult to secure that the whole duration* of the 
impulse shall ■ be a sufficiently small fraction of the needle’s, 
period. 

No. 2. The resistance of the air or of other fluid employed to 
damp the vibrations of the needle, directly aflfects the observed 
throws, to amounts which cannot easily, if at all, be determined 
with accuracy. 

No. 3. On account of (1) and (2) it is necessary for accuracy 
that the period be long, and the resistance against the motions of 
the needle so small that the diminution of amplitude in successive 
swings shall be small. An instrument fulfilling these conditions 
is exceedingly inconvenient for practical use, because it is difficult,, 
or at least tedious, to get the needle brought to rest, as it must 
be before tahing a discharge upon it. Such an instrument is 
indeed rather suitable for the physical laboratory than for a cable- 
station, a ship, or a telegraph engineer’s testing room. 

No. 4. The intensity of the electro-magnetic action during 
the instant of the discharge is liable to alter the magnetization of 
the galvanometer needle (which is sometimes a fatal objection to 
the method, whether a single discharge or contrary discharges 
through a differential galvanometer be used). 

The diflSculty No. 2 has been met in practice hitherto, most 
commonly, I believe, by using a differential galvanometer to* j 
reduce the observed throw to zero, or to a small proportion of that i 

due singly to one or other of the two q[uantities compared. But j 

the use of a differential galvanometer aggravates curiously; and i 
sometimes inconveniently, the difficulty No. 1. Unless the period 
of the needle is much longer than it is in any of the galvanometers 
ordinarily used, the contrary discharges through the two coils must 
be very accurately simultaneous, to avoid giving undue influence 
to the greater of the two discharges, whichever of the two be the 
first made. 
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Whether the differential galvanometer be used, or the method 
by single discharges, the period of the needle must be many times 
greater than any that would be convenient for the practical 
electrician, if either method is to be applied to measure the 
capacity of lengths of submarine cables exceeding one or two 
hundred miles. 

De Sauty’s beautiful method (Clark and Sabine, Electrioal 
Tahlea ami Jornmke, Edition 1871, page 62), though nearly free 
from all the difficulties described above, ivhen applied to short 
lengths of submarine cable, or to condensers or other ordinary 
laboratory apparatus, is not applicable to great lengths of sub¬ 
marine cable on account of the manner in which the currents 
concerned in it are influenced by the inductive retardation. ,' 

Two methods, one or other of which I have generally preferred, 
even for laboratory work, are quite free from all the difficulties 
referred to above, and are equally applicable to' several thousand 
miles of submarine cable, and to leyden jars, or ordinary electro¬ 
static apparatus of even smaller capacity. The first of these 
methods was described at the meeting of the British Association 
in Glasgow, in 1855, and a short statement of a method virtually 
agreeing with the second was communicated to the British 
Association Committee on electrical measurements, four or five 
years ago, but no full practical description of either has been 
hitherto published. 

My first method consists of a purely electrostatic arrangement 
analogous to the method for currents commonly known as Wheat¬ 
stone's bridge. Four condensers are arranged in two series of two 
each. The two first plates A) of the two series are connected 
together. So are the two last plates (a' A'). An electrometer* 
or galvanometer is employed to test differences of potential 
between the intermediate connected plates (6, V) of one series, 
and the connected plates (B, B') of the other series, after a 
difference of potentials has heen suddenly established between 
the first plates and the last plates of the series. If the difference 
of potentials is found zero, we conclude that 

c:c':zC:G\ 

* It ^as ior this applieation that siictcen years ago I first thought of the 
‘‘divided ring olectrometex,” of which the xnodem q^tiadrant electrometer is a 
species. « ., ‘ 
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where c and c' denote the capacities of the two condensers in one 
series, and C and O' those of the other two in the same ordei-, in 
the other series. When a galvanometer is einploye<l to test the 
difference of potentials, its circuit must not be made unt il tinn^ 
enough has been allowed for the establi.shment of electrostatic 
equilibrium among the condensers. The time reipiired foi' this 
is a very small fraction of a second, in ordinary laboratory work, 
and in applications of the method to short kuigths of siilunarine 
cable, or to the testing of condensers of hundreds of inicrofiiradK, 
provided there is no resistance of more than a few ohms in any of 
the connections concerned. On the other hand, in tiwting con¬ 
siderable lengths of submarine cable (or in experiments in which, 

_ A _ _ n _ 

o “ :■ 

. 



1 / 


Kg. 1. 

as with Varley’s “artificial line,” condensers of great capacity are 
connected through great resistances) two, three, or nna’e sccotids 
may be necessary before the zero test can be taken. To pr^lnce 
the zero, one or more of the four capacities c, c', 0, O' must be 
altered by a proper method of adjustment. When an electrometer 
is used, and when the insulation is very giKxi, the zero may la; 
obtained by this adjustment, without a fresh electric charge; but, 
after having obtained the zero, it will, of course, be right to dis¬ 
charge the apparatus and re-test with fresh charge. On the 
other hand, when a galvanometer is used, the condensers must be 
thoroughly discharged, then re-charged and left for time enough 
to sec^e electric equilibrium before testing again the desired 
eqmhty of potentials by the (quasi-bridge) discharge through the 
galvanometer: and so after repeated trials the adjustment of 
capacities givmg zero effect on the galvanometer, and therefore 

^ro?^m?'T''Y V ^ The details of this 

method admit of much variation, according to the nature and 
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character of the investigation to which it is applied, and of the 
available instruments. One way of carrying it out, adapted to very 
small capacities, is fully described in a paper entitled “ Measure¬ 
ment of Specific Inductive Capacity of Dielectrics,'’ by John 
Gibson, M.A., and Thomas Barclay, M.A .—Transactions of the 
Royal Society, Feb., 1871. 

My second method is still analogous to the Wheatstone bridge, 
but differs from the first in this, that one only of the two connected 
series consists of condensers, and that the other is a line of current 
through resistance. The two condensers (c, c') to be compared are 
put in series, that is to say, one plate of the condenser c, which 
will be called its second plate, is put in connection with one j)late 
of condenser c\ which will be called its first plate. The first plate 
of condenser c will be called a, the connected second plate of c and 


a 



a' 


Fig. 2. 

first plate of c' will be called b, and the second plate of c' will be 
called a\ Join a and a' in metallic connection through a wire 
aBa' of not less than several thousand ohms resistance, and let B, 
a point in this line of conduction, be put in connection with one 
terminal of an electrometer or galvanometer, the other terminal of 
which is to be occasionally connected with 6, by a make and break 
key, M. To commence, make and break contact at M several 
times, not too rapidly, and observe the effect on the indicator 
whether of electrometer or of galvanometer. Then with contact 
at M broken, establish a difference of potentials between a and a! 
by means of a battery, and after time has been allowed for electric 
equilibrium between c and c', make contact at M, and keep it 
made for a sufficient time. Then break contact at M and reverse 
the batteiy electrodes between a and a'. Then after sufficient 
time for re-establishment of electric equilibrium between c and c', 






550 


SOCIEXr OF TELEORAPH El^GIlCEERS 


make contact at M. The ratio of the resistances JS, jR', hetAveen 
a and B, and between B and a' must be adjusted bjr varying one 
■ or both of thena until the effect of making .contact at M is the 

same with successive reverse applications of the battery to ci and 
a'. (This effect will be zero, generally, in laboratory and factory 
tests, but, because of earth-cun'ents, not exactly so in a submerged 
cable.) When the adjustment has been, satisfactorily made, we 
conclude that 

R':Jt::c:c'. 

! This method is applicable, notwithstanding earth-currents in 

; moderation, to measure the resistance of a submerged cable of two 

or three thousand miles length, with only a single microfarad as 
^ . standard for capacity, and a battery of not more than 100 cells to 

charge it. 

Ill Tests of Battery. 

;■ To measure the intensity and resistance of a cell or series of 

cells, use a galvanometer with a very long coil, and add resistance 
to it to make up a total resistance many times greater than the 
i ‘ greatest internal battery resistance to be measured. A tangent 

galvanometer of the new form made for this purpose, with arc 
divided according to tangents, so that the readings on its scale are 
' simply proportional to the currents, is very convenient. The 

resistance of its coils in series is about 4000 ohms, and by varying 
; ? . hhe distance of the coils from the needle it may be applied without 

any other change of adjustment to any battery of from one to 
fifty cells. A mirror galv'anometo with strong controlling magnet 
or magnets to give very quick action to the needle is also very 
‘1^- , convenient. Its sensitiYeness will still he sufficient to require the 

b ; addition of from one hundred to four hundred thousand oh ins resist- 

j. ‘ anee to its circuit. The proper degree of sensitiveness ought to be 

I ‘I produced by controlling magnets and by adding resistance; with- 

j’’ ; ' case applying a shunt to its coil. The galvanometer 

I ' ♦ should be kept in one place, and cohveiiieiit leading wires used as 

j; ' «l^trodes frxina whatever ceU or battery The suspending 

i . whether the mirror or the tangent galvanometer be used, 

i must be so fine as not sensibly to disturb the zero. To make an 

observation, provide a suitable resistanee coil, which for brevity 
i -will be c^ed Ibe shunt This coil should have tlick flexible 
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<‘lectrodcs convenient for direct application to the two terminals 
of the cell or battery to be tested. Its resistance may be anything 
from about one half, to two or three times the resistance of the 
battery to be tested. Its length ought never to be less than t^vo 
metres for testing a single cell; or twice as many metres as there 
are cells in the series to he tested. If its resistance is to be 
anything lower than one ohm it may be conveniently made by 
a strand of two, three, or more wires twisted together. These 
wires may he silk-covered or cotton-covered, copper or German 
.silver. Or bare wire of either metal may be used: and if so the 
strand must \hi taped, or otherwise sufficiently insulated, to 
securely separate the different turns in the coil from metallic 
conkKit with one another. If too short a length is used the 
heating action of the cell is too great; and therefore although 
two metres may he allowed as a minimum, a considerably greater 
length is preferable. When the length is only two metres per cell 
tested, the current ought not to be allowed to flow through the 
shtint for more than two or three seconds at a time,.or it may 
become too much heated^. 

To nmke an obBorvation:—First observe the deflection (D) pro¬ 
duced by the biittery through the simple circuit of the galvanometer, 
and added resistancti if any. I'hcn apply the shunt direct to the 
terminals of the battery, making sure of good contacts; and observe 
the reduced deflection D'. Lot S be the resistance of the shunt, 
ami B the resistance of the battery, we have 

If D - n is too Hinall a number of divisions to give a good result, 
a shunt of l€ 3 ss resistance must •bo used. If, on the other hand, 


♦ If the mvrmi m kept flowing through a copper wire, with an electromotive 
force amcnintiog to that of one good Daniell’s cell per n metres, the temperature of 
the wire would rim at the rate of ir^n^ degrees centigrade per second, were no heat 
allows to leave it. 

t The [corrected] rigorous formula is as follows: 


IlzzS 


D-D' 


-where 0 denote* the reeMtanoe of tto gelvanometer eirouit-that is to aay, the 
reAtance of the galvanometer ooil, together with the added r^Utance if there is 
any. When Q i* veiy great in comparieon with B, Qjp+S] is very nearly unity, 
eo ttiat the numerator beoomea 1) - D', nearly enough tot practical purpo^; ana 

HjCt Wag a mtf small fraettou the denoiiainator hwomes nearly eaou^ ■ ; us 

we havHhi simple approximate formula in the text ' 







552 


SOCIETY OF TEX.F/iEAPH ENGINEKRH 


D' is too small, a shant of greater reHistance muHi bi* iiwkL Wlum 
a battery consisting of any number (ii) of ccIIh in series in thus 
tested, Bjn is the mean internal resistance per cell Whcui a single 
cell is tested, B is simply the resistance of that coll. The inttmsily 
of the cell is inferred from the single deflection IJ, l>y noting whiit 
a single cell of good quality would give when t(‘Hted in the winie 
way. Thus, if V denote the deflection which wouhl bt? produced 
by the electromotive force of one volt, a singlet good Dariicir.H cell 
would give a deflection equal to 1'07 x F. By applying <^>nce for 
all a good Danielfs cell and dividing the obsttrvecl dcdleciicai by 
1'07, we have a fair approximation to the value of V the 
particular adjustment of galvanometer used. Of eoursr% if the 
adjustment is changed, the value of F nmst be re*deff?rinined. 
Supposing, then, F to be known for the adjustment aeiufilly umt 
at any time, we have £^ = D/F, where E denoU‘H the inteiiHity of 
the electromotive force, in volts, of the cell or batt«*ry in the 

process described above. If Ejn is found to be mucdi lesn than 
1-07 the battery is defective in intensity. Let E l)e the ifleetm- 
motive force of the battery in volts, B its intc^rnal rc’siHtHiice, and 
R the internal resistance of the electro-magnetic coiln through 
which its circuit is completed when at work, eiieh rec»koiied in 
ohms. The quantity of electricity circulating |ku’ second will be 
jB/(jB4'jB) reckoned in terms of a unit equal to the qiuintity 
required to charge a condenser of one farad to a potential of one 
volt. The quantity of zinc dissolved in each cell amounts there¬ 
fore to xE/{B-\- R) grammes per second, or 1*2 x Ej{B 4* ii] 
grammes per hour, and the quantity of sulphates of cop|M*r uikmI ii 
4*75 X EI(B 4- R) grammes per hqur. 

For example, suppose twenty of the ordinary recorder trays in 
good condition to be employed. The electromotive forcii will k 
about 21 volts, and the whole internal resistance iiboiife 8 ohina 
The coils of the electro-magnet, if in series, will give a resist¬ 
ance of about 14 ohms.' Putting then .^*21, 
we have 4*7'5 x 21 ~17, that 'is 6*9 grammes, for the corisuiiiptioB 
of copper in each cell per hour, or 100 grammes* in seventeta 
hours. 

The eflSciency of the whole battery, and of each call of ii 

* TMs' is as nearly as may be at tke rate of four oimew in 19 li0ur% or a 
in 76 hours. An ounce avoirdupois is 28*3 grammes. I lb. is 4m g»iii««. 



1872 ] 


TESTS OF BATTERr 


553 


separately, when actually at work on the recorder electro-magnet, 
is to be tested as follows, without in any way interrupting or 
disturbing the use of the instrument for signalling:—Carry 
electrodes from the galvanometer first to the two terminals of the 
electro-magnet, and observe the deflection D. Then place them 
successively upon the two terminals of each cell, and observe the 
deflections in each case, i)i, Dg, etc. It will be found that the 
sum of these is equal to D, At any time when the instrument is 
not required for signalling, the intensity and the resistance of each 
cell may he determined, without the use of a separate shunt, by 
the following process which will he found very easy and convenient 
in practice:—Keep the electrodes of the whole battery on their 
proper places on the terminals of the electro-magnet coil, and find 
jD as above. Then as above find Dj. Then without moving the 
galvanometer electrodes from the terminals of the first cell, break 
the electro-magnet circuit by the proper make and break switch. 
Let D{ be the deflection then observed. Proceed similarly for 
each of the other cells, and let A, A', etc., be the observed 

deflections. Then if A, A, denote the resistance of the 
several cells, and A? A? <^tc., their intensities, we have 

E, = 1-07 X , E, = 1-07 X ^, etc. 

0 1 / 

JB, = R ^, B, = R , etc. 

where R denotes the resistance of the electro-magnet coil. In the 
recorder as now made, M will be about 16 ohms when the two coils 
are in series, and about 4 ohms when they are connected in double 
arc. Let C be the deflection given by a good DanielFs cell direct 
through the galvanometer. The actual efficiency of the whole 
battery, as working on the electro-magnet reckoned in volts, will 
be 1*07 X DjC; and the efficiency of the several separate cells, in 
terms of the same unit, will be 1‘07 x A/A ^ A/A 

In observing the deflection for each cell, be careful to note its 
direction. There might be a fair degree of deflection from any 
one cell of a battery in series, but yet its direction might be 
opposite to that corresponding to positive efficiency. This would 
he the case, foi* example, if, in a battery of ii cells in good order 
as to intensity, the resistance of any one cell exceeds one nih part 
of the sum of all the resistances, internal and external, in the 
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circuit. When thin in found to hv tlio enm* for jiiiv roll, 
short circuit it immediately, or refn‘Hh it l*y ei nf 

sulphate of copper. 

The cells in actual une are to be teHi«‘d, in llie iniiiiiioT jir^. 
described, as frequently as is necc^sHary to make of their 
efficiency. Until a cell has k*en a forlnighi at work, it. will 
generally speaking, not show any failure in efliim'iiey * 
through want of sulphate of coppm*. 

Supposing 14,000 grammes to Ihi tin* wtdglii of water in i iirli 
tray, the dissolution of 840 gmmines (»f zine will raija* tlif* s|ieeifii* 
gravity from IT to 1*3. This would result frtan the rtiiii4iiiiipti«*ii 
of 3400 grammes (or 120 ounces) of Kulphati* <4 eojijau*. 
account of the quantities of sulphati* of €i>pi>er put inte l riij% 
from time to time; also occasionally, before putting iit tin*' trr*sh 
sulphate of copper, test the specific gravity by ii byiiroineter. 
Before the specific gravity of the stratum lic|uid bw el \vitli I lie 
zinc grating reaches 1*35, draw out some of tin* liquor, mid poiir 
fresh water into the space over the zinc. 

IV. Tray Battery foe the Sifhoh 

The battery consists of square wooden trays linerl witli 
and zinc gratings resting in them on wooden or siorie-ware profm. 
In the lower edge of each tray, on the outside, a griaivr* m tuit to 
facilitate pouring in fresh water over the zincs, during tin* nm* of 
the battery. A stout copper wire is soldered to the lend lip 
each tray, to facilitate making connection to elecliiMb^ 
required To allow the deposit of cop|)er to be ritmlily rciinu cil, 
a narrow slip of sheet copper is soldered to the liwl iioiir I lie 
middle of the bottom of each tray, and all the rest of ihi^ Ic^ad 
both over the bottom and on the slant sides is euridiilly c«iiitod 
with paraffin, bees-wax, or other non-conducting siirli ns 

varnish of any convenient kind; and a piece of dutch mein! pitjMfri 
with, its metallic side up, and with the slip of eoppitr jwwsirig 
through a hole in it' to its upper side, is piusted flat down ov**r fJic 
varnished bottom. The slip is then bent and sprung iih to 
press with its end firmly on the metallic surface. 

The .same object, may be attained by the following iilturiiiitiff 
process,, with-, less trouble, in <mse of setting up i##ih old ki^l 
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trays, which, from want of the precaution, have been ruffled by 
a. deposit of copper adhering to them too firmly to be removed. 
The whole of the lead, bottom and slant sides, of the tray, must 
be thickly varnished, except a small area of a quarter of an inch 
diameter at the centre, which must be cleaned so as to present a 
fresh metallic surface, to make contact with a sheet of copper 
placed in the bottom of the tray, and to receive enough of deposited 
copper to establish a permanent metallic connection between the 
lead and the sheet of copper. To make sure of an initial contact 
between the copper and the lead, a burred hole is made in the 
centre of the sheet of copper (by a round-headed punch, the 
copper being placed on a piece of soft wood) before it is put into 
the tray. The under surface of the copper plate must be also 
carefully varnished except the buiT projecting downwards. In 
laying the sheet of copper in the bottom of the lead tray, it must 
be so placed that the burr presses on the clean portion of the lead. 
When properly placed, secure it by wax at its comers and edges 
so as to prevent it from shifting, and to keep it lying flat in case 
of any part of it showing a tendency to curl up. 

Each zinc is to be protected by a square of parchment paper 
bent round below it, and folded neatly at the comers and fixed 
with sealing wax*. Care must be taken that the edge of the 
paper be generally | inch (and in no place less than a | inch) 
above the upper level of the bars of the zinc grating. It must be 
bound firmly to the zinc, by twine passing under the parchment 
paper, and tied over the zinc above; also by a long piece of twine 
several times round the square. Each lead tray should have a 
stout copper wire soldered to it, projecting about three inches 
from one corner. 

To support a pile of trays take four blocks of wood each four 
or five inches square in horizontal dimensions and of any convenient 
height: and place them in positions to bear the four corners of a 
tray. The pile must be so placed as to give ready access to each 

* Press the paper against the zinc between finger and thumb on each side of 
the coiner and draw the bight or bend of the paper diagonally away from the 
comer; then fold the bight round the vertical corner of the zinc, and press it 
against the flat zinc surface on one side or other of the comer. Secure with 
sealing wax in the bight, and where one side of it is pressed against the paper on 
the vertical zinc surface. Then tie it round carefully with cord in the manner 
described in the text. 
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of its nicies. Put a pieeo of thick nheet gutta,-]M‘rrha., nix 
square, on the top of c‘Heh of thct w<H«leri Ki|uiiri*s, and k\y 

down the first tray upon them, nc^cung that it in priijM»rIv !rvrll***l. 
Put four hard wood or stone Ifiockn, eac'*h iiadi fuilw*, in 
corners of the tray, and put one of the.? zinc gratings ri'Hting 
its four cornem on these props. Put ii qunrier«siiiiinit,«‘d 
of sulphate of zinc (specifk gravity alKiut Ml into- flu* trni'» 
pouring in first bctwecui the lead and thc! pan'limiuti {m|wu% mid 
afterwards filling up to the levcd oi’ thc‘ top of tin* ziim gmliiig. 5*5' 
|)ouring some of the solution dirc’ctly m\ the zinc <»ver th«' intjp'r. 
See that the top corners of the zinc, and tJu! hotiom eoriuTt^ of ltt«* 
tray to rest upon it, are all properly tinned, and clean and dry.. 
Place a lead tmy resting with its four cornem on the? iipiaT pm* 
jeeting corners of the zinc. Place four wcskIcii or stone in 

the comers of this second tmy, put a scjcond ziric! ujsui tlimin and 
fill with solution as before. Observe in placing the triiys, to liini 
them with their grooved edges oti thet same side* of the pibf* and 
that the side most convenient for jaiuring in fresh wak^r. 1-Via*eed 
thus until a pile of from six to tc?n trays, mm i^ver the other, m 
made and filled with liquid. Solder a Ht#out co|qM*r wire for 
electrode to one of the comem of the k>p zinc. In the mitn? way 
make as many piles m are recpure<l. I.4:mve a sjaice of atioiit om? 
foot breadth between each pile and its neighlsnir. (.Jorineei 
piles in series, the top zinc of one pile k) the hmmi leml triiy of 
the next one. 

The crystals of sulphate of cop|)er to be tiscw.l should be lirulccii 
into small pieces, the larg^t not more than the size of a pci4, and 
weighed out in quantities of an ouncse owh. To put the Imlk^ry 
in action drop in four ounces to each cell; one ounce, siquiriikly 
on each side, distributing it as equally m may bo, along itn* 
between the wooden props; mid immediately after doing »>, 
circuit the cell, and keep it on short-circuit till roqiiiroci fur 
Within' a short time (ten minutes or a quarter of an hoiir| lie 
battery will be ready to act at full power. Take ciiw^ not lo drop 
in any crystals so near the com,ers m to 'Ml a^inst the woi'iclfit itr 
stone props. 

From time to time put in more sulphate of cop|Mir; iilwayt 
. re^larly four ounces to each tray, one ounce sepmitely iiloiig iiiufli 
side, as in first charing the lottery: but never put in a fw»h 
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supply of the crystals until the previous supply is nearly all used 
up. If at any time the battery is to be out of use for several days, 
short-circuit it until all the sulphate of copper is used up. The 
short-circuit should be broken when there is no sulphate of copper 
remaining in any of the trays. From time to time draw off by a 
siphon from a point a little below the lowest level of the zinc, 
enough of the liquor to sink the surface by about a quarter of an. 
inch; and then fill up to the proper height by pouring in fresh 
water by a funnel to the space above the grating bars. The 
specific gravity of the liquor drawn off each time should be tested 
by a hydrometer, and the quantity drawn off should be regulated 
so as to keep the specific gravity of the liquor in the cell at about 
from 1*15 to 1*35. 
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Some Eecent Imerotemeistts in DrisrAivco-ELECTRic Apparatus 
[and Transmission of Power THERiRr]. 

[From Discussion op Higgs’ and Eeittle’s Paper in Tnst. Uiv. Engrs. JProc. 

Yol. Lii. 1878 [Jan. 22, 1878], pp. 81--83.] 

Sir William Thomson said Dr Siemens had just brought 
forward an idea which appeared to him to be quite new, and to 
he of great practical importance ; namely, that the electric light, 
if .there were a sufficient number of lamps, could be produced 
with equal economy at a great and at a small distance. By way 
of illustration he would suppose the cost of a central station 
dispensing hy four hundred machines the electric current to 
four hundred lamps, each at a distance of 1 mile. Taking those 
four hundred miles of wire and putting them in a line, having 
four hundred engines in series, and putting the four hundred 
lamps at short distances from one another, without any change of 
circumstances, the same effect would be produced at 400 miles as 
at 1 mile. The question of the heat developed in the wire was, 
as Dr Siemens had remarked, the fundamental question with 
reference to the quantity of metal required to communicate the 
effect to a distance. It appeared to him that the most practical 
way of producing the result would be to put the wire in the shape 
of a copper tube. Having a copper tube, with a moderate amount 
of copper in its sectional area, and a current of water flowing 
through it, with occasional places to let it off, and places to allow 
water to he admitted for the purpose of cooling, there would be, 
without any injury to the insulation, a power of carrying off heat 
praetically unlimited. He believed that with an exceedingly 
moderate amount of copper it would be possible to carry the 
electric energy for one hundred, or two hundred, or one thousand 
electric lights, to a distance of several hundred miles. The 
economical and engineering moral of the theory appeared to he, 
that towns henceforth would be lighted hy coal burned at the 
pits mouth, where it was cheapest. The carriage expense of 
electricity was nothing, while that of coal was sometimes the 
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greater part of its cost. The dross at the pit’s mouth (which was 
formerly wasted) could be used for working dynamo engines of 
the most economical kind; and in that way he had no doubt that 
the illumination of great towns would be reduced to a small 
fraction of the present expense. Nothing could exceed the 
practical importance of the fact to which attention had been 
called; that no addition was required to the quantity of copper 
to develope the electric light at a distance. The same remarks 
would apply to the transmission of power. Dr Siemens had 
mentioned to him in conversation that the power of the Falls of 
Niagara might be transmitted electrically to a distance. The 
idea seemed as fantastic as that of the telephone or the phonograph 
might have seemed thirteen months ago; but what was chimerical 
then was an accomplished fact now. He thought it might be 
expected that, before long, towns would be illuminated at night 
by an electric light produced by the burning of coal at the pit’s 
mouth, or by a distant waterfall. The power transmissible by 
the machines was not simply sufficient for working sewing 
machines and turning lathes, but by putting together a sufficient 
number any amount of H.p. might be developed. Taking the 
cost of the machines required to develope one thousand h.p., he 
believed it would be found comparable with the cost of a thousand 
H.P. engine; and he need not point out the vast economy to be 
obtained by the use of such a fall as that of Niagara, or the 
employment of waste coal at the pit’s mouth. 

As to the transmissibility of different kinds of light through 
clear or foggy air, that was a matter for experimental investi¬ 
gation. Theoretically it was an exceedingly interesting question. 
The whole quantity of energy in the vibrations must be the same, 
therefore it might be expected that the absorption would be the 
same, whether the light proceeded from a small surface, as in the 
electric light, or from a much larger surface, as in oil lamps of 
lighthouses. But the mode of absorption of the vibrations 
according as the same colour was produced from one or other 
of the two sources was a question that mathematicians could not 
solve, and it could only be decided by experiment. Perhaps 
Mr Douglass could give some further information derived from 
experiments as to the relative transmissibility of light of the 
same colour from a larger area less intense, or from a smaller area 
more intense. 





0 ^ New Standard and Inspectional Electbic Measuring 

Instruments^. 

[From ^oc. Tele^. Engrs. Joitm, YoL xvir. [May 24, 188S], 
pp. 540—556, and 566, 567.] 

The general principles and many of the details of the 
instruments placed on the table for the inspection of the meeting 
are already well known, having been described in the electrical 
journals. It has been considered, however, that there are members 
of this Society who might like to see some of the instruments 
themselves, and to have a few explanations, which I maj be able 
to give personally, regarding details that have not hitherto been 
published; and that is my excuse for bringing before the Society 
a subject of which so large a part has already been published and 
is known to members of the Society. 

All the instruments which you see on this table fall under 
the designation of standard electric measuring instruments, and 
all except one depend upon Ampere’s discovery of the mutual 
action between fixed and movable parts of an electric circuit. 
The one instrument which I except is that which I hold in iny 
hand—a portable marine voltmeter or milli-ampere meter. This 
instrument, for instance, is a milli-ampere meter as it is now 
before you, but with the addition of resistances wound on the 
tubular guard surrounding the stretched wire (which I shall 
describe presently) it becomes a voltmeter. Eesistances amount¬ 
ing bo about 930 ohms of platinoid wire wound upon these 
cylinders render the instrument a voltmeter, capable of measuring 
through a range of from 90 to 120 volts. 

In enumerating the standard instruments I said that with 
one exception those to be explained this evening are founded 
upon Ampere’s discovery, and all come under the designation 
of standard electric measuring instruments. Eut there is 
another instrunoLeiifc on the table, which I shall at this time 
* [See also Nos. 209, 210,213, 214, 216 stipm.] 
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merely mention—a magneto-static current meter. This type of 
instrument I use as an adjunct to the series of standard instru¬ 
ments because it is exceedingly useful in extending the scale 
above and below the range of any one of that series. Two of the 
magneto-static species with one of the standard instruments give 
the means of measuring currents through the whole range from 
one milli-ampere up to several hundred amperes. 

I shall briefly describe the marine voltmeter before passing 
on to the other standard instruments. It consists essentially of 
an oblate of soft iron suspended in the centre of a solenoid. I am 
sorry that I am not able easily to open up this instrument in 
order that you may see the interior, but I may tell you that 
I have a more recent instrument fulfilling exactly the general 
description I shall give of this type, but with somewhat more 
convenient mechanical details, in which, by simply taking out a 
screw, I can remove the cap and show you the working parts. 
The resultant action between the electro-magnetic force due to 
the solenoid, and the oblate of soft iron with its equator oblique 
to the lines of force, is a couple; and that couple is balanced by 
the torsion of a stretched platinoid wire on which the oblate is 
suspended, the platinoid wire being kept stretched to about one- 
third its breaking weight by two springy arrangements at its two 
ends. The sketch on the board represents the type of an instru¬ 
ment which is being made in Glasgow. In that type the bobbin 
is divided for convenience, the ground plan showing two halves 
of the bobbin, which can be put together with great ease; between 
them there is a hollow cut out, sufficiently wide to let a fine 
platinoid wire pass down through the centre, bearing in the axis 
of the solenoids an oblate of soft iron. The instrument before 
you is constructed with a single bobbin, and has on that account 
complicated details which I need not now speak of, because 
I believe that I shall abandon them altogether. I feel confident 
that I shall not adhere to the type of single bobbin, considering 
the much less simplicity that it involves in the more delicate and 
vital part of the instrument, viz., the suspension of the oblate and 
the index-needle, which in the new form will be lighter, and 
therefore better adapted for working at sea, and less liable to 
damage fropn any very rough usage that it might experience in 
carriage on shore. To explain the principle of the instrument, 
I may remind you that, as Faraday. long ago showed, a long bar 
K. V. 36 
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of Hoft, iron ti’iKb io pliM'o itH li*iigtli iilMiig liil- Inm* in n 

iinitbriri liolcl of magn«»fio foro«s oinl fir n lifit 
to ifhm*. its C!<|uat4)rial pliiio* atoig tip* 1 lnwi l« 

ehoo«a l.iotAv<H!ii an ovid aii<l an t»Wati%aiiii I iVomd i}iiil iIp^ oliliit** 
mm b-etiiT—that a largor inagiii*f.i«’ iri«»iiiriii 'wm iivailiilih^ in flu* 
cireiiim«taticoH by ehoowng an oblnt*' fbnii by r'lpiii^'Ong an 
In tho c»btato UHed tho i*<j!iatoria! riiaiip-tf'r rat loo-' tintri 
a cenfcitnotri% the polar diiuiiotii’ raflno* iJoiii iiali i4 llial 
aniomit. The teialeiiey ib* *dilai<* U* jti/irr* %tH i''4jii-i!.riri,ii| 
plane in the direction the lini^H of fore*’ **f the m*h‘tpii4, m llir? 
force due to the (d«*tttrreiiiagrietie arlioii, wiiedi m li:ilaiiet*i| 
mechanically by toraioii in tin* iiae -*4 llio ifi**itriiiie-fit Tlie 
principleB upon which I mm led to the etioire *4“ llii»^ e.Miifig«mtiriii 
of iron depenikni u|Km the cireiimHlniiee iliiii m'lum m-r do iioi iim* 
axcei^ively high force in the inagiielie fiehi.iii* tipit' iJio iinigip^isi* 
tion of the iron shall be very far short of saitiirnlioie « figure «f 
a short character, in which thtire is no on** »iiniiip|er %’ery tinich 
more than twice a» long as any other diiiitir4-i*r, m iniirti !«*« 
disturbed by magnetic rntentivenetiii ihiin itn <4origiitt^tl figure. 
In the instnunents of this class the elt?«-irieiiiagri«4.i«* m vi'?iy 
nearly in exact proportion to the mpmre of sireiiglli of thci 
eurrent, which is rigorously the law of Ihii Aiii|S'*rif4«»ree ifit 
and in that respect they bear vtiiy nitieti fp'iouiitiliiiiee iht 
gmvity-baknee instramenti, by whieti tin* jM^iWe 

accuracy is to be attained. On the otbtr tiiiii«b iii iiistiiiiftefil^ 
of the clii^ to which Ayrton and Ferry's fiiiiiiiet^^r 
the force is more nearly in simple pnijsirlioti to the slrength 
of the current, owing to iron being nearly ifi a ^u%Uf 
of saturation. Thwe details will no flmilit to 

some members of the Society, for nil art* «deiiliii«t I'liotigti to 
know that consideration of d©'tail« is of the very of 

succ^ in practical work. The iibtiiiuito of eleriricvtt aiitl 
mechanical science—rudimentery fl»wiiigii tif levern, ^jiriiig»» 
solenoids, and magnets—^are valuable, but willioiit lli«» iifipiimtioa 
■of physical science in the conitnieiion nf idf^rtrir^l iii^lriitfic*tito 
—^without consideration of the c|tmliti«, bith idrdriral and 
mechardcal, of the matter mvolvad in tfio imigti of Ifn* ilrlaili— 
the instmment or pie^ of appi^mtus will not ain^wrr it# jiiirfwM, 
■ and it m really the W'orking out of wcl dotiilH ilii*t m liic life- 
work of anyone who is engg^dl in pimtim! mmmf. 
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I wish to point out one difference hetweeri this instrument 
and the type now being made. In this species of instrument the 
torque^ due to the electro-magnetic action is balanced by the 
elastic torque, or the torsional couple, as it is more commonly 
called, in this twisted wire. In the instrument before you we 
have a latent zero, and to verify the zero I must undo the 
torsion by turning the torsion-head accordingly. The range of 
the instrument is essentially limited. As it stands just now 
it is made to read from 90 volts to 120 volts. Indeed, it is 
impossible to make this a very satisfactory long-range instru¬ 
ment, except by graduated resistance-coils. The needle is 
not allowed to come to the zero at all; and my reason for 
that is that it was only so that I was able to eliminate practical 
error from change of zero in the copper and platinum wires 
which I used until lately, when. I adopted platinoid. The 
elasticity of fine platinoid wire has proved so good that, after a 
year's use of the instrument continuously in the electric light 
circuit of my house, I found, on testing it by an absolute 
standard, that the latent zero had not changed more than 
one-fifth per cent, in its effect on the indication of strength of 
current. I found, in fact, no sensible variation whatever when 
I took the twist out and verified the zero, afterwards replacing 
the twist. We all know that the permanence of the elasticity of 
this piece of wire may be considered as quite perfect; so that 
now or a hundred years hence, or even as many million years 
hence as would give the earth a very different gravitational 
force, this wire will remain constant. So that in one respect 
this portable marine voltmeter is a more constant instrument 
for all time and for every place than any gravitational instru¬ 
ment can he. At the present time gravity differs notably in 
different parts of the earth, being one-half per cent, less at the 
equator than at the poles. But for all practical purposes you 
must feel that gravity is the most constant force we have to 
deal with; although, looting at the elasticity of metals, and 
looking forward a sufficient number of millions of years, it is 
sometling interesting to know that the elasticity of a piece of 

* The word torque, ” introduced by my brother. Professor Jas. Thomson, 
often saves a great deal of awkwardness, and is exceedingly convenient when we 
have to speak, not of a couple of forces, hut of a system of elastic or other forces 
balanceable by a Poinsot conple. 


36—2 





HOCiKTV or TELKtaiAril 


rm 

iiiC!t4il m a more pemminl Hyiialaol thaii itHrlf. hitlirr 

c?In«tiic 5 ity or gravity may ilivr«*lt*ro hv i*iiirNi«irrrii |iriiriirii||y 
ijtttte pCTftKit, proviilfHi the iiiat«Tiiil of ih’ 
ill any way by bec.omiiig riiHiinl or by 

but retains its qiiiilitiew iine!iiu'ig**4 fr»ifii agr* f« liri" 

murine voltmeter in really ait aecairnt** iiini Htnmlmd 
riiit»nt, %vhili! it is perfeetly porlal>!e niiil th^ 

tii^rge. The plaiinoitbwiri! spring lias ln‘«ii k«-pt ^4.r*i.'r!'i#4 
for a eormiclerable time, and heatisl in ili** friiijii»rftliir«“ of 
boiling water, ami after sudi treiitniioit- or iujmmh m triay 
call it“thct instrument prest^rves its eniiHtiiiiey, and w*? firpl 
that turning it upside tbiwn, ronglily on 

it« side, or airrying it in a i*iib ilir*uigti it rwiigii 
does not alter the indkatioii at nib Iliil it‘ e*vrii still more 
rough usage, or long-wntiiiuial rough usiigi% m iirealoiil, slioulfl 
alter the indication, we have a remly mmm *»f iidjiisliiig iht? 
sero, even in this form now before you (and sidi tii«re eauily 
in the improved form), and so am iilisoliilely rnmlnU* m m. 
standard instrument at any morrieiil.. Tie* iwat tfiiiigi* ttml- 
n,.iquire constancy to render this a ja^roiiniid ifislrufrieiit^ are ihi? 
oblate and the platinoid wire, Tliemi are miislniiis ihiil wn 
regard an practically so thiil from to 

g«inoration that little initruint?nt will reiilly la* n 'ffiandaril 
current meter. 

This instnimant has not yet been miidi um^4 iii i«*ir I tiiiv« 
not pushed it forwartl, kteaiisa I hiwe k*eii iiii.«iiiiis to iiaiisff 
myscdf as to some of the medmtiieiil doteik; btii iin 
exaetly like the one before you hai k^eii in iisi* on kmpi *4' 
the State Line staamshiiit (the “State of Kimuh'h hm mm 
made five or six voyage mnm tliii Albinii**, b»*iwroii Ula^gciw 
and New York. ■ In the fimt four voyagea it sur^d lirr'itliiowripy 
from ovar-incandescenee, eitimatei at atiout M) btittf#., ufifl tetiii 
that time forward the consumption of Ii 4 iii|m lii« Vi^ry 
1#» than formerly. 

■ The other standard instrumeiite now liefcirti you til 
founded, as I said, on the mutual fbrciii telwiiciii Itii* itioV'alif# aid 

■fixed parte, of an eledrie circuii I will tekt thi» rnmnmmm 
Tn ord^, begmumg with the one adap^l. to Ih# tiiimitiiiittitftl ^ 

.. the- smallest current. The uitfil tmgB of lie fim km%mmm% rf 
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the series—the centi-arnpere^ balance—is from 1 to 50 centi- 
amperes. The next instrument is the deci-ampere balance, a 
specimen af which, is now before you. The centi-ampere and the 
deci-ampere balances are quite similar in appearance, the differ¬ 
ence being entirely in the number of turns and the thickness of 
the wire in the coils. The instrument now before you may be 
taken as representing the deci-ampere or the centi-ampere 
balance, but the type which is made now differs somewhat from 
the type before you. The type before you would not be improved 
by the difference if it were to be used solely for currents in one 
direction; but if it were to be used for alternate currents, the 
copper bobbins on which, as you see, the wire is wound, and 
the thick double-sheet copper constituting the sole-plate and 
frame of the instrument, would, by the currents induced in them, 
interfere very seriously with the indications. Accordingly, for 
the instruments to he used for the measurement of alternate 
currents, the type, while it is exactly the same in principle as 
that instrument, is like another of the instruments on the table 
before you—the deka-ampere balance—in which we have a slate 
base. Passing over the ampere meter for a moment, the range 
of the deka-ampere meter is from 2 to 100 amperes. This is a 
type of which a considerable number were made for Sir Coutts 
Lindsay and Company for the Grosvenor Gallery installation, at 
the request of Mr Terranti. The deci-ampere meters and the 
deka-ampere meters of this type have been made for the purpose 
of being available for alternate as well as for direct currents, and 
therefore they have a slate base, and slate cores and slate ends for 
the coils, instead of copper; but in other respects the arrange¬ 
ments are the same as in the instruments shown. 

I will not weary the Society by going too much into details, 
and pass over without further reference the principle of 
these instruments, because that, I think, you all understand 
already. In each type of this series of balance instruments, 
except the hekto-ampere and kilo-ampere balances, the movable 
part of the circuit consists of two coils, one carried at each 
end of a horizontal balance-beam, and the fixed part consists 

^ The Frencli nomenelature is, whatever classical critics m&y say of it, cxceed- 
uigly convenient and valuable—the Latin numerals for the sub-multiples, the 
Greek numerals for the multiples—milli-ampere (the thousandth of an ampere), 
the centi-ampere, deka-ampere, hekto-ampere, and kilo-ampere. 
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of four fixed coils placed one above and one below each movable 
coil. 

Loot at this instrument. The movable coil here at one end 
of the balance-heam is attracted down by the coil below it and 
repelled down by the coil above it, while at the same time this 
movable coil at the other end of the balance-beam is attracted up 
by the coil above it and repelled up by the coil below it. We 
have thus two mo'vable and four fixed coils in this type of 
instrument, and the advantages so obtained cannot be had with 
anything simpler. We might take away the two upper fixed 
coils, and leave only the two lower coils, but a slight change in 
the height of the axis of suspension, as might be due to a slight 
stretching of the suspension ligament, would introduce a sensible 
error in the use of the instrument. On the other hand, we have 
a place of minimum force for the middle position of each 
movable coil between its two fixed coils, and by choosing the 
sighted position of the index to correspond very nearly to the place 
of minimum force we have a condition of things suited to give 
the highest degree of accuracy in the results. I may just give 
you an illustration of the practical accuracy and handiness 
attained by this arrangement. As a practical matter, my 
ambition has been that boxes passing from the workshop of my 
instrument mater, Mr White, should be labelled “Glass—with¬ 
out care; any side up.” That is the ideal, but we are very 
far yet from having attained it; and although any of these 
instruments when pxched may be turned upside down, somehow 
or other there are a number of mischances that do happen, and 
which cannot well be guarded against. One of these instruments, 
carefully packed in a box marked*^Glass—with care,’' sent through 
the Belgian Custom House, arrived broken, and it was returned 
to Glasgow with the balance-arm bent and other serious inj ury, 
which showed that the damage was not due to the breakdown of 
the suspension ligamenli or anything of that kind, but that the 
box containing the instrument had probably simply been let fall 
upon a stone floor in the Custom House, and been subjected to 
carelessly rough usage. The arms were simply re-straightened, 
the balance re-suspended, and everything replaced by the instru¬ 
ment mater. It was then sent up to my laboratory and tested, 
with the result that it was found to agree to within one-twentieth 
per cent, with its indications before it met with the accident 
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giving that very disintegrating rough usage. Now that kind of 
accuracy can only be attained by working in the neighbourhood 
of the minimum or maximum. 

Here are a few particulars as to the resistances, number of 
turns,'* and so on, in the coils. 

In the centi-ampere balance, of which the range is from 1 to 
50 centi-amperes, each movable coil contains 440 turns of No. 30 
copper -wire, resistance 19*6 ohms, say 20 ohms (it depends on the 
temperature, of course); each of the four fixed coils contains 1,295 
turns of No. 26 copper wire, resistance 30 ohms; total resistance 
of the instrument, 161 ohms. That is a large resistance, but to 
have a standard instrument for measuring such small currents 
I do not see any way of doing it without a large resistance; and, 
after all, it does not take a great number of cells to give the 
current, and in most places where the instrument is used there 
is sufficient power to give the electric potential for the useful 
current. 

The deci-ampere balance, with a range of from 1 to 50 deci¬ 
amperes, has a total resistance of only 2 ohms. The two movable 
coils have each 64 turns of No. 17 copper wire, resistance T8 
ohm, and the four fixed coils each 166 turns of No. 17 copper 
wire, resistance '428 ohm in each; total resistance of the instru¬ 
ment, 2*072, or say 2*0 ohms. The deci-ampere balance has a 
great advantage over the centi-ampere balance; for, althougb 
founded on exactly the same principles, there is in the former a 
far smaller proportion of space occupied by insulation, and a much 
larger proportion of space occupied by copper, in the vital part of 
the instrument; and thus we have a much more than proportion¬ 
ately small insulation, if we calculate the proportion of the 
dimensions on the idea of the different instruments being exactly 
similar. The different instruments are essentially not similar, 
because of the insulation being necessarily so much thicker in 
proportion with fine wire than with thick wire. 

The ampere balance here before you is of the newest type, and 
is not adapted for the measurement of alternating currents; but a 
like instrument, slightly less advantageous, can be made for that 
purpose. Its range is from *5 ampere to 25 amperes. The two 
movable coils each contain 10 turns of copper ribbon 1*2 centi¬ 
metres broad and *11 centimetre thick, and four fixed coils each 




568 


SOCIETY OF TELEaRAPH ENOINEEBS 


contain 37 turns of copper ribton 1*8 centimetres "broad and *07 
centimetre thick; the total resistance of the instrument being 
about *18 ohm. The insulation of these coils is very fine 
paraffined paper, which tabes up exceeding-ly little space. 

In the hekto-ampere balance and in the kilo-ampere balance 
I ha^e dispensed with one feature of importance with reference 
to the very highest accuracy, and that is the complete and 
thorough realisation of the minimum principle. In these we 
have a single coil—a single rectangular ring rather, not a coil— 
of copper, movable, and a fixed rectangular coil or ring of copper 
below it. In the hekto-ampere balance the fixed ring consists of 
10 turns of thick copper ribbon insulated from one another, and 
the range of measurement is from 10 to 500 amperes. In the 
kilo-ampere balance, whose range is from 50 to (50 x 50 =) 2,600 
amperes, the fixed coil is made up exactly as in the hekto-ampere 
balance, with the diflference that instead of insulating paper 
between the turns they are soldered together and the whole forms 
a single ring. This method of making the fixed ring was adopted 
because we found great difficulty in getting forgings or castings 
of copper of these dimensions. The very first instrument of this 
kind, which was made to the order of Messrs Paterson and Cooper, 
had for its fixed rectangle a forging of copper; hut we had 
to wait a long time for it, and, when it came, the forging 
was not very satisfactory.. I have therefore come to the con¬ 
clusion that, for the present at all events, it can be made more 
easily, and with more certainty of a thoroughly satisfactory 
result, hy making it of a copper ribbon and soldering the 
different turns together. I will just say a word or two regarding 
the construction and action of the hekto-ampere balance and of the 
kilo-ampere balance. Imagine a rectangle of copper about 2-1 
centimetres deep by 1^ centimetres thick, movable about an axis 
through its centre and parallel to its shorter sides, and imagine a 
current storing by the middle of one of the longer sides, dividing 
between the two halves of the rectangle and coming out at the 
middle of the other longer side: that is the movable part of these 
instruments. On the other hand, the fixed coil of either instru¬ 
ment is 80 arranged that the whole current passes through it in 
one direction, once round in the kilo-ampere balance, ten times 
round in the hekto-ampere balance. Thus it is evident that the 
current through one side of the fixed coil attracts the current in 
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tliiil miit* cjf till* rriM-val'ili:; nal, while* ihv eurrtnit through the ether 
m*k\ ic*»iiig ill the clirectieu, roiH^ls the curriint in the 

uprviililf ct»il, .HP tliiil tJip luovahh* (*.eil is tilted in the inaiuier of a 
liiihilierdwmiri. It han liecui advisable in thin caBo to give up oxie 
|iiirt Ilf the priiirijdo for highent acicniracy, heeauHe it would make 
It S41 vt*ry riiiiihritUB an iriHtrinmuit to carry, ami beeauHo the bub- 
|wuidirig ligaii'H'iil in very Hhuit and V(*ry powerful ho that there h 
rxrr'i’iliiigly little linliility t o iTror due U> poHHihle ehaBg(3 in its 
liiigili ; mid tliendbre I vu‘iiitir4*d upon the niniple form and 
iirraiigniitiit %vlue}i rmi He«*. 

Til ere iin.^ tw<4 fr vvhich I am afrai<l I muBb pans 

lai-r, iiB ili*‘ hour in h«# very far ndvaneed, hut jimt a wordn 
willi rereriuiee' t o the ligaiiifTit, vvhic.h in, aftau* nil, the key of th(.iBe 
imtniiiiiuif im i-viaylhing iloptuiclH upon it. There ih nothing 
lir%v in ilie priiirijile «if neiioii of the iuHtruiiieutH, but hoiuo erf 
itie of roust met loll have involvcol a good deni of considera- 

lioii, rind linre only boeti nrrived at after a vast riumbor of 
ini»iliHfaetory in variouH din^etionB. Iiintond of knife 

coiniio?cimis for int,rodrudng th(..i current to the 
ifioviibh* jiiirlH of the* eireilit an* imed, and thci whole wtdght of 
ifii:»e iiioviii'itf piirt^. in b'orrie liy the floxihh^ connectioiiH. Weber, 
I tliink I mil right in niiyiiig, made an €>nlii'iary balance with 
flexible iiisfciut of knife Cidgen. And wt* nil know the 

arlriiiralilr iiw^ of the olimtie miHpcuiBion in the p(»udulu'ni of the 
0cii*itriori cliM'k, iiitil of itic* imtroiitntiiea! cIcK^k— the iuBtruinenb of 
ihii fifty f iicxniracy that esxiBtH in the whole range of prac- 

liral .wieiiee I in tdnt iiBironoiniml elnck the (daBtic siiBjionBion is 
ftiiiiid jirindiciitly «ii|w*ri«r to mipiHirting it by knife odgea I will 
Hilt wiy irdiriary chomiciii halnncoH may or amy not be 

tiiiiilfi wif#readviititiig<*oii«ly with mmjKmf>iion ligmnorits than, as now, 
wilhitiilb rujge»; but for ctetrin eurrent-rnoasnring iriatruments 
i| IMb Icifurk whiclit bcBidns bearing the weight, WC3 have thc3 affair 
«if intrcMliiciiig the ciirrcuit from a fixed coil to a movable coil, the 
ulaiitic iiiHp'tiiioii Inw great fwlvantagea Welfnftcjr trying copper 
ribbiip, and fiiitlirig exemlingly unBatkfiietorj reBiilts through 
hiiekihig,owing hi llicj iirifM^ibility of getting the force unifomly 
dwtribiitol Ihrmigli each broad ribbon,! siiw the desirability of 
trying iifirrow nogiiicntfi of ribbon, and thus developed the latest 
lijpiiitmti* which e««isist of very fine copper wires about | eeiiti- 
tti«lr€ long, laid elo»* Hide by side.^ and nmnberiug from 10 up to 
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I.fMMI, iiminliitg i4i ih«.» diflVr«iii l!i»* iii..i4lriiiri*iit. 1h*' 

fiitriilM*r ill i:*m!h ligaitifiii «tf thin kil*i»*iiiii|irrr lir^fur*.' y^m 

m H(Kk The* ligairifiii in not hi'i*!! on iirroiiiit of ilii* Nlrriigtlii*riing 
gitiini *whieh in fixotl iiernHH iho itiidclh* of tin* rotrfiiig 

ihc! ligiiiiioiit alitigi'thnr awi {irovi«iirig iigiiiii*^4 roiigli 

ancl ehaiic!i! of injury. Tn iiiiiko ihiH jioiiii}i!«*’ n 

of hrii»« m put in himidf* thi? Hgiunonl, iiiid two nrr 

down HO that ihi! who!(^ w«*ight t*f thn inoviililr roil inkrii «*!! 
Ihr ligainrnt, mid ihi* roil b !M[Tr%vi»d firmly l»y tho 
trunnion ligaitiHi ihiie bniKii phitr. 

I hiivr milyniiwio wiy%in caiiidiiHioin tliiit' tltr^ro lai lln* lalilr 
biTort! yrm a «>f in«trnitwni« €ii|mWi» «f iiiriiMiTiiig 
and eitch mljimtiiWr by rn»i{iiirif«>n with tlir fUii* lirh^w if, llinnigli 
a rntigcf of from iiiilli-fimprrr iip U* 2.BCM) nmjii'rr.?4, or lli« 
ratio of I to 2,riOO,0(K.b It in i*xrrrdiiigly tmtvimmii t« liavr 
abmihito atiiiidiird inatrinnriimta tJiroiigh nr* widr* ii miigr% lait 
rncait pooplr will hf* |M‘rfrntly aatiiifird with a iiiiirit Irm riingr of 
iUmiard; and areordingly I ationld jiiat- mil thii 

range that we by a dt*et-iim|asri* bnlnrire rmiging I t«-» 
dm-atii|>erc!S, a iiiilli«-ainpi:?re riiagnelo-aliilit! iitid m 

daka-iim|>ere nmgiirto-atatic inutriiiiieiit, t« ritnni ih« riiiigo nf 
me«y»iirtMtient down to one ini!Ii*iiiiijii*rf" iirai up l« BO 
or tW or 200 atiiperea. 


I ha?e her# ii nmgneto-atiifcie wliirh m %^rty nm- 

veniently mt at one ampere Ui* the diviiioii* but it iinty |p*rfrrily 
rearlily be set at either two iirnpat^a or liidf aii miifa’rr*' i«i llir 
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hut that tronhle being taken, the fibre shows no tendency to 
break down, and is perhaps as perennial as any part of the 
instrument. We can adjust the zero in an instant, and the sensi¬ 
bility can be readily altered by raising or lowering the magnet, 
which may be securely fixed in any position by its clamping 
screws. An inspectional instrument readable from one to 100 
times one is, I think, practically only obtainable by the magneto¬ 
static method, and therefore, though this is not a standard 
instrument in itself, it is yet an instrument that is a very useful 
adjunct to absolute standard instruments. For a large variety of 
laboratory and practical purposes an equipment of useful instru¬ 
ments to give the means of measuring, within a quarter per cent., 
any current whatever, from a milli-ampere up to 100 amperes, 
might he as follows:—The deci-ampere standard-balance; for 
stronger currents, a magneto-static instrument with a coil 
consisting of a single turn of thick copper; and for smaller 
currents another magneto-static instrument on exactly the same 
plan, but with about 300 turns of very fine copper wire. With 
these three instruments the range from one milli-ampere to 200 
amperes is very readily obtained; the magneto-static for stronger 
currents being standardised by the deci-ampere balance at the 
top of the deci-ampere meter's range, the magneto-static for 
smaller currents being also standardised by the deci-ampere meter 
at the bottom of the range of the deci-ampere meter. 

With reference to the vertical scale voltmeter, it is designed 
for use in an electric light station, or at any place where it is 
desired to have an inspectional potential meter of the highest 
accuracy. The instrument before you is of the earlier type. I am 
sorry that I am not able to show you the most modern type, 
but one is at present in the Glasgow Exhibition as part of the 
exhibit of my instrument maker, Mr White, of Glasgow. In the 
instrument now before you one movable coil is repelled by one 
fixed coil; but this construction I have modified to one movable 
coil at one end of the balance repelled down by a fixed coil, and 
another movable coil repelled upwards by another fixed coil at 
the other end of the balance. I departed from the simple con¬ 
struction because the instrument threatened to become, not a 
pure electrical measuring instrument, but the measurer of a 
compound quality partly depending upon very complex considera¬ 
tions of temperature and of moisture of the air, and only partly 
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uiKiii thfs thitigH thilt, wt; wmli In iiifJkHuif ; it in fart a nti** li 

hygronicjUT and vultuifU-r, and th»> hyKnanitrir jMirt «<f 5!n 
indicatioijK Bouirtiunw diHfciirlwd ihr idrtii ic.d nii aHiin itn nt s 
aa jiiuoh an a half jx*r d'hi- Im hI wity'd t liuonatiiig that 

wan t<» takfi away Uk! «iunffrjM>iw wriglit juid Bulmjiiutr a 
wtil, with, <»f coHim*, a w»rr«*Hj)i»nd!»g jjx« ii md . iiiid that ha* 
got over the hygrofa^opic error. One {»oiiii remains ihr tern 
|K!ratnre eorrection. I winh to have ji« error atiionniini; to a* 
much aH oiie-fifth jmt cent, in thiH iii*tnini« nt. We have n 
platinoid reHistaiice here below, amounting to about "(HI ohur«, 
and about 50 <dimH or (iO ohni.H in the in«tnnitrjsf ittulf, mid the 
change of temperature of the jilaliiioid |irfxhie» M juxt a wnaihle 
ottlsct, while tint change of nmiatenee of the part »*f tiie etreuit 
that is copiKjr is of coumrs very t;onsidi*it»h!e; lint as iliis hw*i 
is only a small part of the wholi*, the ternj»’mf nre i rror is not 
large. With 20" or 30“ C. tcmjKsratim? it inighl aiiioiint to more 
than one jx'r cent., and acconlingly a iherinonieter is moxl, 
an<l when an alrsolutely com!Ct reading is required a weight 
oornjKjKrnding to the temjierattire ohserved may la; placed in the 
pan. But in the new type I have simpliftfal that, and if one 
wants ti> make an accurate measurement he Itmks at the ihiTino- 
meter and sets a balancing flag te the iitimla*r on the scale 
oorr{«p«>nding to the rriading on the therinoineter ; »o that wit hout 
touching the weight at all the teni|K)raturo corrwtiofi is at once 
applied. 


Mr Granville’s question suggests very intoroating consideiatioiw 
regarding magnetic induction in iron, which I first leanie«| in 
working in quite another subject—the Flinders Imr for the cofrw*- 


tioa of the mariner’s compass, so that the eomjMtsti, if comxttrxj for 


one latitude, 
corrected for 
correct at Poi 
part of the ms 
of the ^irth’i 
to the Soathc 
dfect on the 
due to there; 
eighty years 
behind the a 
general use. 
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agaifi nnd again to thin annulment, 

aiifl aiipiiig iitlii-m Mr James XapiiT—oiU' uf tin; sons of Robert 
Xafinnrtf rngiiioeriiig ri*riowir-««(*n(tejivoure<l bring about this 
rr«i!l. 1 fjiii«hiiofit*c| him about his experience with the Flinders 
l»tr, iiiitl mhi: *'If tliat liar gets a kick from anyone's foot when 
ttip »lii|i in heeling r»ver, its rnagtndbMm will la* rc.v{‘rB(.Kl, and the 
will sho%¥ a jHUnmneiii change when the ship is upright 
; iiJifl I riiiglii liaa-r* ndde<l, “partieulnrly if slu^ in on an 
«wlf»r WfHl eoiimc/* He answeredF* Tliat is just what we have 
ftMiiltr"; liriil II tim(j thin bar really is «jXoec*dingly subject to the 
iiiilirtiiiincc»# t« which Mr Ciniiiville hm alluded. If you, take a 
bug Itir of ««ft ir*»ii iti such proportions as this pen-—of length 
Miirt ihiiit Iweriiy iinicH its cliatneb-^r (a conunon dornoBtic poker 
mmwem widr)-—arid holrl it vertically, or, better, parallel to the 
li.*nwlrifil rrmgiiclie forc«? (the line* of “clip'’), and place a pocket 
ritw one tuid of it,, you wall see splerniidly intcircsting 
Fimi, you will grfiierally fir id that the upper end acts 
ai with ** hiui? irmgiictisrii ’* (whiidi is the same as the rnag- 
iieltiiia «f tlie north |K-»ic), and tint lowttr end with "'red/' If 
yiiii itiv^Tl it vi*ry gently you will find that the end which 
Win iip|ti*r »li!t iMCts as with ‘'Hue inagnetiistnon the compass. 
If foil iinw give a very gentle tap with the linger to the in- 
¥rrtel in ait instant the action <in the,! cornpaBs is revtjrsed 

“-“the irtiigrieystrichaitge.s to “rcclF 1 do not know 

whether this rmilt of topping with the finger is generally 
kisiiwn, blit 1 iiiiuiiiiui it as interesting to the meeting; it 
muuui h* ohsi^rved with short thick bam In trying to bring the 
FiWffrs liiir into fjrncticml xim I simply tried a bar of a certain 
diaifiek^r, and shorter and shorter b^rigths, and found whether by 
itiwliiig it by the side <,»f the compass and striking it with blows 
fulfil a tiialici 1 ecmid tnnke a diflenmee in its magnetic effect. 
When ihe liuiglJi of thij bur wiis thirty tirruis its diameter, then it 
wi# %^i*ry sensitive to this blows of a mallet; but when its length 
nol more tluui eight or ten times the diameter, I found I could 
iiifert it in the neighbcnirhocKl of the CHimpass and give it a blow 
wilfcotti il ihowirig miy sensible retentiveness under the small 
fr#fw eittployifd. Under the inttuerice of a large magnetising force 
ll» effect would of mmrm he magnified, but mndcr the feeble 
. fopf^ of the eurth's magnetism a bar whose length is not more 
tl»ii eight Of ten times ite diameter shows no sensible effect of 



674 


BOCIETY or TKLKfIKAPH EHfllKEEItH 


retentiveness—no eflecfc BonBiblo in opiri|»a.riB*iii tin* «lirrnt4vr 
effect of the earth's magnetisia on the eonijiiw^H. I -rtiittiily ?ple}il«4i 
that principle—shortening the hur—fer lirrtrie iiiNirin 

ments of the marine voltmeter cimn. Tlit^ praelieiil i*i limt 

until a current of two or thr(*e timeH the Hireiigfli of liir 
current provided for is piiBsed thnuigh the uiariie^ vnliiiii-ii'r m-e 
find no signs of retentivencm If I Wf*rk frnin mro up le l^lfi 
milli-ampercB in this instrument, nj» liiicl ci«iwii, iiiid willi rf»rem'4 
currents, I find no sigms of retained magnetiHiii; Inil a nirreiit nf 
two or three hundred inilli-amp«*reH leaves a large eflV’i-i i4’ rrss«liia] 
magnetism, which, however, is easily shnkeii tail' l»y Hiriiing tJit* 
little reversing key which forms part of tin* iiwlrimiruit. 

I have to thank you for the {mliencjj nini kimlno^s wtiirdi ynii 
have shown during the time I have been mlciresstrig yfui. 
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Os AS AI/TKENATK <jtJRHKNT GiCKKRATOH. 

{Fr»iii iHncimhiiiS ^♦r W, M, P^rKR in InHf.lt, Elec. Bnfjrn, Jonrfi. 

r«.L ivnt. [Mitj :\(% inm], pp. (m, cjoh.] 

llEftiKE billing u!t Mr Mnrcl«*y to rttply I nyay pcirhapj^ he 
tilc»w«l tiiiilci* fi Irw tv^iiatrk.H hin bitiiutiful experiments in 
tlif! ea»;» in w!iii*}i ivtii ?ilt4?riiritorH, one with a potential of 
i.IMB vwttfi, iitid till* iitlif*r 1,000 are couplcMl in parallel. 

Thimrerf?!. iif tin* MiirpriHiiig rnHiilt nf thin novel and original corn- 
Mniitioii hiw Hot, I think, hiH*ii cpiite by (Other Mr Mordey 

hinwdfar iiny nf thoi^r* wht^ hn%^o in th(i diacuBsion, except 

Mr Kfij'i|i- llif? 500 volt.H ctifferc.nicu:? of potential would, not- 
iriliiilitficlirig olitriin r-efiiHtnnc(» unci iinpcMbmce hy Bclf-induction, 
proiiiice oiirreiit in the cjinuiit (,»f the two annattires vastly 
Ilian any tliat Mr Mrjnbiy haa found in his <3xperi- 
mtiiti, witliotti wiriie (*f{tmli»ing inHuenccj which has not been 
hiltierlo tstiggi.iatoi exc^apt liy Mr Kapp, To find what this 
mittens in, lor HitiipHcnty, the ohmic rcmBtances of the 

ftfWitliiri» lo bi* xeroinnd »upj>rma the two arriiaturc^s to be 8irni)ly 
jttiiwl ill |mm!!el, fi»iwly In do tfXtcrnHl work but not m yet set 
l« do It. Thi,i» wn hiiv«.s a ainipla circuit of the two armatures. 

Iwo .nhiift^ iiiight Ik? mtHjIianically constrained to run 
synefirotioiialy in iinidi rcdativrj ponitionB that the electromotive 
§imm fif ihii twci fiririatiircH coonpira in the circuit. The 
3|5(W miltn would |rodi.ici* ri prcHligieuB current for all that self- 
iuflwelbii cniilci do k) itiUMEie it; but this current would 
©iiorincm^ly pwll clown ilic* iiiagniftiHatiort of the iron claws of 
Ike fiiftd mitgiiatu; find iriight even annul and reverse that of 
the weticr, arid thus after the first making of the circuit of the 
two trittaitiren the **firc>fligioii8’' current through it would almost 
inilAiitly bffcritiit* riiuch mmlcrated, even Hupposing the supposed 
iftititi phimorektion to be iriechanically maintained. This is 
Ihi jihi4i€i-rfdiiiicm for scries co-operfition; and, as shown by Dr 
Hopkiasoti in his lecture on electric lighting, delivered before 
Ibi luititutiiim of Civil Engineers in 1885, it could only be 
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maintained ty rigid mechanical connection between the two 
shafts. But, in Mr Mordey’s actual experiment, the two shafts 
are free and independent, and they therefore ''fall into step” 
co-phasally for parallel working. Their electromotive forces 
become thus exactly opposed in the circuit of the two armatures, 
and would yield exactly 500 volts as working E.M.F., if the two 
field magnets remained unchanged. The ohmic resistance being 
still, for simplicity, supposed zero, the phase of the current kept 
going in virtue of the E.M.F. would be a quarter-period behind 
the phase of the E.M.F. Thus the maximum of the current would 
be at the instant when the nine magnetic fields are in the middle 
of the apertures of nine alternate armature coils, and the direction 
of the current would be that tending to demagnetise the iron 
prongs of the 2,000-volt machine, and bo augment the magnetism 
of those of the 1,000-volt machine. Thus (the period in Mr 
Mordey’s experiment being a 100th of a second) two hundred 
times per second, the former experiences a demagnetising, and 
the latter an enhancing, magnetic force. The prongs are of 
continuous iron, and there must therefore be ample self-induction 
to prevent any considerable change of magnetisation in the 200th 
of a second period of this varying magnetic force. Thus the 
magnetic fields are kept, one of them weaker, and the other 
stronger, than they were before the armature circuits were 
connected; and I believe so much weaker and stronger as to 
reduce the electromotive forces of the two to very near equality. 
If the iron of the 2,000-volt machine is nearly saturated, its 
magnetism would be less diminished than the other’s is increased, 
and the resulting E.M.F. might be nearer 2,000 than 1,000; hut 
Mr Mordey has found it to be actually very near to 1,500. A 
few turns of insulated wire round one prong of either machine, 
connected to a ballistic galvanometer, would give a ready means 
of testing the suggested changes of magnetisation. 

There is really not much more left for me to say, except 
that I do wish to be allowed to join in the general and most 
sino^e chorus of admiration at the results put before us* by 
Mr Mordey. We are all admirers of his previously-known 
alternate-current generator. Ve have now before us for tbe 
first time another form, invented also hy Mr Mordey—a form 
which strikes me as exceedingly beautiful, very admirable in 
many respects, and, I am pleased to add, quite wonderful. 




Oi^ THE Early History of Stjbhaeine Cable Enterprjsk. 


[From Remarks on EETiRiNa feom the Presidential Ohaik, in Imt. Elect. 

Engn, Journ. Vol. xrx. [Jan. 9, 169DJ, pp. 2—f5.] 

Qehtlemen, 

Before retiring from the Presidential chair of the Institution 
of Electrical Engineers, I should like to say a fe^v words with 
reference to the origin of our Society. I feel that at this stage 
it is good for us to remember that this is not a Society merely for 
electric lighting and for the electrical transmission of power. 
The magnifiLcent spring of energy which within the last six 
years has been imminent, and which is now "beginning to be 
active—^which has been active during the past year—makes us 
for the time almost forget everything but electric lighting. 
In fact, we have almost forgotten the transmission of powc^r in 
our zeal for electric lighting; and a subject to be seriously con¬ 
sidered is how far the great systems of central stations and 
underground conductors, now being made, can be rendered 
usefully available for the electric transmission of power as 
well as for electric lighting. I do not, naturally, in two or 
three minutes, intend to enter on so large a subject as that is; 
but I do wish to call the attention of members to the fact that 
electrical engineering originated with the electric telegraph, and 
notably in submarine telegraphy. The founders of this Society 
were all submarine telegraphists, and almost every one of theun 
had had to do with work in deep-sea telegraphy—ocean telegraphy 

I must, before vacating the chair to our new President, con¬ 
gratulate the Institution on our four new Members of Council-— 
Sir James Anderson, Sir Henry Mance, Sir Albert Cappel, an<l 
Colonel Jackson. Every one of them is connected with telegraphy, 
whether under the sea or in the air. I am quite sure the whole 
Society is pleased that we have men connected with telegraphy, 
and especially with ocean telegraphy, thus acting along with us, 
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and so valuably in line with ns, in the work of the Institution. 
One might almost have begun to he afraid that onr old friends 
the ocean telegraphers were going to desert us. Those of us 
who have come more recently into this Society, and who have 
been connected more with the newer developments to which I 
have referred, would be exceedingly sorry to lose our association 
with the founders of the scientific enterprise which has led to 
such beautiful results. 

I am sure you will all be very glad to see with us here this 
evening Sir James Anderson, who commanded the '' Great 
Eastern’’ for the tremendous feat of laying and lifting cables 
in mid-Atlantic in 1865 and 1866. 

The Institution of Electrical Engineers has for its province 
practical applications of electricity and allied branches of science. 
But science, whether of electric instruments or of nautical 
operations, or of the heavy engineering work of stress and strength 
of materials and machines for working with cables in depths of 
from two to three nautical miles, cannot go on without the sinews 
of war; and I feel that those who have supplied the sinews of 
war, and have stood by from the beginning of the submarine 
cable enterprise up to the present time, ought not to be forgotten 
by an Institution of Electrical Engineers. I had myself the 
honour of being a shareholder in the first Atlantic cable of 1858. 
I had the honour and pleasure of having as a co-director Mr 
Pender, now Sir John Pender. We did all we could in 1857 and 
1858. We laid a cable a fifth of the way across in 1857, then a 
cable the whole way across in 1858. A great many people do not 
know that in 1858 there was a cable completed across the Atlantic 
to Heart’s Content, in Newfoundland, and that messages were 
transmitted through it for three weeks—some exceedingly 
important public messages that saved many thousands of pounds, 
as oountexmanding the moving of two regiments ordered over 
from Canada to help to quell the Indian Mutiny. The return of 
those two regiments from Canada was countermanded because 
the Mutiny was already quelled while they were still under orders 
to leave for India. I rememher the words being spelled out— 
To the Military Secretary, Montreal.—The 60th Regiment is 
not to leave; the 61st Reginaent is not to leave ”; or words to 
that effect. I know it was to the Military Secretary; I am 
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mm the mth Rv.gitmnt was one of the two. The return of 
I It* mm vely countermanded through this cable, 

fcfit* vi*ry of which seems to be regarded as a myth! 

AiiiimgHt the director i>f that enterprise Mr Pender remained 
iriitii I8;>H tM 18115. I myeelf, I am sorry to say, was able to do 
iiotliiiig fiir mhh work from the time of the failure in 1858-59, 
cixeopt in eoiisultang juid advising as to designs, until my 
in tlii* njiutirtul and instrumental work was called for in 
W ithout tht* persistent, strenuous, and self-sacrificing 
ciidoriiiiiiation men as Sir John Pender and some of his 

ccillmgiinH till* ent erpriHii would have died—absolutely died. Cyrus 
litdcl, frcitn thti other side of the Atlantic, helped to keep it alive; 
III* gave help atul iinpiilBe where they were required; worked with 
them? whii dill not require revivification; and he, with his English 
mllmgnm, revived the undertaking in 1866. Then came the sad 
find dreiidfiil discouragement in 1865, when half the cable was laid, 
find the tlreat Kantern. returned, having just succeeded in 
proving that Sir Samuel Canning’s and Sir James Anderson’s 
and iny own belief wm correct—that it was possible to lift it. In 
18IJ5 they got the broken end three times from a depth of 
2,(M)0 up to 500 fathoms from the surface, and each time it fell 
away by reanon of breakage of the grapnel-rope. The third time 
of grappling™I think it was the third time—the cable came up 
with the rope foul of the grapnel. The grapnel was let down a 
fourth time, and brought up the cable once more within 500 yards, 
when it again broke, and the ‘'Great Eastern” returned. We 
were all dispirited in a sense, but not discouraged. Then, when 
wa got back to England, with a fresh prospectus drawn up on 
board the “Great Eastern” for an enterprise to make and lay a 
riew cable to Trinity Bay in 1865, to come back to mid-ocean, lift 
the broken end of the 1865 cable, and complete that cable also to 
Trinity Bay, the crisis came, and the crisis was a financi^ one. 
Sir John Pender gave a guarantee of a quarter of a million stoling 
for the funds required to complete the enterprise of two cables 
mrem the Atlantic. Without that guarantee many and many a 
year would have passed before we should have had the Atlantic 
eroHHcd by cables, and before ocean telegraphy would have had the 
advance it has had. I repeat that a Society of Electru^ 
Engineer has a double duty—a duty to science, to get all the go^ 
it can get out of science; a duty to satisfy those who pay or e 
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work that the work is good, a duty to encourage them to bring 
forward new work and to show that new enterprise has a chance 
to be successful. 

It is interesting in connection with the objects of this 
Society to consider something about how much money is spent 
in various forms of electrical enterprise. I have in my hand 
a table giving particulars of the land lines of Europe, 
North and South America, Egypt, Asia—including China and 
Japan—and they amount to 1,714,000 English land miles. The 
estimated value of all this work amounts to £51,T 28,500. Land 
line enterprise, according to this estimate—which is, I believe, 
substantially correct—runs up to about £52,000,000. Cable 
enterprise does not reach quite so large a figure, but not far short 
of it. 107,547 miles have been laid by companies—private 
companies in the sense of being companies got up by private enter¬ 
prise, public in the sense of being under the Public Companies 
Act. The capital laid out is £36,000,000. The capital expended 
by the Government in submarine cables is £3,700,000. So that we 
have a total of £39,700,000, or within a few thousands of being 
£40,000,000. Suppose we speak of submarine enterprise alone, 
and compare it with electric lighting work. Electric lighting 
looks very large now—^it is large already; it is destined to he 
larger and larger, and perhaps before five or six years are out a 
great many more millions may be beneficially spent in electric 
lighting and other allied enterprises. Still, for the present, it 
only runs up to £3,000,000 or £4,000,000 of capital spent and 
subscribed for, in view of the great development of electric light¬ 
ing, for which we are now promising such delightful results to 
the public. But we have actually at present from ten to fifteen 
times as much spent in submarine cable enterprise, and about 
thirty times as much spent in electro-telegraphic enterprise 
altogether, as in electric lighting. I think we should consider 
this, and look forward to electric light work emulating, both in 
• enterprise and the application of science, the great work of sub¬ 
marine telegraphy that preceded it. 

I must not speak of introducing our new President. Dr 
Hopkinson might as well introduce me, as I Dr Hopkinson. I 
have much regret in leaving the chair, but much pleasure, since 
I must leave it, in yielding it to Dr Hopkinson. 




Eimarkh on the Peesidentt's (Dr J. Hopkinson) 
iNAuatjRAL Address on Mag-netism. 


fPrrim Imi. Elec. Enf/m. Jourrt, Yol. xix. [Jan. 9, 1890], p. Bt] 


Me President, 

I venture to take the initiative in saying a few words, 
for this roason, if for no other: I am sorry I shall not he present 
at our next meeting, when, no doiiht, there will be much occasion 
for further clisensaion on the very important and interesting 
matter ymi have put before us. Dr Hopkinson has done well to 
emphaBbe the marvel in nature that is presented by those three 
metals, iron, nickel, and cobalt. Taraday long ago showed that 
there is continuity between what he called the ferro-magnetic 
qiiality mul the diamagnetic: he showed that all bodies have 
witnething of susceptibility to the magnet which may be not only 
comjMirecl with this susceptibility of iron, but determined in 
ftbsohite measure ; so that, for example, we may get the numerical 
iimiifture of the absolute susceptibility, negative or positive, of 
glai«, C3r of bismuth, or of antimony, or of vegetable substances, 
a great variety of which were qualitatively experimented upon 
by Faraday. A large field was then opened, which h^ not yet 
been sufficiently cultivated, in determining the absolute values 
of inagnetic susceptibilities. But Dr Hopkinson has done weE 
to emphasise the prodigious differences between those three 
substances, iron, nickel, and cobalt, and all other known substano^ 
Famday^s splendid discovery of the universalily of magnetic 
susceptibility would be delusive if it led us to overlook that 
prodigious difference in degree-^o great a that we 

must look upon it almost as a distinct property of matter which 
m possessed hy the three magnetic bodies; and it is really one 
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of the marvels of nature that then* Hlitnilcl I'n* three lnnlies 
differing so enormously from all cjthc»rH in a inaiier of Hiieli greal 
importance as magnetic HUBcctptibility. .Miieh of the iirfipertie-H 
of iron which have been put bctfore uh by Dr is iw*w 

and valuable produce of his own expndmcmini %vf»rk; 
this last admirable discovery regomling the ihiTiinil rii|Miidiy «t 
iron at temperatures of transition betwtam its triagriotic and rinfi- 
magnetic conditions; and the rnanif<*«ily intoiisi! inf.or«»st with 
which his Address has been listened to this livening pn^ves finw 
appreciative the Institution of Elecirical Kngineers is of geiitiitii* 
science. 


Historical remarks on Submarine CJableii. 

[From Imt. Elec. Engr$. Jaunt. Vol xvuh [Feb. 11, p. SliSj 

The Uhiversit?^ ClnAiwtiw, 

Uik, Ism 

With regard to the remarks upon submarine t^fliigniphy by 
Mr Preece, at the meeting of the 12th Deeemlxir, IBfifP, which 
have just come under my notice, the following may Im of inteniit 
to members:— 

The first Atlantic cable waa never coiled in tanks at Clrectnwicl* 
It was made, half at Birkenhead, and half at Qreiinwtrh. The 
two parts were joined in one circuit for the ftmt tiiiii* cm boiiiti 
the ‘"Niagara” and ‘"Agamemnon,” at Queenskiwn, at the end of 
July, 1857, and I then got signals through it at s>mo*ti!ii«g le»i 
than one word per minute with the special instriitnunto wtiieli 
had been prepared by Mr Whitehouse, When tha cuble wui liiiil, 
in 1868, we obtained about three words per minute by bund- 
signalling, with my mirror galvanometer as rweivar, during the 
three weeks of succe^ful working of the cable* In this coiiiieclion 
I may quote the following extract from a letter of mitm to 
the - Athmwum, dated October 24th, 1856 , and ptiblislifd 
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’NfWiiil>cr iHt, 1850:— ‘‘A irKxk; of opemting so as to clear the 
win* nipiclly of rc^Hidual eloctricifcj, which I ha^e worhed out 
Iniifj theoiry, and a pliin for telegraphic receiving instruments to 
taici* the* most full advantage ot it, which has recently occurred 
to 1111% allow me now to feel confident of the possibility of 
«*iiiliiig a distinct letter every ^ seconds by such a cable*/’ or 
lilxnit words per minute. 

It wae the second (1865), and not the first (1857), Atlantic 
cmlile that was coiled in tanks at Greenwich, and it was in 
eimiiection with this cable that Mr Vaxley and Mr Jenkin acted 

nloiig with mo, 

Varley and Jcjnkin and I were perfectly aware of electro- 
nmgn«»tic induction f*, and we were more pleased than surprised 
when we found that, after having promised to the company eight 
woiilii per minute, we actually obtained, by hand-signalling, with 
niirror^galvanoineter as receiver, 15 words per minute through 
eiic^h of the two cahloB (the second and third Atlantic cables), 
when the laying of both across the Atlantic was completed 
in 1866 , 

* Cdkcttd lUthtnmtlml and Phjfsical Mjpers, Article lxxvi. Vol. ii. p. 101. 
f Sfi 4 % “ B^roarks on fclie Disoha-rge of a Coiled Electric Cable,” British Assa- 
eiaikm Bep^ri^ 1S50, Part 2; or Day Oollecud Mathematical and Physical Papers, 
Vol. SL Article wxx* 


Advantages of Transmission by Continuous CuREENr. 


[From Jnsf. Mec. Engrs, Journ, Vol. xx. [May 21, 1891], pp. 466—469.] 

One questioa occurs to me with reference to "both Mr Crompton’s 
and Mr Preece’s papers. What is the ratio of the number of 
units of energy supplied to and paid for by the consumer to the 
total produced at the generating station in each of the two 
systems ? When practical answers to that question are taken 
into account, I think the result will tell considerably in favour 
of the low-pressure direct-current system in all cases in which it 
is applicable, and will lead us rather to stretch the distance by 
which we should prefer to choose it than give any bias in the 
direction of choosing the other system. 

There is just one other point, and that is, the economy of 
copper in the conductors. Ideas seem to be ripening towards 
carrying out low-pressure network, to be fed either directly 
hy low-pressure feeders on the continuous-current system, or 
by high-pressure feeders with transformers on the alternating 
high-pressure system. Now it does not seem to have been 
taken into account that in a- low-pressure network we must 
have very large conductors to feed anyiihing like a dense district, 
say any part of London. Whenever we go above wire of perhaps 
2 or 3 centimetres—whenever we have a wire equivalent to 
continuous copper of circular section exceeding 2 or 3 centimetres 
in diameter—we have a very great loss of efficiency indeed over 
the copper in the alternating-current system. Take, for example, 
an altemating-current system at 80 periods per second. With a 
continuous copper wire of 2 centimetres diameter the effect of 
the conductauce of the copper is less by 8 per cent., or the 
ohmic resistance—the ohmic effect of resistance of the copper— 
is more by 8 per cent., for the alternating current than for the 
continuous current. If we take 3 centimetres, the effect of ohmic 
resistance is 31 per cent, greater with the alternating current 
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ibiiii with thi* illmrl tnimml If we take current at a frequency 
tif UM), tlii*ri i'7 ociUiiriotreH (Uarnoter of copper would entail a 
loHH fif *11 I'H^r rt.!ftt. If we take Hnch a powerful conductor as that 
»iggi‘i4trfi ill Mr pup(*r, of a square inch diameter—that 

m, roiuiil tviri* of 2*0 rr*ritiiri(*l,ros diameter — the ohmic resistance 
of siicdi n wiro that actually Buggested by Mr Preece would 

hr rioiirly 30 prr cunit. more for the alternating current of the 
liiwor ‘HD —ihiin for the continuous current. These 

iJiingH iriUHt lie takori into liceount for estimating low-pressure 
rictwrirlcH. If Ji c‘onf!uc.i{>r for 500 amperes, consisting of a large 
riij)jit»r wir*! cnl iti'wiih a cumtral strand of copper wires surrounded 
by Hix siiiiilar HtraiiclH, wt*rc alt(*red by taking jute instead of 
e«|i|«,*r for lln* i'oiitrai Hirnnd, it would be found, with alternate 
fiirri’iiis «if HO or ICICI fri'quency, that the cable with the jute core 
Wfitilrl priiclicfally m well m the cable with the copper 

core. 

I fiiJiy Hfiy I fhi'hon the whole, that there seems to- be what, 
1.41 my mind, in not quite a practically judicious tendency to rush 
to altcriiutifig crirriuit, aikI to give up the simple and convenient 
find direct «yKtciri of «tcndy current and low pressure. I cannot 
but titiiik ilifit if, irrc«|K?€tiveIy of division among companies, the 
wlif»!f» of I^iwiciri wf?rf^ worked out for electric light, there would 
nut Ilf* iillcrnntirig current anywhere—there would be nothing 
but tlii’ low“pnwttra direct system. I feel it is due to Edison to 
imriw bin nntiw iri Cfiunection with what I believe to be the best 
mynimn, which uinf,.! years ago he proposed for the supply of 
olcetric light arid ptiwer to cities—the system in which con- 
miitiptiori districts arc connected to one another and fed by one 
or iiiorf» centra! atations at pressures of perhaps 15 per cent, above 
ihi? that are to be^ used in the consumption- circuit. 

1 a'lri pc'^rfcctly awarff of the reasons that have dictated the choice 
of thcf iiltr*rnate«ciirr6-nt system in many cases. I know .also how 
ipkiiifliclly sticcessfiil it has l>een in some cases. * Both in London 
aiici elsewherci the alteniating-current system has- done, and is 
diiingp what eoitld nut be done by any other -systena. I do not 
wmh’it to Imj mid that I do not appreciate the real merit of, and 
tlifi gnmi mhmUg€m obtained in some cases by, the alternating- ■ 
■cuiTiiiit# fiy«fcciii. But I do think,, looking to the ftiture, we must 
eorisicier that the direct-^uiTent system, with its great simplicity, 
and ite thoroughly convenient and economical use for power as. 
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well as light, is destined ti> i«nl ta 

supersede alternating current ft>r all drriHidy pMpiiliili’d 

There is a common idea that it will piiy I.h put fiie geiif-nilirig 
system at a distance of several miles iiw’iiy, in f»rdrr i« uli-tiiiri 
cheaper coal and possibility of condiiwing wnter for tlir eiigiiif‘i4. 
I think, if practical men coiiHichu’ the siilyei-t in all itn 
they will find that the few shilliiigH jM»r Oui wiveil tlw’ 
is far short of cornpenHating the dinailvaniiigeH nf ttie irmn^ din* 
tant station; and what has biten dene IiiltierO» in llie «f 
condensing water, even when freely avnilitlib% is, I lielieve, nil* 
I do not know of a single casc^ in which tripb* m c|iiitdrii|ile 
expansion condensing engines are nsi*il fiir eleetrie liglitiiig, even 
although the station may be on the side of a efiiiiil or river. I 
do not say it would not be a very grt»at iiilvaiiliig«* if, by tbr* use 
of an abundance of condensing water, wi* eoiiid gi*l nn reonoiiiy 
equal to that of marina engimm taking I| Ib-a of eiml }if*r 
indicated horse-power per hour, iiistciiid of the S lbs. or 4 Ilm 
taken by the non-condensing engines at present in time Tltti 
varying loads during the 24 hours, and other sja*eiiiliti«*s of the 
requirements for electric supply, 8i»erri, fmwitver, to nuider it 
impossible, at present, to realise practically in itn elt^tric light 
station anything approaching to the splerniid eecinoniy of infirint 
engines. 

It is satisfactory to know that all these details of eiigiiierriiig 
are in good hands ; and we may look forward to lMill4*r and Isdti^r 
results as the work extends. But 1 ratimi ki this: no grimt 
saving has ever yet been realised on the cm|ierisi,i (m the mtnif 
power obtained by putting the generating stiitioii at m liistiiiii 
place. On the other hand, it is often difficult iincl ex|ieiiiiivf* to 
get a site in the middle of a town, and it tnay ki on 

this account to put the station a little way oC Mo other mm* 
sideration whatever ought to weigh with engineers against ptillitig 
the generating station as near as possible to where the light in ki 
be used, and doing away with every possible eomplimtion biftween 
the central station and the consumer. 
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Electkical Measuring Instruments [Wattmeters for 
Alternating Currents]. 

[From Discussion of J. Swinburne’s Paper in Imt. Civ. Engrg. Proc. 

Yol. ox. [April 26, 1892], pp. 62—54.] 

Lord Kelvin said it was, of course, impossible to present a 
thorough treatment of the subject in so short a Paper, but as 
a record, or an index, of what had been done it was very 
comprehensive. The various principles that had been adopted 
for electrical measuring instruments had been touched upon 
in a fair and appreciative spirit. The Author had remarked, 
with reference to his (Lord Kelvin’s) multi-cellular electrostatic 
voltmeter, '"This instrument has a horizontal dial, but it is 
provided with a mirror, so that the readings are visible in 
front, if it is on the level of the eyes.” Although by this 
method readings could be taken with fair convenience, he still 
felt that, especially for a central station of electric lighting, 
it would be an improvement if the mirror could be done away 
with, and the instrument made to show at once on a vertical 
scale. He had therefore introduced a modification, which had 
only been finally tested in his laboratory a few weeks ago. It 
gave its readings on a vertical cylindric scale, which could be read 
at distances of many yards. There was another point against the 
electrostatic voltmeter, which the Author had not mentioned, but 
which he thought was of some importance—the provision of some 
automatic checking arrangement, so that the instrument would be 
practically dead-beat. He had found that that could be done in 
the simplest manner by a well-known expedient, corresponding 
to the dash-pot in engineering. Without disturbing the general 
structure of the instrument, he could readily hang a vane on to 
the lower end of the stem that carried the neediest and that vane 
working under oil, was so arranged that it produced a practically 
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Eleotiioal TiiAcrnoN ok 

[BVom Dibctohion of W. M. Mohokv asu H. M. l*4r>itt in 

Inst. Civ. Engrs. Pr(te. ¥oL cxiAK. p|». | 


Lokd Kelvin, G*0.V.{)., romarkcMl flint hr wiiiilfl 
much time if he were to refer to al! hi* liiel 1*’'4 tti lliifik «f 

during the reading of the exee«*dingly iril4-*re?*t4itg Fii|i**r, l*i rnliieh 
every one present hiul listened with eiirroise itif erei^i mit! wilJi it 
great deal of instruction. It was well kinavn fiotv riiiiefi roiii- 
plexity there seemed to be in el(x:trie*tmr.itoii iiial yet, 

how, in some of the armngemonte of jsdypliw**. two* 

phase, and single-phase currents, that wliicli iit firni hiolciti vi*ry 
complicated resolved itself into an exeee«Iitigly «int|ilo fi|n»i«iiiiE 
The three-phase motor had hatl full jttstiee |.« it lif lli« 
Authors. In regard to the great varii'ity of iijijiliiint»ii iir^rriififify 
to adapt it, on one system or another, to Itiif that 

had to he observed on railways, the cjiiesfciori of the objrol l« to 
secured was a complicated one. For short riiitwiiys ovifrylliitif 
was comparatively simple; but for long riiilwuys, wliollior willi 
few or with many stoppages, for eeritml itutiotis wliioti 
also to supply cross lines, it was irn|m»sibkf but tliiit ttn^wi 
must be a great complication of means for mirli it tiirii^ly tif 
ends. He was glad to see that the Authors toldly llio 

problem of long lines. It was to be looked forwiinl wilhtitil any 
very chimerical optimism bm to eleetriciil niiiiuiTO*ii* lliiii in I hi* 
future long lines would be worked electrically m siiriteiiiifiiliy m 
short lines were worked already. Thera were itiafiy wayi of 
carrying out the electrical method for long linafi, aiith the 
Authors had justly said, they e^ntially itivfilveil ltigh4efiiikm 
currents. He had admired- the coumgeoiis firgiitiiftiil ittirl ll» 
strong case which the Authors had put forward tti iivoiir of ilit* 
simplest of all altemating-eurrent systems, namely, the iiirigIe-|iti»M 
system; and it was almost dramatic to find how, after lioiiig tot 
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in ApjK'tKiiK !II. „f th« Paper and the diagrams illustrating it, 
t Ji-Miigh ji splendid maze of appanitus, the members were brought 
baek lr» Ui.t point from which they.started. To railways the sim- 
p mty with an aiternating-current system, if practically achieved, 
w<.iild rertairdy be a great triumph. He would only ask for 
a lilt k for tho conbinuoius-cuiTent system. It had 

Iho -11 Hiud that there was Imt one imssibility, viz., constant voltage, 
whei her alfernating or continuous current was used. That idea had 
Iwen leiiriiefl long ago; but while it was being learned there had 
been iiiaiiy who had thought of tho other system, the constant- 
enrn-nl .systetn. Prol»ably almost every practical electrician would 
say ) h;it was ipiite ifrtpracticable, and out of the question, in regard 
t’> I'lecf rie tra(;ti«»n on railways. Still, he thought it was worthy 
of niore consiciemtif.n than it had obtained; and he suggested 
that, alter all the extreme simplicity of constant continuous current 
in one insulated line for tho high-pressure circuit might possibly 
!«• found gwsi for traction on long lines. That method had been 
iwIviKvib’d long ago by Me.sKrs Siemens, and they had shown how 
it conhi be pitictistid. It had been much better known and 
»nore in favour in some applications 15 years ago than it was 
now ; but he would suggest that the many acute, intelligent, and 
W’tive inimls concerned with the subject might be turned back 
Mjsfii soriii! of tho«3 ohl cpiestions. It must not be imagined, 
however, that hes was putting it forward as a ripe practical proposal. 
He wfw only »«ggc*»tirig ifc m a subject for reflection, with the 
initmme of falling back on the continuous-current system 
tliriiiighriiifc, insteiMl of merely in the locomotive motors. He had 
lislitiifwl with rimich interest to the suggestion of a locomotive sub- 
stiitiofi, f)jri any system, even the simplest, there were central 
stiilioiiii and Hnb-stiitions, and there was a considerable degree of 
cmiipleiity. It was an interesting idea for alternating-current 
fl3i4tribi!tioii,ihiife the sob-station might be as economically carried 
oil ft loeoiiiotive m placed in a fixed position. According to the 
Atithors, the only real objection to it was the weight carried on 
Idle IfMifitiiolive, and even that objection was practically disposed 
of liy the statement that in some instances several tons of useless 
iiiftierial hfal been added for the purpose of giving stability. 
Wfiitfclier the s|«iC0 occupied, the number of parts and conductors, 
ami tlio electrical complication on a locomotive would form serious 
objcctiorii to the Authors^ proposal he did not know; but they did 
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not seem to him likely" to be so, because things became greatly 
simplified when they were perfectly methodized. The idea of am 
electric locomotive carrying the sab-station, althoagh perhaps it 
now looked no more practicable than the steam-engine on wheels 
had looked to James Watt and his contemporaries, might yet be 
realized and found good; and he would watch its development 
with great interest One thing in the Paper which might surprise 
many was the voltage lost in the transmission of the return, 
current hy iron rails. He had been somewhat startled to hear 
how much loss there was owing to the fact of the currents nob 
passing equally through the whole material of the rail, but being 
in some degree '"skin” currents. A great deal was known about 
that effect in relation to copper conductors, and something in 
regard bo iron conductors. A highly complicated physical and 
mathematical problem was introduced by the magnetization of 
the iron itself, and the variation of that magnetization which was 
essential to the carrying of an alternating current by an iron 
conductor. In conclusion, he considered the Paper was of great 
practical importance, and he was sure he was expressing the 
feelings of the members in thanking the Authors for their valuable 
communication. 
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I OK KxKKuy ny Dihkgt Cuhbent. 

|i*r..n, r>iK. t MrMn !tiunKiKi.i>’H I’ai-kb iu ImI. Elect. Engn. Joum. 
V.. 1 . sxxvIII. (March 7 , I!K) 7 ], pii. W )2 - 504 .] 


I IIAVK linfcnwi with «xt.mtni< iiitonsHt to Mr Highfield’s 
jjiijicr. It iH rcjillj* ciiH! (tf this b«8t Bcicntific papers I have ever 
heard rcini. Jf hnji hcai so rslwir on every point that every one 
|»r. t.crj! hiih been Uioroughiy <-nrri(s(l along with the author. 

Kor inywif the Hiibjeft, is otu* of extreme interest. I have 
never hwervi-d fr«tin ihis opinion that the right system for long- 
•hstaiiee tmnsmiioiion of jkiwit by ishsctricity is the direct-current 
I ihi nut Hiiv a vvonl in depreciation of the beauty of the 
pdyphase idea, and of the development of that idea, especially 
in the .’bjihrwe working. The gnsat convenience of the S-phase 
aysieiii is well known to all; the oase with which, by transformers 
with no Nioviiig |srrt. an augimsntation can bo made from, let us 
any, Kl.CMK) voita in the generator to 20,000, 30,000, or 40,000 
Volts ill the traiwinimiion line is veiy valuable and important. 
In faisf, it is, I btslieve, the great convenience of the static 
iranaforim r that has h»l to the wonderful and splendid develop¬ 
ment of the iilksrnating-current system in modem electrical 
engiiiwring. 

We have now ms to a position in electrical engineering, 
looksil lorwiml to twenty or thirty years ago, in which we are 
pnwtieally eoitfrotiksd with the problem of the transmission of 
•'ll rf t il* jwiw'er through very groat distances. After what we have 
hi'ard from Mr iiighfield, I have no suggestion to make in respect 
to tin* mivaiitages that he has demonstrated of the direct-current 
••ysOiu. 

Homo of the most subtle problems of electricity, problems 
deja iMling even on resonance, are more or less fomiliar to all 
»fl«ctrical engineers at the present time. The perfect freedom of 
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the direct-current system from (*<»mp!ieutionH uf itml. kind is v«*r% 
remarkable. 

You all understand aonu‘thing about Hfjuari* root 2 Indng 1*41. 
Starting Avith that scientific fact, wo have this prartioal a|»p!ioati«»ii 
that 141 volts of direct curnuit have no more tomloia*y t o jirofiMn^ 
sparks than 100 volts of alternating current. That, I liiiiik, is h 

statement that is generally un(lei*sto()(L Tin* 141 to l ot) ive 
all known as the merit in n^spect to voltage attainalde by diri'oi 
current, as compared with voltage attainaldi* by alternatiii^ 
current; but now we hear from Mr Highfic‘ld that tin* adviiiitagi* 
is far more than the ratio 141 to 100. Mr ilighfield will i^orreet 
me, but my recollection is that ho said it is mort* !iki? 2| to I 
than 1^ to 1. The properties of matti^r coneenioil in tlie lireitkiii^ 
down of insulation, and the gradual heating up by the alterriiitiiig 
current till the insulation breaks, determine a reHiili which to iiio 
was unexpected. Mr Highfield finds, in n*H|K*ct to inhiilation, it 
much greater advantage of the direct current nwr tin* alterniitirig 
current than has been hitherto known im. 1 think I may mfalj 
say, as proved by the experiments which he has put liiifom u«» 
that 80,000 volts direct current are more easily workeil than 40,000 
volts alternating current. 

That is enough to prove the case for direct currant, iinlei^ 
there are difficulties in the practical management of direct ciirituiti 
as compared with alternating current But the dirticultifes are all 
the other way; the practical difficulties are. in the managtaneiit 
of alternating current; the ease (except in rcspci^i to t,he bruslic*s) 
is all for the direct current. So that, not only have we tniieli 
greater capacities for bearing high pressure, but very iniicdi greater 
ease and convenience in practical working, when wi? adopt this 
direct current for long-distance transmission. 

I do not go so far as to say that the beautiful syskuris that 
are now worked out for distributing power over somewhat long 
distances would be better carried out by direct current than by 
alternating current. I do think, however, with regiinl to the 
ordinay power-supply stations, which are now with but few 
exceptions founded on the alternating-current system, it is hmt 
possible that, m future, there may be a change to direct curreiii 
The penetrating skill and perseverance of Mr Thury having led 
e way, we may, with the very clear idei^ that have been put 
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liriMiv IIS liy Mr ln'gin tu Uiafc, even in the ordinary 

«iis!riliiif imt mI' l^y idt^firicity at 20,000 or 30,000 volte, the 

iiiivaiit.-4gr'N nf flir Will bring it to pa^B sooner or 

tliMi it iiiiiy Hiipi'THodo the alternating current. 

I aiii of a litllo pmphctic conversational statement 

mad*' by Loiil Kaybigli a good many years ago. He rejoiced 
to sr»* tlir liHo of nltoriiating current coming in, ‘bBecaiise/' he 
■■ iht* wliiili' world will n«nv learn the subtleties of electrical 
wliich itiey had no chance of learning before.'' That 
}ir»»iiiircv hii^ Infi ll fiilftlled. “ Ami,’* he ad<lecl, ^biftor that, they 
will cifiiie liiirk to ihe eoniiiinoUH current." I do not know that 
you w'il! all agree with tdmfc antieijmtion, but you will, I am sure, 
all agree with Lord llayleigh in rejoicing that we 

have liiid lliis twenty years of idtitmating current,and of electrical 
Nueiier* in its liiosi iiit.eresting characters, including in fact wireless 
lelogriijiliy, pul liidbre beginrmm in electrical science, as they now 
iir** ill priniieiil hcIumiIh nf td<'*etricity. 





APPENDIX.—ON THE AGE OF THE EARTH. 


. (Cf. pp. 205—230 supra, and previous papers.) 

Early in 1895 a discussion, including correspondence with 
various physicists, was published by Prof. J. Perry* in which he 
enforced the view that the arguments as to the age of the Earth, 
drawn by Lord Kelvin from the present value of the gradient of 
surface temperature in the rock strata, were not conclusive. In 
fact, taking the terrestrial conditions to be represented by a slab 
of unlimited thickness, initially all at a uniform temperature, say 
4000° C., and with one face thereafter kept at zero temperature, 
the theory of dimensions showed that if conductivity is increased 
m times and all lengths are increased n times, all temperatures 
remain the same if the times are increased times. It is 
true that the gradient of temperature at the surface will be 
altered n‘~^ times; but that can be brought back again to the 
assigned value, with the same value of the surface temperature, 
by altering the conductivity and the thickness of an outer surface 
stratum. With the increased conductivity inside the slab, the 
loss of heat will in the same time extend deeper into the slab; 
but provided it does not penetrate sensibly to say the inner half 
. of the radius, the size of the actual sphere which the slab repre¬ 
sents need not enter into the dimensional relations, all being 
nearly the same as if it were infinite. On the other hand, if the 
conductivity inside is very great, the limitation of size will sooner 
make itself felt, and the time may be shortened instead of 
prolonged. 

In the special case of a globe of radius JS = 6*38 x 10® cm., 
which is that of the Earth, internal conductivity ^ = 0*47, which 
is 79 times that of surface rock, jfc/c = 0T65, which is 14 times 
that of surface rock, c being thermal capacity, and with a shell 
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of rock of thickness 4 x 10° cm., about 2^ miles, superposed.;, 
Perry found from Fourier’s solution for a sphere that the dimeni- 
sional conditions above stated were sensibly satisfied, and that 
the time of cooling to the present terrestrial surface gradient, 
namely 1°C. in 2740 cm., would be as much as 98 x 10^ years- 
With k equal to 195 times and kjc equal to 35 times the value 
for surface rock, and with a shell of rock of depth 3’272 x 10° cio., 
about 20 miles, the time would be 127 x 10° years. 

The following letter from Lord Kelvin comes at the end of 
this discussion. 

The University, Glasgow, 
December 13, 1894. 

Dear Perry, 

Many thanks for sending me the printed copy of 
your letter to Larmor and the other papers, which I fouridL 
waiting my arrival here on Saturday evening. I have beem 
much interested in them and in the whole question that you 
raise, as to the effect of greater conductivity and greater 
thermal capacity in the interior. Your theorem is clearly 

right, and not limited to the case of the upper stratum being’ 
infinitely thin. Twenty or thirty kilometres may be as good 
as infinitely thin for our purposes. But your solution on th-O 
supposition of an upper stratum of constant thickness, having 
smaller conductivity and smaller thermal capacity than thi^ 
strata below it, is very far from being applicable to the triao 
case in which the qualities depend on the temperature. Thim 
is a subject for mathematical investigation which is exceedingly 
interesting in itself, quite irrespectively of its application to the. 
natural problem of underground heat. 

For the natural problem, we must try and find how fmr** 
Robert Weber’s results can be accepted as trustworthy, anci 
I have written to Everett to ask him if he can send me thc^ 
separate copy of Weber’s paper, which it seems was sent to him 
some time before 1886; but in any case it will be worth while 
to make farther experiments on the subject, and I see quite a. 
simple way, which I think I must try, to find what deviation 
from uniformity of conductivity there is in slate, or gimnite, or 
marble between ordinary temperatures and a red heat. 
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For all we know at prenent, however, 1 wi* t^iiiiiPit 

assume as in any way probable the eiiormotiH cliflt^reiieeH <4 
ductivity and thermal capacity at (liff(*n:*rit depthn wliicti v*ii 
take for your calculations. If you look at HiTiion 11 
Cooling*’ {Math, and PIn/s, Papers^ VoL III. p. y«»ii will 

see that I refer to the question of thermal coniiiietivilieH iiiid 
specific heats at high temperatures. I thcmghfc my rarigt* fr«*iii 
20 millions to 400 millions was probably widi* enough, but it m 
quite possible that I should have put tin* supiTior liiiiii a g*w«i 
deal higher, perhaps 4000 instead of 400. 

The subject is intensely interesting; in fimt, I would rfttli**r 
know the date of the Gonmtentior Status than of thi! Noriiinii 
Conquest; but it can bring no cornfi>rt in respiMJi to deiiiiuicl for 
time in Palaeontological Geology. Helmholtz, N<iwi*oiiilu and 
another, are inexorable in refusing sunlight for nmre thiin ii HCtirii 
or a very few scores of million years of past time Papular 
Lectures and Addresses, VoL i. p. 397). 

So far as underground heat alone is concerned you lire r|ntle 
right that my estimate was 100 millions, and pleiwi* rmimrk 
(P. L, and A,, VoL li. p. 87) that that is all (leikie wfinti ; but 
I should be exceedingly frightened to meet him now with only 
20 million jin my mouth. 

And, lastly, don*t despise secular diminution of the? earth 
moment of momentum. The thing is too obvious tc» every one 
who understands dynamics. 

Youni always truly, 
Kelvin. 

Later* Lord Kelvin returns to the subject in a piiper lauiiMi 
on fresh data for conductivities (of. supra, p. 215 ) which hati lM»eii 
sent to him from R. Weber, and on other estimatei by Bfirtis iiritl 
Clarence King; and he sums up as follows: 

“By the solution of the conductivity problem to which I liavi* 
referred above, with specific heat increasing up to the rncdtiiig 
■po-int„ as found by Racket and Roberte-Austen and by Biirtw, 
but with the conductivity assumed constant, and by taking into 
account the augmentation of . melting temperature with prewure 

Mwit f, ISII. 
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in a somewhat more complete manner than that adopted 
Mr Clarence King, I am not led to differ much from his estimate 
of 24 million years. Bat, until we know something more than 
we know at present as to the probable dimination, or still con¬ 
ceivably possible augmentation, of thermal conductivity with 
increasing temperature, it would he quite uninteresting to publish 
any closer estimate.” Cf. supra, p. 216. 

Prof. Perry wound up the discussion in a paper^' in which he 
reviewed the whole of the evidence of this and other kinds 
regarding the age of the Earth, and concluded as follows: 

‘‘To sum up, we can find no published record of any lower 
maximum age of life on the earth as calculated hy physicists 
(I leave out the estimates based upon the assumption of uniform 
density in the sun, and also that of Mr Clarence King) than 400 
million years. From the three physical arguments. Lord Kelvin’si 
higher limits are 1000, 400, and 500 million years. I have 
shown that we have reasons for believing that the age, from all 
three, may be very considerably under-estimated. It is to be 
observed that if we exclude everything but the arguments from 
mere physics, the probable age of life on the earth is much less 
than any of the above estimates; but if the palieontologists have 
good reasons for demanding much greater times, I see nothing 
from the physicist’s point of view which denies them four times 
the greatest of these estimates.” 

On Prof. Perry’s suggestion the problem of the cooling of a 
uuiform sphere covered by a badly conducting stratum was taken 
up in sornejetail by Mr 0, Heaviside, whose discussion has been 
reprinted in his Mectromagnetic Theory, VoL II. 1899, Ch. t. 
pp. 12—28, to which reference may conveniently be made. He 
finds that in the examples selected by Prof. Perry the p)rolongation 
of the time happens to be not far from the maximum that is 
possible. 

More recently this subject has entered into another phase, 
initiated by E. Rutherford and followed up by J. July and 
R. J. Strutt. It appears that the present How of heat outwards 
could be entirely accounted for by supply due to the degradation 
of radium existing in the superficial strata, and that the escape 
of the original internal heat of consolidation may therefore be far 
* Nature, April 18, 1895. 
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more slow than the tempereiture gradient downwards had previously 
indicated. And similar considerations would give support to a 
large prolongation of the estimated life of the Sun; for though 
his surface temperature, "being dominated "by radiation, is not 
greatly above what can "be attained hy refracting materials in our 
electric furnaces, yet the rapid increase beneath the surface must 
carry the conditions beyond our ken, so that copious supplies of 
heat arising from chemical degradation of unknown types may be 
continually arriving. 
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Air Engine, early theory of Stirling’s 38 
Animal thermostat 118 
Atoms, size of 285, 283 

Basalt, origin of 220 
Battery, constant, Daniell’s 895 
Boscovichian dynamics of crystals 353 
Buildings, power required for heating 
124 

Cables, Atlantic 801, 3(52, 303; Malta 
541; history of 577, 5H2 
Carnot’s function, history of 3, 43 
Clochs, electric 889 

Clothing or lagging, limitjition to elli- 
cieiicy of 109, vorrujcndnm xvi 
Compass on ships and electric lighting 
474 

Condenser, vacuum important 40 
Conduction in insulators 408 
Configurations, statistics of molecular 
17 

Continents and ocean depths, origin of 
221 

Convection in nebula 281 
Critical temperature of liquid 107 
Cryophorua, sulphurous acid 88 
Crystalline structure 297, 383, 350 
Currents, alternating, distribution in 
section 489; economy of material 490 

Dissolved air, elimination of 106 
Dynamos, design of 435; alternating, 
575 

Earth currents 385 

Earth, effect of underground heat 155, 
601; rigidity of 163; fluidity of 165 


Earth, fuel and air supply of 204; age 
of 205, 242 

Earth’s axis of rotation, geological 
effects on 171 

Eclipse, radiation at Solar 57 
Electric conduction, economy in 482 ; 

resistance to transient cur¬ 
rent 482, 4B8 

„ discharge, h(‘at of 860 ; oscil¬ 
latory 805 

„ induction, Faraday’s law 488 ; 

in cable problem 487 
„ light and power 420; storage 
425, 431; traction 590 
„ meaHurement 442, 452; appa¬ 
ratus 548, 500, 587 ; by 
gravity, 449, 400, 465; small 
capacities, 530 

Electricity, atmospheric, observation of 
586 

lOlectrodyiiamic balance 877, 567 
Electrolysis 451 

Electrometer, atmospheric 367 ; obser¬ 
vations 388 

Electromotive force measured absolutely 
462 

Electrostatic stress 482 
Electrotorsion 404, 418; converse 481 
Energy, available in unequally heated 
system 8; general theory 24 
„ dissipation of 8; kinetic theory 
of 11; statistics of 17; re¬ 
storation by sorting demon 21 
Entropy, history of 8, 43 

Film of liquid, thermal relations of 
formation of a 55 
Fracture 160 
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INDEX 


Gas, equilibrium of gravitating globe 
184, 264 

Gases, statistical probabilities in mix¬ 
ture of 19; specific heats, Le Sage’s 
corpuscles 74; thermometers 99 
Glacial epoch, changes of land levels 
157 

Gramme dynamo, report on 411 
Granite, origin of 219 
Gravitation, corpuscles of Le Sage C4 
Gravity, spring for measuring 181 

Ice, interior melting of 47; stratifica¬ 
tion of vesicular 50 

Kant, on age of earth 211 

Lamps, illuminating power of 440 
Leyden, standard air 530 

Magnetic action, Sun’s terrestrial 154 
„ dip by inductometer 393 ; no¬ 
menclature 481; measure¬ 
ment of susceptibility 503 
„ screening 519 

Magnetism, and molecular rotation 354; 
effect of stress on 414; current in¬ 
duced by twisting magnetic wires 481 
Magnets, saturation quality 663 ; per¬ 
manence 573 

Matter, aggregation of cosmical 236 
Mercury and other planets disturbed 
by interior planetary matter 134, 
138 

Meteorological blockade 62 
Moon, history of the 249 
Motivity, thermodynamic 6; in a system 
unequally heated 8; general theory 
based on 24 

Nebula, gaseous 184, 232, 254 

Osmotic pressure 110 

Kezo-electric 311; quartz 320; pile 
323; theory of 325 
Potential, multiplication of 461 


Power, electrir ; 

advantages of riirri'iil 

593 

Ikfrigoratioti of air Pi I 
llcHistancc, meaHiiremenl of i'lfi'lnt? 
369; of galvamnnettir iiii*ithiirr«l tiy 

itself 394 

Hocks, thennai coinhietioii m l}f»l 

Screening, electrostatic, by 
519; magnetic 519 
Space, partition of, with miniiiiinw 
297; homoganiMHiH partition 333; lii 
crystals 350 
Springs, ageing of 505 
Standardising, electric 403 
Steam jet, dried by flttkl friction 39 
Sun, fall of niattisr intii, woiilcl tlii^liirb 
planets 138 

Sunrise, blue ray at 231 
Sun’s heat, age of 141; origin and 
amount 143,191; emding 145; 
rature 147; origin 151 

Thermoelectric curreritH Hfgl 
Thermometers, vajamr pninstirii 77, ItO; 
viscosity of water 96; thernioniagficlk 
97; constant presHurii gas 99 

XJuderground tein|Mirattirii problniim 175 
Units, ratio of electric, ineasnreil 4119, 

473 

Uranium, establishes voltaie eipiilihriiini 
across air 36 

Vapour pressure thirmometry 77* 90 ; 

differential mimsuremeriti of 111! 
Vibrations of solidi, thermal diisipa* 

tion of 59 

Viscosity of water, tiiernwm«try by 911 
Voltaic potentials, thermodynantici of 
29 ; experiments 35 ; of 

422, 488; established by radioaetivii' 
emissions 36 ; and size of atoms 285 

Wattmeters 587 
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